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PREFACE 


This volume, the second of the three volumes which are to contain the 
papers and discussions contributed to the Institute during the year 1914, 
comprises papers presented at the Salt Lake meeting of August, 1914, 
and the discussion thereon. There is also included a discussion of the 
paper of Theodore Simons, The Evolution of the Round Table for the 
Treatment of Metalliferous Slimes, which was published in Vol. XLVI 
of the Transactions. 
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PROCEEDINGS OF THE SALT LAKE MEETING Vii 


Proceedings of the One Hundred and Eighth Meeting, Salt Lake City, 
Utah, August, 1914 


The 108th meeting of the Institute was held in Salt Lake City, on Aug. 
10 to 14, inclusive, 1914, and appears from past records to be the most 
largely attended and one of the most successful meetings of the Insti- 
tute ever held. Three hundred and sixty persons were registered. 

To the following Chairmen and members of Local Committees the 
appreciative thanks of the Institute are due for the admirable arrange- 
ments they made for the meeting and for the early publication of these 
arrangements, which enabled many members to form their plans well in 
advance. 


GENERAL COMMITTEE 


R. C. GemMeEtt, Chairman 


D. C. Jackling Fred Cowans 
C. W. Whitley William Wraith 
C. KE. Allen Walter Fitch 


ENTERTAINMENT COMMITTEE 


C. W. Wuittey, Chairman 


Henry Krumb C. H. Doolittle 
A. K. Tiernan J. A. McCaskell 


COMMITTEE ON TRANSPORTATION AND ACCOMMODATIONS 


Duncan MacVicuiz, Chairman 


L. Hanchett Frank Anderson 
C. F. Moore Robert 8. Lewis 


COMMITTEE ON PROGRAMS, ETC. 


ALFRED FRANK, Chairman 


L. S. Austin W. A. Wilson 
R. H. Bradford Edward Zalinski 


PRESS COMMITTEE 


EERNEsT GayrorpD, Chairman 
G. W. Riter G. T. Hansen 


LADIES ENTERTAINMENT COMMITTEE 
G. B. Witson, Chairman 


Crick Stanley C. Sears J. H. McChrystal 

Mrs. G. B. Wilson Mrs. Edwin F. Holmes 
’ Mrs. Herman A. Prosser Mrs. J. C. Dick 

Mrs. Stanley C. Sears Mrs. J. H. McChrystal 

Mrs. C. W. Whitley - Mrs. R. C. Gemmell 
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LOCAL COMMITTEE AT BINGHAM . 


J. D. Suintuine, Chairman 


V. 8S. Rood T. S. Carnahan 


LOCAL COMMITTEE AT GARFIELD 
W. H. Howarp, Chairman 


Barry Hogarty F. G. Janney, Jr. 
W. D. Leonard H. C. Smith 


LOCAL COMMITTEE AT PARK CITY 
James Humeus, Chairman 
F. W. Sherman O. N. Friendly 


LOCAL COMMITTEE AT TINTIC DISTRICT 
Water Fircu, Chairman 
-J. H. MeChrystal J. C. Dick. 


SocraL AND INSPECTION F'EATURES.—General headquarters of the 
Institute were maintained in two parlors of the Hotel Utah, where an 
assistant to the Secretary of the Local Committee was in attendance dur- 
ing the entire meeting. Registration facilities were afforded in these 
headquarters at all times, beginning on the morning of Monday, Aug. 
10, and at the same time official badges, booklets, and programs of the 
meeting were distributed. 

At 2:30 p.m., of Aug. 10, there was an organ recital at the Mormon 
Tabernacle. This was enjoyed by about 300 members and guests of the 
Institute, and immediately at its conclusion members and guests were 
taken for a trip around Salt Lake City in sight-seeing motor cars. 

On Tuesday, Aug. 11, 269 members and guests left the Union Depot 
in a complimentary special train and visited the mine of the Utah Copper 
Co. at Bingham Canyon, where Chairman R. C. Gemmell, of the General 
Committee, gave a most interesting description of the history, operation, 
and production of the mine, including operating costs. Luncheon was 
served on the train en route to the Utah Copper Co.’s Magna concentrat- 
ing plant. After an inspection of this plant, the train conveyed the party 
to the Garfield smelting plant, and thence to Salt Lake City. 

On the same day, the ladies were entertained in the evening at a moy- 
ing-picture show at the American Theater. 

On Wednesday, Aug. 12, a special complimentary train carried 105 
members of the Institute to the Murray plant of the American Smelting 
& Refining Co.; then to the Midvale plant of the U. 8. Smelting Co.; and 
then to the Tooele plant of the International Smelting Co. Luncheon 
was served on the special train en route from Midvale to Tooele. 
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The ladies were entertained at luncheon at the Salt Lake Country 
Club and afterward were entertained at tea at the country place of 
Mrs. Herman A. Prosser. 

On Thursday morning, Aug. 13, 112 members went by special compli- 
mentary train to Park City, where they visited the Silver King mine and 
the mill of the Mines Operating Co. 

On Thursday afternoon, at 5:45, the members and guests were con- 
veyed by special cars to Saltair Pavilion, where those members who de- 
sired to do so had a bath in Great Salt Lake, and afterward dinner was 
served. The party was carried back to Salt Lake City in special cars. 

All day Friday, Aug. 14, was devoted to a trip to Vivian Park in Provo 
Canyon, where a picnic luncheon was served. On the return trip a short 
stop was made at the power plant of the Power & Light Co. at Olmstead. 

The banquet was served in the Grill Room of the Hotel Utah, and a 
very enjoyable feature was the opportunity for dancing between courses 
and after the dinner was over. W.L. Saunders acted as toastmaster, and 
speeches were made by President Benjamin B. Thayer, Secretary Bradley 
Stoughton, His Excellency, William Spry, Governor of Utah, and 
Colonel E. M. Allison. 


TECHNICAL SEesstons.—The first technical session was held on Mon- 
day evening, Aug. 10, at 8:30 p.m. An address of welcome was de- 
livered by D. C. Jackling and responded to on behalf of the Institute and 
its guests by President Benjamin B. Thayer, after which President 
Thayer introduced R. C. Gemmell as presiding officer for the evening. 

The following papers were read by their authors or authors’ repre- 
sentatives: ; 

Frederick Laist and Harold Aldrich, Experimental Leaching at Anaconda. 

Frederick Laist and F. F. Frick, Precipitation of Copper from Solution at 
Anaconda. 

W. L. Austin, Leaching Copper Products at the Steptoe Works. 

W. L. Austin, The Treatment of Copper Ore by Leaching Methods. 

Stuart Croasdale, Leaching Experiments on the Ajo Ore. 

_ (These five papers were discussed together by: Lawrence Addicks, 

R. C. Canby, Stuart Croasdale, D. A. Lyon, and Frederick Laist.) 

Frederick Laist and Albert E. Wiggin, The Slime-Concentrating Plant at 
Anaconda. 

Frederick W. Bacorn, An Amendment to Sales’s Theory of Ore Deposi- 
tion. 

The following papers were read by title, and discussion was asked 
for in each case: 

Charles W. Goodale, The Drumlummon Mine, Marysville, Mont. 
Howland Bancroft, Dip Chart. Discussion, in writing, by Theodore 
Simons. 
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Mark N. Alling, Ancient Auriferous Gravel Channels of Sierra County, 
California. 
B.S. Butler and H. D. McCaskey, Copper Ores of the New London Mine. 
George A. Packard, Rope Idlers in the Raven Shaft. 
James C. Ray then presented an illustrated address entitled, A Geo- 
logic and Microscopic Study of the Butte Ores. 


The second technical session was held at the Hotel Utah, Tuesday, 
Aug. 11, at 8:30 p.m., William Wraith presiding. The following papers 
were presented by their authors or authors’ representatives: 

W. H. Howard, Electrical Fume Precipitation at Garfield. Discussed 
(in writing) by E. M. Dunn and F. G. Cottrell. 

L. Douglass Anderson, Effects of the Bag House on the Metallurgy of 
Lead. 

Lawrence Addicks, Nodulizing Blast-Furnace Flue Dust. Written 
discussion by R. M. Draper and James H. Payne. 

KK. L. Newhouse, Jr., Lead Smelting at East Helena. Discussion by 
G. C. Riddell and R. C. Canby. 

W. W. Norton, A Comparison of the Huntington-Heberlein and Dwight- 
Lloyd Processes. Discussion by Arthur 8. Dwight (in writing) 
and G. C. Riddell. 

G. P. Hulst, The International Lead Refining Plant. Discussion by L. 
S. Austin and G. P. Hulst. 

Irving A. Palmer, Smelting Lead Ores in the Blast Furnace. Discussion 
by L. D. Anderson (in writing) and L. §. Austin. 

Theodore P. Holt, Chloridizing Leaching at Park City. Discussion 

~ by F. 8. Schmidt and O. C. Ralston. 

The following paper was read by title: 

H. H. Alexander, The Bag House in Lead Smelting. 


The third technical session was held at the Hotel Utah, Wednesday, 
Aug. 12, at 8:30 p.m., C. W. Whitley presiding. The following papers 
were presented by their authors or authors’ representatives: 

Dorsey A. Lyon and Samuel 8. Arentz, Losses of Zine in Mining, Milling, 
and Smelting. 

Richard D. Divine, Separation of Lead, Zine, and Antimony Oxides. 

H. A. Wentworth, Electrostatic Separation at Midvale (read by title 
only). 

5. I. Bretherton, The Treatment of Complex Ores by the Ammonia-Car- 
bon Dioxide Process. 

(The four preceding papers were then discussed together by James M. 
Hyde, George W. Riter, 8. A. Ionides, §. 8. Arentz, O. C. Ralston, D. A. 


Lyon, Mr. Swart, 5. A. Kent, Lawrence Addicks, 8. E. Bretherton, sae 
G. B. Wilson.) 
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Earl 8. Bardwell, The Annealing of Cold-Rolled Copper. Discussion 
by Lawrence Addicks. 
EK. Horton Jones, Unit Construction Costs from the New Smelter of the 
Arizona Copper Co., Ltd. 
Dorsey A. Lyon and Robert M. Keeney, Melting of Cathode Copper in 
the Electric Furnace. Discussion by Lawrence Addicks. 
L. O. Howard, Basic-Lined Converter Practice at the Old Dominion Plant. 
~ Discussion by E. P. Mathewson. 
The following papers were read by title only and discussion was asked 
for: 
C. D. Demond, Economy and Efficiency in Reverberatory Smelting. 
C. R. Kuzell and G. H. Wigton, Curves for the Sensible-Heat Capacity of 
Furnace Gases. 
Oscar M. Kuchs, Lead-Matte Conertine at Tooele. 


The fourth technical session was held at the Hotel Utah, Thursday, 

Aug. 13, at 9:30 a.m., Sidney J. Jennings presiding. 

The following papers were presented in abstract by their authors or 
authors’ representatives: 

Ira B. Joralemon, The Ajo Copper-Mining District. 

John Van N. Dorr, The Dorr Hydrometallurgical Apparatus. 

G. H. Clevenger, Discussion of James Johnston’s paper, Mill and 
Metallurgical Practice of Nipissing Mining Co., Ltd., Cobalt, Ont., 
Canada. Discussion (in writing) by Thomas Crowe and Allan J. 
Clark. 

Robert H. Bedford and William Hague, Tests of Rock Drills at North 
Star Mine. Discussion by W. L. Saunders. : 

E. D. Gardner, Mining Claims Within the National Forests. Discus- 
sion by T. C. Hoyt, Asst. Chief Forester, U. 8. Forestry Service ‘ 
H. V. Winchell and D. W. Brunton. 

The following papers were read by title only: 

Frank R. Van Horn, The Occurrence of Bournonite, Jamesonite, and Cala- 
mine at Park City, Utah. 

A. W. Allen, The Descriptive Technology of Gold and Silver Metallurgy. 

William F. Ward, “Playa” Panning on the Cauca River. 

Joseph P. Hodgson, Mining Methods at the Copper Queen Mines. 

Robert Livermore, Draining Kerr Lake. 

Sidney L. Wise and Walter Strache, The Design, Construction, and Cost 
of Two Mine Bulkheads. 

Carl A. Allen, Methods and Economies in Mining. 

R. W. Raymond, Biographical Notice of Louis Janin. 

Arthur Crowfoot, Development of the Round Table at Great Falls. 


eas eA 


Unit Construction Costs from the New Smelter of the Arizona 
Copper Co., Ltd. 


BY E. HORTON JONES*, CLIFTON, ARIZ. 


(Salt Lake Meeting, August, 1914) 
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INTRODUCTION 


WE have endeavored in the following “sheets” to give the unit con- 
struction costs derived from the building of the Arizona Copper Co.’s 
new smelter, Clifton, Ariz., starting in February, 1912, and completing 
February, 1914.1 In Chapter I—Unit Costs—are to be found the most 
elementary total unit costs which the accounts provide for. They are 
usable in the Clifton district. Here too are found the percentages to be | 
added to an estimate for Engineering and General Expense. In Chapter 
II—Comparative Costs—these elementary costs have been classified, 
averaged and reported as labor and material unit costs. In such form 
the labor unit costs, when properly applied to similar conditions as these 
under which they were derived, are usable anywhere. The material 
unit costs are better disregarded for more accurate estimates and replaced 
by a newly priced bill of material. In Chapter III Composite Costs are 
given. They are unit costs built up from several elementary units, and 
likewise units of larger dimensions and simpler application, valuable for 


* Chief Engineer, Arizona Copper Co., Ltd. 
1 The smelter went into service producing copper October, 1913. 
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checking estimates and obtaining quick approximations of total costs. 
In Chapters IV, V, and VI are given the Wage Scale, Material Prices, 
and a description of the conditions surrounding the making of every ele- 
mentary unit cost, which will enable an estimator to judge of their use 
under any circumstance. It should be borne in mind that Chapter VI 
is not a pure description of the plant, nor of any of its parts, such as might 
be expected in a technical journal, but it is barely enough information 
for a reader to judge as to the applicability of a unit cost in another place. 

These unit costs, as any examination will prove, are not ideal, but 
actual. They were made by a copper company organization extending 
over a period of two years. They represent delays in material shipments 
(serious delays in steel and brick deliveries), delayed plans, changes in 
plans, labor troubles, with changes in hours and rates, variable weather 
conditions, and the like. They do represent, however, every cent spent. 

Each unit cost has been judged, as it stands, solely on its merits for 
use by an estimator. Where a unit cost is not given it was of no use, and 
where given and described, it must be employed accordingly. 

During the first few months of construction work only the prime ac- 
count numbers showing in the sheet were in use. Later, to obtain more 
accurate figures to measure the work by as it progressed, the decimal 
account numbers were added. But the decimal accounts were on record 
only in the engineering costing department at the new smelter, two miles 
from Clifton. The General Office, at Clifton, neglected all decimal 
accounts and charged them under the prime numbers. The labor segre- 
gation was in all instances made at the new smelter, and every charge 
for material, from whatever source, passed through the warehouse at 
the new smelter. The only other source of cost sheet entries was the 
General Office cash books. Once a month these entries were itemized 
and sent out in the monthly Cost Sheet issued by the General Office. 


CHAPTER I 
UNIT COSTS 


The costs thus accrued from three sources. The individual labor card 
was not used until the excavating was well under way and the founda- 
tion work had started. Each man, who could, made out his card and 
told thereon exactly at what and how long he had been working. The 
labor bosses made.out the cards for the Mexicans. The account number 


was later placed on the card by the time keeper and checked by a compe-— 


tent man in the engineering office. For every bit of material used on the 
job a requisition was passed through the warehouse, whether steel building 
or keg of nails. To this a charge number was attached and the requisition 
was finally checked by a competent man in the Engineering Department. 
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In regard to cash-book entries, there was little to be done, as all local bills 
were OK’d and account numbers attached by the Engineering Depart- 
ment in the first instance. The units were compiled by the Engineering 
Department daily as the work progressed and checked suitably. 

Yet owing to the fact that the General Office kept the accounts segre- 
gated only under the prime account numbers, the slow development of 
the idea of making a final accurate unit cost sheet, the delay in using 
individual time cards and many clerical mistakes, it was finally thought 
best to check over every labor card and warehouse requisition from the 
beginning of thejob. This was done and the unit costs as they now stand 
are believed to be accurate. : 

The making of this cost sheet is largely due to the untiring interest 
_ and insistent demand for accuracy upon the part of three members of the 
smelter construction force, G. H. Ruggles, M. Am. Inst. M. E.; Roy B. 
Harling, M. Am. Inst. M. E.; and H. F. Adams. Credit is due also to the 
ever willing assistance given by the Arizona Copper Co.’s general office, 
under the direction of J. G. Cooper, Cashier. 


General Expense 


NuMBER NAME oF AccouUNT ToTAL 
7001 General expense at Clifton................. See page 15 
7004 Rersomaleim| wes ete tre cpe etre dantiers «6 slates Deis 
Engineering 
Engineering and Superintendence at Douglas 
7101 SO AMEMICS etre arate secre seston atts x 5 "Area 8 boo out $39,706.22 
7103 Telegraphing and telephoning.............. 167.55 
7104 BUPAVelin gy EXPENSO tacit tete «calc see cclels See 1,984.85 
7105 Miscellaneous expense............ Seige 1,018.06 
—_—_—_—— $42,876.68 
Engineering and Superintendence at Clifton 
7201 Sin EP OESR, oa Wick ad a OeIROL To tary oe iG teat oe aca $40,587 . 54 
7202 inirmibuneraMcet<tUres thee cee eens ceca) oS ate. 149.43 
7203 Telegraphing and telephoning............. 258 .64 
7204 Mpa velinie CXPCNSC le. cmuiaatse se see wis ere + 0! 934.24 
7205 Miscellaneous supplies. ....:.......-2.-.500% 2,205.77 
7206 IMisccllameouselabora ss. .cGa tees deci wove 869.02 
Beets de 45,004.64 
9000.1 Power plant engineering............,...... $12,768.56 12,768.56 
7100 Total engineering expense............. Wom sth AN one's, Mar eek s5/ oo $100,649.88 
PIO UEUURLIINT ERC OS Umea ate are Sastre cota ole Pa uelcla! dats) «ors Ja tala tTeta e's 5.40 per cent. 


This percentage is obtained by dividing the engineering expense by the total cost 
of the smelter, minus engineering and indirect expense. 
100,649 . 88 


=5.40 cent. 
1,864,092.47 ee 
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7300.—Yard Tracks and Industrial System 


Tracks 

NaME or Account LAaBoR MATERIAL ToTaL QUANTITY 
Excavation. ....0....++. $31,311.14 $4,254.86 $35,566.00 55,405 cu. yd. 
PONS. alee els iv a's =tt stetelele 425.18 10,777.79 11,202.92 10,262 ties 
Rails and rail fastenings 392.00 9,839.79 10,231.79 14,813 ft. 
Frogs and switches...... 206.50 2,676.95 2,883.45 18 switches 
Laying, surfacing and 

ballasting. .......... 5,873.53 248.88 6,122.41 17,150 ft. 

Trolley System 

Poles and setting....... 1,427.27 1,804.73 3,232.00 106 poles 
Brackets and wiring... .. 1,167.19 1,379.73 2,546.92 7,824 ft: 
Ratlibonds.cied aus ciel 304.31 347.13 651.44 521 bonds 
MAB LING. cele cferetavererd dyein se 229.66 222.39 452.05 57 lamps 


Rolling Stock 
Cars, elec. locomotives, 
LG ite nisieriereeie a chetats 801.29 34,017.63 S4,818 [920 sicnaemietetenis 
Calcine car alteration... 381.02 4.36 SSE8e? ties enemas 


Trestle Approach to Reverberatory Building 


EXCH VatlOn) ieee ose sie os SOU ROD ais erdacate 359.95 277 cu. yd. 
Foundations............ 738.18 1,152.52 1,890.60 254.9 cu. yd. 
Steel /stractires. iscsi). le are icnstetalc tw ects ale eee 13,460.84 163.97 tons 


MWOOdWOLKic cists cicle t cnet 703.93 768.92 1,472.85 27.65 m.b.m. 


150-Ton Track Scales in Receiving Yard 


Excavation............. B48" 01 Sac, crsitiale< 348.91 388 cu. yd. 
Foundation... 56. ¢.0000 545.62 1,146.87 1,692.49 186 x 
Cost and erection....... 365.95 3,450.86 3,816.81 150 tons 
Scale houses. cs2t.ss.05 65.66 63.87 129.53 879 cu. ft. 


Bridges, Culverts and Walls 


Bridge No. 1 foundation. 1,028.26 1,968.38 2,996.64 339.8 cu. yd. 
x steel work.:! soa cs nestor, “eouee eas 877.40 3.70 tons 
Culvert No. 1 masonry.. 1,384.85 695.80 2,080.65 354 lin. ft. 
Retaining walls excava- 
HOD 5.5 a0 File avai einrertia a 2 Fi GO. A Ny etirete sa 77.66 60 cu. yd. 
y ‘* concrete, 512.34 734,25 1,246.59 203.5 “ 
5 ‘“* masonry 88.08 47.51 185,50) 221,90" 


40-Ton Track Scales on Calcine Track 


HIZGAN ALLO « <s/.0% <leiclo< 108.44 OCG1S: 108.95 118 cu. yd. 
MOUNGAtION, 05 54.000 « oe 207.55 193.60 401.15 “415655 
Cost and erection....... 82.99 710.85 793.84 40 tons 
Beale house; 2% sien.ce cent» 100.38 88.21 188.59 879 cu. ft. 


Trestles to Receiving Bins 


IKOAVALION « «.. secase laws 548,18 soos oe 548.18 589 cu. yd. 
Foundation....... Sante 2,408.16 3,017.95 5,426.11 754.3 ‘ 
PUSCLAEPUCtUICK nianisdicy “ea panitacan oe eae 9,269.48 109.35 tons 
WOOUWOVEEAE |. co ctatnes erate 572.23 838.11 1,410.34 27.21 m.b.m. 


Total cost—Yard tracks and industrial system..... $156,326.43 


Tora 
Unit 
Cost 
$0.64 
1.09 
0.69 
160.19 


0.36 


30.49 
0.33 
1.25 
7.93 


ee ee ee 


NUMBER 


7401 
7402 
7403 
7404 
7405 
-O1 
7407 - 


7809 
7810 


UNIT CONSTRUCTION COSTS 


7400.—Receiving Bins 


Name or Account LABOR MarTer1aL Toran QUANTITY 
UX CAMA SLO Gener: = hrm anil ards $2,303.11 $39.16 $2,342.27 1,428 cu. yd. 
Houndationees .. oeeosse es 1,235.51 . 2,247 770 3,483.21 612.3 a 
MbGOl SEFUCLULE EMCEE Pini! Shea eee eu eae 29,276.63 353.09 tons 
(GENIE SDS p iractege baton no Ohno eee 901.15 1,984.93 2,886.08 30 gates 
Conveyor Now) on6605 ee 310.92 2,947.19 3,258.11 97.3 ft. 
GOnVG6yOTNNG, 2ioasn she ences 355.19 2,498.03 2,853.22 117.38 ft. 
Engh tint tejrasaensie one eieneeng pee 60.87 24.67 85.54 22 drops 
Lotal cost—Receiving bins. ..c..ces sss eee eons ens ce $44,185.06 
7700.—Crushing Plant 
7 
Name or Account Lasor Mareriau TorTan QUANTITY 
UXGA VA LION. © eyielssisiats stereo S689267) babi ve $689.67 609 cu. yd. 
Poundations, 0.05 40s. 893.15 $1,568.47 2,461.62 220.5 ‘ 
book SCrUCoMre tem tarsis. o> hunie aielerrars | ne acoder te 2,420.36 25.07 tons 
Doors, windows and frames 84.00 170.71 254.71 529 sq. ft. opening 
Painting woodwork....... 15.00 12.33 27.383 70 sq. yd. 
Crushing machinery....... 392.86 1,093.61 1,486.47 500 cwt. 
BGR ie os Riis teseut Siepeance 325.87 338.09 663.96 118.1 cwt. 
Shafting, pulleys and belt- 
DTD aera ste eto’ eyeteralece 4.17 483.35 487.52 12 lin. ft. 
MVEOHOD sta Saeiceceisteie fe Sie 102.81 513.64 616.45 50 h.p. 
POWer WiTlNg. 52690608820 26.55 19.35 AB EOO Sak chaise telat oe cto 
ig htin gy a6 wt eeraiiered eels 76.41 38.22 114.63 8 drops 
Total cost—Crushing plant.............000000% $9,268.62 
7800.—Sampling Plant 
Name or Account LABoR MATERIAL ToTAL QUANTITY 
Excavation.......00s00 $274.09 $20.97 $295.06 332 cu. yd. 
FOundation 5.5 sci eree « 605.91 649.44 1,255.85. 12077, <* 
Concrete ground floor... 105.68 263.92 | 369.60 1,222 sq. ft. 
Reinforced concrete floors ~1,050.61 1,080.30 2,180: 91 4,244. —“* 
PCOUAUDIUCEUTO strsrttiieice) “Siejecere nyse) © olete 640 oie 10,408.12 110.85 tons 
Doors, windows and 
frames. . v5. << ro te 332.94 564.90 897.84 2,086 sq. ft. opening 
Painting doors and win- 
OW Siverteretot ace. cnstei Shaw « 118.94 28.96 147.90 129 sash 
Shafting, pulleys and 
Deltin Sercretets bisvare rein 64.01 1,871.07 1,935.08 85 ft. of shafting 
IVGGEOLS Vanities tions ester eee 186.76 887.57 1,074.33 90 h.p. 
POWER WATT sr. oteiciste siete) > 78.11 120.55 POSRGO Ur tercceee ch heguaen 
i Bit sinter eae CMO Okiac 184.45 140.57 325.02 36 drops 
Rolls and samplers, cost 
and erection........ .. 1,215.83 7,899.14 9,114.97 1,251.1 cwt. 
Cast iron liners and dry- 
ing pan, and erection of . 
GRUBER co 515 veces busier one 1,240.69 1,001.86 2,242.55 270.6 cwt. 
Bleyator. cscs: ioe 20.39 458. 22 478.61 1 elevator 
Steel chutes (made at 
new smelter)......... 1,995.70 596.65 2,592.35 198 cwt. 
Keystone plate partitions 131.04 338.32 469.36 1,523 sq. ft. 
Alterations of chutes and 
machinery.........+- 128.69 44,34 LT ScO Steric Giscake ae 
Total cost—Sampling plant........-.++.++++- $34,108.74 


8 _ UNIT CONSTRUCTION COSTS 


7900.—Bedding Plant and Bunker Bins 


TOTAL 
Numser Name or Account LABOR MATERIAL ToTaL QUANTITY Unit 
. Cost 
7901 Excavation..¢..0.<+0 $11,577.53 $681.90 $12,259.43 12,319 cu. yd. $0.99 
7902 Foundation.......... 6,256.34 14,513.21 20,769.55 2,809.7 “ 7.39 
7903 Steel structiress .. fs ee 3« vieieiea os amin! oiniera 47,404.86 548.71 tons 86.39 
7904 Conveyors 71-72...... 564.34 6,373.67 6,938.01 380.2 ft. 18.24 
oe! * 81-82-83... 1,211.01 8,718.98 9,929.99 562 ft. 17.67 
2 “ 91-92-93— ‘ 
10%-102..... 1,912.20 9,756.19 11,668.39 905.5 ft. 12.88 
.3 Bunker bin gates..... 161.58 1,021.64 1,183.22 . 42 gates 28.17 
-4 Chutes for conveyors 
71 to 102inc........ 658.91 842.60 1,501.51 276.2 cwt. 5.44 
7905 Two reclaimers....... 3,103.28 30,579.45 33,682.73 2 reclaimers 16,841.37 
oa PUM WITID Si 9'ssstalas HO LAA 131.19 508.40, 2 ees 254.20 
7906 Lighting cose sisi a0 306.85 127.38 434.23 63 drops 6.89 
7907 Transfer car.......... 739.12 3,823.19 4,562.31 1 car 4,562.31 
7908 Signal system........ 67.68 28.74 DG AD oo x en woe Goncetee stig kbalale een 
Total cost—Bedding plant and bunker bins..... $150,939.05 
8100.—Roasting Plant 
Torau 
NuMBER Name or Account LABOR MatTERIAL ToTaL QUANTITY Unit 
: Cost 
8101 Exosvation..c...ccres + SLS40. OF Mis esate $1,547.07 1,216 cu. yd. $1.27 
8102 Foundation........... 765.42 $1,069.63 1;835..05 5250-5 “* 7.33 
8103 Steelistruckire. cece.) lec cuctewiaien  setutcinente 37,252.67 445.28 tons 83.66 
fg met ek toy cere MC rinse hott, © dmc cm. 2,189.62 5 tons capacity 437.92 
8104 Roasters, cost and erec- 
GORie site « 3,716.94 56,326.09 60,043.03 8 roasters 7,505.38 
1 ie alterations... 620.49 81.69 702.18) oe Sajccs a:wcminc a'ke ee 
8105 st brickwork... . 4,730.85 12,336.35 17,067.20 16,104 cu. ft. 1.06 
-O1 ad unloading 
briek\ ccs. as 968; 14. namo 363.14 1,231.01 tons 0.29 
.02 b centering for ; 
brickwork... . 1,389.62 588.25 1,977.87 8 roasters 247.23 
8106.01 Roaster flue, spouts.... 116.52 568.99 685.51 10 spouts 68.55 
.02 S “tile work.. 374.82 400.36 775.18 2,365 cu. ft. 0.33 
-03 ef “painting 
inside..... 8.50 3.97 12.47 73 sq. yd. 0.17 
8107 Shafting, pulleys and } 
DBS ULE stajscstartaciere exe 118, 24 1,999.89 2,118.13 164 lin. ft. 12.92 
8108 IM OLGr. du cutealn crisis We 277.08 463.96 741.04 30 hp. 24.70 
8109 Dich ting ye reek Stee ore 340.64 157.70 498.34 67 drops 7.44 
8112 Motor-driven fans. .... 77.69 1,405.91 1,483.60 2 fans 741.80 
-1 Blast pipe from fans to 
MOBSULOS 5 oi.3.> vos 2 ashes 1,569.62 656.62 2,226.24 240 ft. 9.28 
8113 Conveyor No. 12...... 164.15 805.05 969.20 51.2 ft. 18.93 
BD a 13! and 13?.. 476.29 3,472.33 3,948.62 217.3 ft. 18.17 
-2 Stile over conveyors.... 98.91 199.80 298.71 2.40 tons 124.46 
Total cost—Roasting plant............eeeseees $136,734.87 
8120.—Roaster Dust Chamber 
; Toran 
NuMBER Name or Account Lasor Marprian Toran QUANTITY Unit 
Cost 
8121 XCAVSHON 6 ccs c00 0 wee ours s $918.74 $194.09 $1,112.83 1,194 cu. yd. $0.93 
8122 OUNGAAMONO wie. is se Oe rime 1,049.71 1,775.05 2,824.76 472.9 “ 5.97 
8123 PVOCL BERGHE F oiaisis sit\e. sinyaipistetetentala’wisre sia! nea enter 34,745.41 415.68 tons 83.59 
PO dee W2INe ASMOR sluts vcchss)s 3.0% sin kie 523.63 © 4,758.23 5,281.86 604.8 c. wires 8.73 
MMM LLG WOVE Atco cis ciersie «(0 Siegsteiave 2,268.29 2,585.45 4,853.74 14,980 cu. ft. 0.33 
«11 Unloading tile.........0..00. B07 ia tei 307.72 525.05 tons 0.59 
Eo RP OINURE OULSIOS, ..s5 cases 8 304.75 115.82 420.57 2,851 sq. yd. 0.15 
-3 Painting inside.............. 93.50 24.37 117.87 950 Ly 0.12 
Total cost—Roaster dust chamber................. $49,664.76 


b 
7 


— 7 a 


UNIT CONSTRUCTION COSTS 


8300.—Reverberatory Plant 


NuMBER Name or Account 
8301 FUXCAVAGION: sevice once © 
S01 Back fillme. ic tee «cles. 
8302 Mound abou. «sce stereos s 
-1 Concrete counterweights. 
8303 Steel structure........... 
8304 Reverberatories, brickwork 


O01 ** “unloading brick..... 

-02 > GORPEFINE oe ts.6 ess 

05 “* rehandling brick.... 

-l *~ ssteelyorky.ccs. en. 

+2 S20 > silt asi fills ccerasel ue 0 

.3 “hoppers and chutes. 
8305 Cross and header flues, 
brickwork.......... 

“01 “unloading brick..... 

.02 eee CONTCHINg tc cee wearers 

a7 “painting brick...... 
8306 Flues from boilers to re- 
verberatory, flue ex- 

OAVALION sores o:s.ete 

ok “+ foundation, ....00.... 

.2 ‘steel structure...... 
8307 Reverb. boiler bldg. exca’n 


-01 Waste heat boilers ‘ 
Oil-fired boilers ~ . 
.03 Boiler feed pumps oo 
Backfill, back of boiler wall 
-1 Boiler building foundations 
-11 Waste heat boilers “ 

.12 Oil-fired boilers os 

-13 Feed pumps foundation.... 
-2 Floor over slag track cut.. 
3 Floor around boilers..... 2 


5 Platform and brackets.... 


8309 Waste heat boilers, inc. all 
steel oc coc nce. 
P01: See brickwork... 
.02 © sunloading 
Drickye ccs 
.03 ‘<=  painting=... 
.05 “ ““" rehandling 
brick .... 
wll Oil-fired boilers, inc. all 
é steel....... 5 
Poll ee wee brik WOrk: 'Seies< 
Bt “unloading brick.. 
.13 pee ATIMULI a Fors 2 
.15 “ “ rehandling brick 
8310 Superheate rswaste heat 
; boilers ..... 
1 - oil-fired 
boilers...... 
8312 Mise. piping boilers and 
reverb. bldg... ....».< 


-1 Feed piping from heating 
plant to feed 
pumps exca’n 


-11 “ j“ conduit and 


LaBor 


$1,417.88 
2,742.44 
7,715.96 
88.22 
8,402.75 
934.78 
859.77 


1,503.85 © 


1,366.38 
3,715.66 
150.08 


3,296.65 
403.77 
316.84 

46.88 


2,181.08 
789.52 
350.45 
678.73 

1,018.17 
276.29 


1,317.18 


4,078.19 
3,878.57 


510.74 
140.53 


185.76 
1,892.22 
1,697.31 

168.44 

124.59 

137.06 

654.41 

280.28 


524.15 


1,039.91 


386.25 


MATERIAL 


$59.78 
13.11 
15,044.09 
79.27 


ee eee ewe 


51.51 


2,757.79 


Toran 


$1,477.66 
2,755.55 
22,760.05 
167.49 
40,799.76 
43,366.63 
1,264.49 
1,407.55 


1,503.85 
15,919.09 
9,405.07 
1,413.67 


18,395.62 
497.60 
442.81 

68.33 


19.86 
148.24 
2,815.32 
283.14 
213.44 
73.60 
601.44 
548.10 
6,027.26 
1,583.49 
1,036.74 
2,107.70 
2,705.46 
941.11 


25,839.85 
3,873.63 


42,413.49 
17,628.54 


518.91 
224 . 82 


185.76 
15,018.00 
2,851.93 
183.94 
148.75 
137.06 
8,943.12 
3,036.69 


1,934.00 


1,091.42 


3,144.04 


QUANTITY 


1,890 cu. yd. 
3,679 ‘ 
al a 
8.5 % 
461.09 tons 
29,680 cu. ft. 
2,279.49 tons 
3 reverbera- 


1,530.92 tons 
240 tons 
1,231.49 tons 
403.35 cwt. 


18,500 cu. ft. 
1,329.23 tons 
3 sets 

473 sq. yd. 


15 cu. yd. 
O2e g* 
34.78 tons 
306 cu. yd. 
129 ce 
97 S 
659 = 
972 te 
BUBidoege 
ISS ee 
LOO aes 
214.7 
7,676 sq ft. 
27 0b eaee 


292.03 tons 
29.50 tons 


7 boilers 
18,025 cu. ft. 


1,073.74 tons 
1,190 sq. yd. 


1,135.57 tons 
3 boilers 
6,561 cu. ft. 
228.11 tons 
438 sq. yd. 
413.35 tons 


7 heaters 


1,296 cu. yd. 


557 ft. 


CO me 


a 
soeooroooorooar 


88. 
131. 


6,059. 
0. 


10 UNIT CONSTRUCTION COSTS 


8300.—Reverberatory Plant (Continued) 


ToTaL 
NUMBER Name or Account LABOR MATERIAL ToTaL QUANTITY ies 
8312.20 Feed piping from pumps 
E Roh ees 3) peeetO thcber Ce 1,060.53 3,041.00 4,101.53 1,093 ft. 3.75 
.50 Blow-off piping and drum. 145.32 527.77 673.00". - oie ee eee 
8313 Wiring electrical feed 
DUM PBer ofieteraicie le eiekave, ote 135.45 177.89 313.34 2 pumps 156.67 
.1 Lighting for reverb. and 
boileribldg s¢.ctajees a a 612.30 473.19 1,085.49 104 drops 10.44 
8314 Slag launders...........- 433.20 1,157.80 1,591.00 72 ft. 22.10 
8315 Matte launders.......... 142.66 1,209.08 1,351.74 304 ft. 4.45 
8316 Six No. 14 Wilgus oil 
BYBUGING yi tevs akers wieder 111.48 1,862.29 1,973.77 6 pumps 328.96 
8317 Two electrical feed pumps. 240.25 5,633.97 B874329" eee 2,937.11 
.1 One steam feed pump.... 37.27 499.24 536.51 5 tes 536.51 
.2 Crawls and chain block in 
feed pump house....... 2.00 112.05 11405 6 4 eR nieve sree Rae 
8318 Fettling system ......... 1,463.13 _ 1,943.08 3,406.21 - 3 furnaces 1,135.40 
Total cost—Reverberatory 
lamb eeier chica a trata arenas scl ok aie eh ara ergt ate akehe on tees teeta $328,945.02 
8400.—Converter Plant 
¢ . Tora 
NuMBER NaMeE or Account LaBor MATERIAL Toran QUANTITY ee 
Oost 
8401 FIXGAVAtION sses-naue nist oe 5,163.74 567.37 5,731.11 6,330 cu. yd. $0.91 
8402 Foundations. sts ostesee 1,796.56 2,860.16 4,656.72 776.9 cu. yd. 6.00 
8403 Steel, structure... uc. foe eee hae at aeaasnies 69,359.60 783.86 tons 88.48 
8404 Converter stands—Exca- 
vation. 255.48 3.40 258.88 304 cu. yd. 0.85 
1 es “ —foun- 
dation. 555.53 1,331.03 1,886.56 173.8cu.yd.. 10.85 
8405 ie “and shells 821.67 22,238.28 23,059.95 162.53 tons 141.88 
.01 Repairs to No. 2 stand... 164.44 ~ 9.53 LIS OT. aie-deieww tics se. 0 eae 
-1 Converter shells—brick 
lining. . 785.61 8,043.00 8,828.61 4 shells 2,207.15 
sla! is “ _unload- 
ing brick, 104. 22 82.03 » 186.25 579.30 tons 0.32 
8406 CTADOS Kc Porc greintstine cic te 1,438.50 23,027.65. 24,466.15 110.75 tons 220.91 
Au ee wiring tee Ro se 1,941.44 342.62 2,284.06 2 cranes 1,142.03 
8407 Clinkering machines...... 1,715.23 13,981.94 15,697.17 2 machines 7,640.71 
-O1 Cs " altera- 
tion No. 1 33.00 1.48 84.48 oo ied as uitiereyn idee ee ; 
02 7 “ altera- 3 
tion No. 2. 57.92 40.39 98.31. sneha Dae 
-03 Clinkering machine electri- 
cal alteration.......... 65.98 31.10 97.086 “Ose ws ncersitittaas: | een 
1 Clinkering machines, 
WADED ahd Fetes hese v-cniele & 392.21 283.79 676.00 2 machines 338.00 
8409 Wiring for converter con- ys 
ctistot ky A SOR RCA ern eae 136.42 318.49 454.91 3 converters 151.64 : 
See REN GIT HF als 10s jaicin’vin: a wieters 451.93 462.01 913.94 60 drops 16.235" 
8410 Air pipe from power house : 
GLORY sales ercinlinus daveiticnela ts 224 0B > Wy tire steals 224.06 331 cu. yd. 0.68 
1 Air pipe from power house 
lavicg Soh rc uas ark 674.62 2,041.89 2,716.51 422 ft. 6.43 
8411 Ladles, boats, bales, tools, 
OUCi. Fudge e ag aweu ass ¥ i 906.82 4,932.39 5,889 2D ee raiars a csc, castes apg arate 


1? 


aN 


NuMBER 


8413 
8414 


8415 


8417 


8418 


8489 


8425, 


8426. 


iA 0 bo 


“A 
8416 


oa 


UNIT CONSTRUCTION COSTS 


8400.—Converter Plant (Continued) 


Name or Account 


Casting machine excava- 
tion... 
founda- 
tion... 

cost and 

erection. 

repairs. . 

Loading platform excava- 
vation. 
founda- 
tion... 

floors... 

backfill. 
striking 

: plates.. 

Hoods and smoke boxes. . 

Hood to protect converter 

GDOUATOT Gs 6 e-ssiteet ois /oe)e's 
Spouts, gates and hoppers 
at silica ore bins....... 
10-ton bullion scales ex- 


CAV ALTON eae oO tolghe sale 
66 “6 a“ 


a“ 66 


oe ac 


FOUTLOR GOW = cine) o/tahete © 


“a “ “se 


cost and erection....... 
“es oe ae 
scale house............ 
Conveyor No. 15......%. 
Wet pan excavation...... 
Spat ca foundation?) < 
cost and erection. 
bin and spout... 


a “a 


“6 “ 


Total cost Converter plant 


LABOR 


490.39 
1,627.37 


3,266.34 
221.71 


212.49 
311.35 
381.02 

67.85 


53.09 
2,674.30 


62.67 
245.48 
19.76 
58.32 
55.55 
48.78 
422.77 
2.44 
53.30 


304.76 
75.64 


MATERIAL 


30.43 
1,889.36 


24,211.21 
13.88 


0.28 


505.68 
1,053.55 


wee recone 


126.69 
4,012.59 


109.66 


1,400.37 


41.09 


1,050.10 
180.47 


TOTAL 


520.82 
3,516.73 


27,477.55 
235.59 


212.77 
817.03 
1,434.57 
67.85 


179.78 
6,686.89 


172.33 
1,645.85 
19.76 
123.51 
792.08 
89.87 
2,674.24 
2.44 
109.26 


1,354.86 
256.11 


$216,033.37 


8420.—Converter Dust Chamber 


Name or Account 


UXGA VVELOM Gt op icieacielsrcte 
Foundation............. 
Steel structure........... 
Wiré:bafiles 2.266086 
EESVGY WiOL NC wssacichate, ovens (a)starees 
Mileshanedlan gcc. cite eels se 
Iron doors and frames.... 
Smoke box track......... 


Total cost Converter dust 
CHAMDCL ie. avin unio wes 


LaBor 


$127.28 
668.85 
138.86 
1,620.05 
37.61 
1.94 
155.32 


MATERIAL 


1,101.95 
2,182.40 


ToTaL 


$127.28 
1,908.02 
20,371.20 
1,240.81 
3,802.45 
37.61 
160.87 
165.34 


io a oe * $27,813.58 


Toran 
QUANTITY Unit 
Cost 
512 cu. yd. 1.02 


291.9 cu. yd. 12.05 


2 machines 13,738.78 - 
216 cu. yd. 0.99 
93.2 cu. yd. 8.77 
6,803 sq. ft. 0.21 
129 cu. yd. 0.53 
119 sq. ft. Pebi 
3 sets 2,228.96 
1 hood 172.33 
24 cu. yd. 0.82 


10.5 cu. yd. 11.76 


10 tons 79.21 
1 shed 89.87 
165 ft. 16.21 
3 cu. yd. 0.81 
7.5 cu. yd. 14.57 
1 pan 1,354.86 
548 cwt. 4.67 
TOTAL 

QUANTITY Unit 

Cost 

265 cu. yd. $0.48 
286.4 cu. yd. 6.66 
238.30 tons 85.49 
166.10 c. wire 7.47 
6,369 cu. ft. 0.60 
155.20 tons 0.24 


Bec emee ee ees Fetes 


8505 


12 


NuMBER 


8501 
8502 
8503 
8504 
1 


8506 


NUMBER 


8601 
8602 
8603 


NuMBER 


8611 
8612 
8613 
-01 
8614 
ol 
-2 


NumsBrr 


8621 
8622 


* 8624 


NuMBER 


8626 
8627 
8628 
-O1 
8629 


UNIT CONSTRUCTION COSTS 


8500.—Conveying System 


Name or Account Labor MATERIAL Torau 
FIXCAVALON. = oi ce ole/siele $1 S24 22a teen eee $1,824.22 
Foundation. /..........- 2,550.78 $4,006.37 6,557.15 
Steel structure sso secs) Vopiis Wie Sprays Matetrre ate stem 19,365.98 
IWVOOG WOT Ker visa deiiiele sfolate 589.51 630.42 1,219.93 
Floor battens........... 146.29 51.47 197.76 
Conveyors Nos. 3—4—-5-6 

LIKI Satece tie we ticte eltnves 1,210.87 12,505.62 13,716.49 
Chutes....... Pages clite’s 665.15 167.13 832.28 
Galdes Fe, atatare"sve aia state aie PASRUAOP ® waiaic ia = 28.00 
Weightometer........... 65.00 1,329.92 1,394.92 
Eighting ces ee srs erates’ ore 189.86 84.56 274.42 
Total cost—Conveying sys- 

POU iv's caso oats ou ecainile bstale aa bebcinle oie nw onde w aLeteleforalersin $45,411.15 

8600 .—Chimney 

Name or Account Lasork MATERIAL Toran 
Hixeavation). oo fows he ates $337.44 $29.61 $367.05 
Foundations. ecsiecss ccs 654.42 4,199.65 4,854.07 
Brickwork? s/-<s,c8 fosters 891.88 39,358.34 40,250.22 
Total.cost—Chimneoys. ss © ap orev ourecn 4 mneieteres sen $45,471.34 

8610.—Reverberatory Flue 

Name or Account Lasor MATERIAL Toran 
PUSGAVALOM stess aly eleietersiers $916.72 $20.21 $936.93 
POUNASTION'. he ite eusielaher tes 1,657.09 3,886.80 5,543.89 
IBTIGIEWORK cist. co etarcaua's sis 1,272.86 1,696.39 2,969.25 
Unloading brick......... ON 5:4 dee? Oe ae inate 57.79 
Mtcelstructurescciyicclelscalee Ieieiacewn cect ome 3,593.06 
Clean out doors.......... 10.61 153.61 164.22 
Caulking roof. oso. fs 0-0-0 184.35 4.21 188.56 
Total cost— Reverberatory 

MG atomic havens cme ree haha a Esctix ew aeteine ee cnt $13,453.70 

8620.—Converter Flue 

Name or Account Lasor MArerran ToTaL 
HIZOAVATIOR iains 4% vnielbves.c $168:02) & Sone ee $168.02 
Foundations... 660. 3.ca0 165.73 $652.69 818.42 
Steal structure: oncadess. 6 Sarva teria ae cee 6,616.44 
Total cost—Converter flue... eee eee cen c cece $7,602.88 


8625.—Roaster Dust Chamber Flue 


Namu or Account 


Labor MATERIAL TorTaL 

Bixcavations.......0<0. oa. 0% $225287 wow sccuwag $225.37 
Foundation Se cu, Saka) ait 224.35 551, 23 775.58 
BLIGK WOLE aay <dcsne, oMaloie 1,018.13 1,573.06 2,591.19 
Unloading brick......... DT O00 Baha cont: 57.60 
Rieeh SerUcbure. .. ons as, ackeena s aecuskes o duis cee ee 9,209.36 
Total cost—Roaster dust 

Gham bbrifluss sy ieee cverial tre, Molle eee ee $12,859.10 


QUANTITY 


2,286 cu. yd. 
622.3 cu. yd. 
211.73 tons 

13.86 m.b.m. 


1,284.9 ft. 
23.3 cwt. 
1 weighto- 
meter 
33 drops 


QUANTITY 


597 cu. yd. 
872.7 cu. yd. 
58,644 cu. ft. 


QUANTITY 


1,588 cu. yd. 
487.8 cu. yd. 
6,400 cu. ft. 
278.33 tons 
41.61 tons 


QUANTITY 


198 cu. yd. 
142 cu. yd. 
81.99 tons 


QUANTITY 


213 cu. yd. 
114.6 cu. yd. 
4,231 cu. ft. 
171.40 tons 
94.46 tons 


1,394.92 
8.32 


Tora 
Unit 
Cost 


$0.61 
5 256 
0.69 


see eee 


sete eee 


‘ 
2 
. . 


UNIT CONSTRUCTION COSTS 


- 8700.—Boiler and Blacksmith Shop 
NUMBER NAME or Account LaBor Materian Toran 
8701 EIXCAVEHOD Ad cices cn es sc $1,142.07 $44.81 $1,186.88 
8702 Wound ation... sack cee 416.57 584.49 1,001.06 
8703 ICORMUSUNUNGHUTE tia vin ca est) Mucls autianors Muse neebe cle a exe 2,913.90 

-1 Doors, windows and 

FTAIMCS aris, shrew 3 693.02 2,456.28 3,149.30 
-.11 Concrete sills.......... 119.80 50.87 170.67 

ey LS WALI. tis.0"asveseuiere « » 477.95 612.62 1,090.57 

-21 Unloading tile......... LS SO eas inile wate 18.89 

Be eC ODIN ES rll cre. eravaye sie s0:9 12237 2.72 114.89 

Bale EVOL hon cei eieis wise Kru 286.52 828.24 1,114.76 

.31 Ventilators..... essaton ters 16.01 261.50 277.51 

AO. & Dist HOOK. 3 tysien\ o.sieisie oo 59.73 1.25 60.98 

300) BenGhes ss aie's.ov. sn’ e\ere oc 87.83 49.43 137.26 

BGO sw AMIN. cia,0leisysieveisia oe 92.53 60.73 153.26 
8704 CEANGin ie erates Casta sie eiceie 119.60 438.41 558.01 
8705 BLOGS ferdsicie tus eteee' “oes 796.51 7,859.36 8,655.87 
8706 Shafting, pulleys, belt- 

MNS ricer seyavchee os cpeletens 105.59 301.16 406.75 

8707 SVEOCOL Ns sisicteve's sye'sloisteleis 23.22 347.54 370.76 
8708 MCI, crete oj sie slave ssheters 23.41 44.50 67.91 
Total cost—Boiler and blacksmith shop........ $21,449.23 


8714.—Machine and Carpenter Shop 


NuMBER Name or Account LAaBoR MATERIAL ToraL 


8715 FU XOBWA TON . 6 ace s, 0r0/0 © ors $1,615.83 $325.28 $1,941.11 

8716 Foundation... 7. . <5... 792.05 584.06 1,376.11 

8717 UCC WEMUGTUTE a2 ee aae leis esis eise, Vere ovoferays “ 3,431.42 

1 Doors, windows and ; 

EVAINOB sss sioiecteisyeraere 923.61 2,992.16 3,915.77 

.11 Concrete sills.......... 111.65 67.70 179.35 

Bie Chilo walles.'sts.ci0 etesteies/s 531.45 571.28 1,102.73 

.21- Unloading tile......... 42.06 2.00 44.06 

s22 Wall coping. «......... 121.67 23.70 145.37 

ROM LUOOL se stetabareueisveveie set orev 297.85 953.04 1,250.89 

SL VENGUATOLB 6. cessisee +e 11.16 248.24 259.40 

PAQS PLOGE 2). ne isjesicreteidvs ies s+" 269.80 593.30 863.10 

0 Ls DELCREB. ,. lester lee) sone 51 130.00 35.00 165.00 

ROOMS ATNLIM saalete cavers aid aera 118.00 87.40 205.40 

8718 Cranes srerecesrare ete sieisi= 25.19 564.36 589.55 

8719 DROOIS Sarg Aeteiel siens. sie sieteor 444.07 8,953.13 9,397.20 
8720 Shafting, pulleys and 

IDOL CIN Sects atet erste too : 289.29 1,513.36 1,802.65 

8721 IMotons nest ener ane 18.34 477.97 496.31 

8722 Eaghting sess restee os « 55.84 135.01 190.85 


Total cost—Machine and carpenter shop....... $27,356.27 


8800.—General Office 


Numser Name or Account Lasor MarpRiau Tora 


8804 Furniture and fixtures.. ....... .. $1,394.95 $1,394.95 


77.21 squares 


oo 


13 

TOTAL 

QUANTITY Unit 
Cost 

1,458 cu. yd. $0.81 
78.7 cu. yd. 12.71 
32.72 tons 89.06 
2,581 sq. ft. opening Loe 
251.5 lin. ft. 0.68 
2,297 cu. ft. 0.48 
69.70 tons 0.27 
290 lin. ft, 0.40 
66.49 squares G3 7.7, 
3 vents 92.50 
1,574 sq. yd. 0.10 
1 crane 558.01 
51 lin. ft. 7.98 
20 h.p. 18.54 
17 drops 4.00 
Toran 

QUANTITY Unit 
Cost 

1,765 cu. yd. $1.10 
105.5 cu. yd. 13.04 
38.23 tons 89.76 
3,037 sq. ft. opening 1.29 
295.3 lin. ft. 0.61 
2,397 cu. ft. 0.46 
58.80 tons 0.75 
320 lin. ft. 0.45 

6. 

3 ventilators 6.45 
4,136 sq. ft. 0.21 
1,989 sq. yd. 0.10 
152 lin. ft. 11.86 
40 h.p. 12.40 
20 drops 9.54 
Tora 

QUANTITY Unit 
Cost 


14 UNIT CONSTRUCTION COSTS 


8809.—Warehouse = 
ToTaL 
NuMBER Name or AccouNntT Lasonr MatTeEeRIAL ToraL QUANTITY Unit 
Cost 
8810 UXCA VATION. stare ciate eiaiarete $944.59 $51.49 $996.08 1,287 cu. yd. $0.77 
8811 POUNCAUMON i <6 nei 3) ses are 878.16 856.09 1,734.25 123 cu. yd. 14.09 
8812 Steel structure..5 55 sc 0s 08. cs tees arto ar eatogen isos 3,734.08 39.76 tons 93.92 
.1 Doors, windowsandframes 6533.02 1,056.31 1,589.33 1,982 sq. ft. opening 0.80 
-11 Concrete sills.:.......... 164.72 61.63 226.35 241.5 lin. ft. 0.94 
PDs Tilo walls’ sli s chelate oiegiens 438.00 477.86 915.86 2,342 cu. ft. 0.39 
-21 Unloading tile........... 15.50 ~ 1.00 16.50 74.20 tons 0.22 
G22 MODUS as oe tuehite cctble: Sets, nie 176.60 36.53 213.13 320 lin. ft. 0.67 
COL Le ainting TOOL <1a.¢asteiiete 81.16 65.66 146.82 813 sq. ft. 0.18 
BOL AV GH HIGGOTS srrici lolita cieeieye 30.38 207.12 237.50 3 vents 79.17 ~ 
.4 Floor excavation......... E2908 | Mere srctaleress 129.03 66 cu. yd. 1.96 
41 So GONCTOLOG son Vs til 558.04 721.60 1,279.64 8,298 sq. ft. 0.15 
6B, Lighting Oriateiascielees one 45.09 70.48 115.57 26 drops 4.45 
8813 Warehouse fixtures....... 548.66 1,541.12 DO80 TB Aaatels Laleicta 5 ansehen ietata 
pdnate PAINCING Mo achat wis seapte uote 26.50 14.17 40.67 412 sq. yd. 0.10 
ead “ BASD Aceee eas 122.78 15.34 138.12 189 sash 0.73 
Total cost—Warehouse........csdeccsscavere $13,602.71 
8819.—Laboratory 
TorTau 
NUMBER Name or Account Lasor MartertaAL Toran QUANTITY Unit 
Cosr 
8820 PIXCAVAHON. oC eeianen cd oan ate viel tie $191.11 $0.16 $191.27 212 cu. yd. $0.90 
8821 FOUNGStONA: «cies cake cist 448.42 575.13 1,023.55 96.5 cu. yd. 10.61 
-1 Plain concrete floors.......... 113.78 154.90 268.68 1,026 sq. ft. 0.26 
<2, “Reinforced fioorsisge.e0s os on 59.81 114.87 174.68 364 sq. ft. 0.48 
‘Sue pills ‘and intela xs se.,c0 stiles 109.53 22.85 132.38 163 lin. ft. : 0.81 
8822 Pilopwalissc iui sree vale wae) Sa00stL , D1T..66 768.37 841 cu. ft. 0.91 
~2> Carpenter Works; 5.06. se oe 194.43 338.16 682560 fukn Sowa cane sce = meee ee 
-5 Doors, windows and skylights. 208.70 480.33 689.03 823 sq. ft. opening 0.84 
8824 Wood fixturess. sc sss sees 486.90 204.02 1000.92 wines. Sac etc kien eerie 
8825 Bighting S.ics «tine, oe tcesiicias 226.77 61.28 288. O56: 's science cakdete iene ae 
8826 PlumMpInG) wayoesn ts Vedeicene vate 129.79 97.23 227, 08 ora Sa caw cheek! See 
8828 PRUNE en aah vete cress cae ae 151.46 55.05 206 ..GL oo 4 cater ova ates Omer 
8829 PIGRUOTIN Ds aisslanjtasa sine 6 58.11 30.55 88.66 171.5 sq. yd. 0.52 : 
8830 IADDATACUG ae Marte cartels wrau ener 44.82 618.98 lsh i.) SPA Toriciyc, wea 
8831 OslbcOntrifuges. <s5.ceaccs cscs h ' 40.92 157.59 198.51. 5 csc cori aie | 
Total copt—Laboratory-cn cc sic v's) sie vle amie pneienees $6,144.02 
; 
8840.—Sample Room 
TorTaL 
NuMBER Name or Accounr Lasor Marerrau Toran QUANTITY Unit 
: Cost 
8841 Excavation Saag ouwiaterécaht a ektee eal $61. 3050.) gale $61.35 72 cu. yd. $0.85 
8842 HOuncatiGnl. + sia siseiae dare ae ar 61.00 $64.43 125.43 9 cu. yd. 13.94 
PE wGONCTate MOOTH insu naa ateleeie cts 63.17 75.25 138.42 489 sq. ft. 0.28 
8843 Walls and roof structure....... 101.84 201.81 803 165) =, 0s sd enya teenie Geen : 
4 Roof........ saate sautacat soRTNEET Nee ate 23.00 76.57 99.57 8 squares 12.45 
-5 Doors and windows........... 32.39 118.85 151.24 298 sq. ft. opening 0.51 
8844 OVONG etch «wine eis Shea ann ales 233.74 58.56 292,30) Steele Wiarenpeereneret : ts 
8845 Benches, motor platform and 
HEURES Te elpisis sve sya'eg aie of +++ 128.35 129.60 257.95 cece een en eae 
8846 Lighting Ee Met ctareMl gi Sek aE 22.97 52.83 75.80 7 drops 10.82 
8848 Painting Mental ieiavers. harsrstsyate’srsreieis 28.00 8.00 36.00 26 sash 1.38 
8849 ES CIINORY ) siela cuir rein.« cistard. es, gh 53.07 912.00 965.07> avin hn ke eee 
MP UVLANGOT. 5 Sisic rt) 5] aya inkays’ bintnigiers 4: 00eh a 9.00 116.77 125.77 -p. : 
-2 Shafting, pulleys and belting... 23.39 170.17 193.56 ost ft. i 3 


Total cost—Sample room...........ccececceece $2,826.11 


“| 


UNIT CONSTRUCTION COSTS LS 


8900.—Miscellaneous Accounts 


NuMBER Name or Account Lasor Marerrau Torau QUANTITY po 
8902 Sewer system, cost of pipe and Cost 
Teyana eects tite ce a ares $778.83 $1,224.72 $2,003.55 2,967 ft. $0.68 
eu eOXOAVUTIOR OE! arajc.te sss hia 2,122.84 65.20 2,188.04 2,967 ft. 0.74 
-2 pEPCONGCLOGG pe otras ste sak 168.18 184.08 352.26 53.8 cu. yd. 6.55 
8903 Oirtside closetss4 win ccris.d cana vss 879.05 227.78 1,106.83 3 closets 368.94 
8905 Permanent outside lighting..... 183.02 177.99 861.01 5 arcs 72.20 
8906 _ Water pipe lines excavation.... SOS LE OK ta crarsere-s 868.11 4,253 ft. 0.20 
-O1 KSsS CODEROTO A we a cielo reeks 17.37 17.86 85.23 2.3 cu. yd. 15.32 
-02 “cost and laying.......... 2,863.32 2,062.07 4,925.39 4,253 ft. 1.16 
-1 6-in. pipe line to Clifton....... 1,474.71 6,914.95 8,389.66 8,988 ft. 0.93 
-2 Water supply tank, excavation. TASES, Sictous esis er 143.68 116 cu. yd. 1.24 
14 erin COSE ANIC OLOGLLOIN Ge vist cisiera. saleloueeie cled oka aishalers shale 4,137.03 33.67 tons 122.87 
8908 Power distribution............ 3,233.02 7,407.21 10,640.23 17,370 ft. 0.61 
8909 Permanent air line, excavation.. DOT BOF as esaiciaers ae 267.50 401 cu. yd. 0.67 
al ee LAV ATE wie eis sets 4 oe ale 432.37 623.08 1,055.45 2,316 ft. 0.46 
8961 Steam heating system, excava- 
GOW. Soyaig. eo chapel ov aieceuren face 166.36 5c ave ol 166.36 225 cu. yd. 0.73 
nal “* cost and installation...... 240.78 305.37 546.15 496 ft. 1.10 
Total cost— Miscellaneous accounts...........eeeeeee $37,186.48 
8999.—Charges to Indirect Expense 
Numser Name or Account Toran Numer Name or Accounr Toran 
7001 General expense at Clifton $13.58 8941 Temporary railway receiv- 
7004 Personal injuries........ 6,734.01 ing bins...........:... 243.78 
8901 Derricks aud- construction 8942 Water supply soc e cise cm oo 2,372.63 
equipment............ 18,718.35 8943 Corral expense.” vesinacss +) Nehin anc mee 
8904 Telephone system........ 3,229.40 8944 Switching and freight from 
8905.1 Temporary outside light- Clifton. . LR ucts cn, « 2,661.35 
teem otensen ww kes 18.30 8945 Office stationery and sup- 
8907  Watchman.............. 1,516.69 aba SO ad aU Rashes Bas 
8908.1 Temporary oil tanks..... 382,75 _ 8046 _ Warehouse operating ex: 
8910 Transmission of power to (PENSE. ..e. 0 eevee eres 10,771.88 
various departments.... ........+. 8947 Time-keeping expense.... 4,346.59 
3911 MWintChiian ohonach nee. 185.39 8948 Formetamber ves). «ig htecaiecs e scstsrevs tte totes 
3912 Tookshedlsee ls ee 725.75 8949 CeMOeNt race eNotes bho sale ale ore eiavine 
8913 apnidicaernlaee eee 2,100.53 8951 Sand land“gravelis. «sc as.) + le saeietesereha 
8914 Temporary blacksmith 8952 Employees’ quarters...... 2,192.98 
RROD totic or our 251.71 8953 Crushing plant operating 
16 ss ower plant........ 5,518.11 PS ED UEP OD- DSSS in G0 fabepe! # egayajlereye: 
ay “ ulna plant...... 4,555.07 8954 Concrete, powerandrepairs .......... 
8918 Conrraror tank tee ee 1,991.31 8955 Mortar sand accie NasPatiebeh tenet ay Llislavala. ateraee ane 
8919 “electrical shop equip- BOSAL) eC NEOLPATIUMIG sce arcscueS ites Geiore so, e¥ocd ener 
ee eet eS 322.16 8965.2, “Mortar coments ye s.ec os aie tilenleie oer 
8920 Wagon, roads... ...sb.+-- 1,215.33 8955.4 Fire brick WMOLbAT A aes oe atovanstereiay ents 
8921 Temporary pumping plant 375.25 8955.5 Silica brick IMOPCAN egrets ee evesee eters exe 
8922 pipe lines. sees er 5,199.73 8956 Operating temporary 
a TPT ook ae 1,810.24 power house......... st sete e eee 
som “ paar bynes 9 801.10 8957 Maintenance of tracks in Fe of 
8925 Horses, harness and carts. 2,646.40 yards..........+-- pow ze 
3926 Teiporary“ofice.s<.+<.'ss 1,195.86 8958 Ditch at tunnel No. 2.:.. 5,851.89 
8927 (His Vase aie Rena ted eee 146.65 8975 Cleaning up.......... se 4,996.20 
3928 aot? Obie shops: 2 166.10 8976  Rehandling brick and tile. 53.02 
8929 Employees’ railroad trans- ~ 8998 Direct charges........ shy 4,316.30 
kore: Sloe Soom é 16,994.57 ta. 
22 ee eae MOCO Iga peo to Ua aeue ener ges to: Ancizect oa 
8931 PCS UBOleS eavate a cttelet sek aie 109.48 - eae We se eS Si ae che 
8933 Furniture and fixtures.... 365.25 | ORE IMG ig ob ates Ou /PE : 
34 Miscellaneous supplies... 4,436.24 This percentage is obtained by dividing the 
89 see eat vies 657.68 total charges to indirect expense by the total cost 
ee eeaae d thee erpenee, os 8,394.19 of the smelter, minus engineering and indirect 
8937 Stock lumber........... Rae cle coubssig.atlags Expense. Rae ‘ 
8938 Powder magazine........ 241.37 *__"___ = 7.53 per cent. 


8939 Miscellaneous labor...... 6,825.89 1,864,092.47 


7 /- 


a en 
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9000.—Power Plant 


Power House 


Numsper Name or Account LABOR MATERIAL Tora 
9000.1 Powerplantengineering .......+- seeeeeeee seereceeere 
9001 Excavation........... $7,727.56 $69.09 $7,796.65 
9002 Bldg. foundation piers. 1,699.92 1,460.02 3,159.94 
1 es se walls 3,735.78 3,628.81 7,364.59 
23 + North. tihnel:... a. 1,350.79 1,230.37 2,581.36 
3 Concrete drain....... 205.68 227 .37 433.05 
4 Basement floor, con- 
OLGEO sa ais sb teioe 916.41 1,347.78 2,264.19 
-45 SS. paintings). sicn:< 81.45 48.81 130.26 
.6 Preparation of concrete 
for painting........ 891.73 42.69 934.42 
.7 Painting concrete..... 195.84 301.61 497.45 
9003 Steel structurdascs anew we lclele nies vig ateiciemeleutats 23,773.30 
sd Tile wallas.cckee weet. 3,856.83 4,510.20 8,367.03 
-11° Unloading tile........ 332.40 0.17 332.57 
elo e Wall CODING? oc. siaviete 372.69 107.05 479.74 
-2 Doors, window and 
ATAMOEB so. cosealcters 974.38 3,319.93 4,294.31 
21 Concrete sills......... 596.33 120.96 717.29 
-3 = Ventilators. ..5. 5.015 125.60 439.76 565.36 
-4 Main floor columns... 236.93 626.44 863.37 - 
.41 Main floor slab con- 
CLOGC Seis or. aWidiels «eis 1,267.91 3,341.61 4,609.52 
.42 Painting under side 
main floor...... 181.88 147.58 329.46 
43 ‘* top main floor... 95.56 199.32 294.88 
-5 Roof, Berger multiplex 
AUCs Melee cnc lcrate 420.83 3,063.18 3,484.01 
51 >, COUCTEtE. 6.00 ns 1,723.10 958.51 2,681.61 
2 te RL GAT p clateve Ian a aor 172.70 127.73 300.43 
.53 ** down spouts and 
tile drain....... 286.17 240.44 526.61 
54 ‘“* painting under- 
BIG. calc viaste arte 692.84 324.55 1,017.39 
-55 ‘“ P.& B.roofing.. 577.68 1,317.08 1,894.76 
-60 Painting sash......... 290.09 16.72 306.81 
-61 Painting woodwork... 29.50 4.06 33.56 
9004 (CTANGyterasis alah les Bink 131.89 1,723.27 1,855.16 
9005 Well grading......... 1,558.07 517.68 2,075.75 
oh Shaft sinking. ....s.-. 765.62 612.10 1,377.72 
2) CLI DOPING 156 a.0.8 <cia DL. Ol eecccew enn 57.61 
-31 Aldrich pump installa- 
AAO stay or aivinvale ta. cuterel a 74.56 16.62 91.18 
9006.01 Nordberg blowers, 
foundation...... 774.06 3,020.83 3,794.89 
wh “cost and installa- 
OREN Soil’ She's inka, aie 1,641.62 32,514.02 34,155.64 
.2 SY) SINE fences 327.57 57.65 385.22 
9007.01 Turbines, foundation.. 959.08 1,432.70 2,391.78 
1 “cost and installa- 
TAD cist diaiiynsa. Vierers 2,297.70 79,586.49 81,884.19 
2 SO DOING «5's sxc <0 286.15 41.02 327.17 
3 “air pipe making.. 547.68 200.75 748.43 
4 “air pipe erection. 232.57 64.24 296.81 
-51 Transformer trucks 
and transfer table... 121.63 538.08 659.71 
.52 Auto transformers.... 735.60 12,044.91 12,780.51 
9008.01 Condensers  founda- 
IONS sirtete se cters fe 291.08 285.18 576.26 


Tora 
QUANTITY Unit 
Cost 
ke ciatm delens ciara See page 5 
7,313 cu. yd. $1.07 
231.7 cu. yd. i 13.64 
508.5 cu. yd. 14.48 
180.3 cu. yd. 14.32 
34.6 cu. yd. 12.52 
12,130 sq. ft. 0.19 
830 sq. yd. 0.16 
2,459 sq. yd. 0.38 
2,459 sq. yd. 0.20 
254.29 tons 93.49 
14,343 cu. ft. 0.58 
522.70 tons 0.64 
732 lin. ft. 0.66 
4,044sq.ft. opening 1.06 
964 lin. ft. 0.74 
6 ventilators 94.23 
68 columns 12.70 
~ 10,210 sq. ft. 0.45 
2,679 sq. yd. 0.12 
1,134 sq. yd. 0.26 
214.83 squares 16 22 
214.83 “ 12.48 
214-3375 =: 1.40 
905 ft. 0.58 
6,813 sq. yd. 0.15 
214.83 squares 8.82 
299 sash 1.02 
89 sq. yd. 0.38 
1 crane 1,855.16 
2,600 cu. yd. 0.80 
45 ft. 30.61 
45 ft. 1.28 
686.3 cu. yd. 5.53 7 
q 
2 Nordbergs 17,077.82 
2 192.61 
196.5 cu. yd. 12.16 
3 turbines 27,294.73 
3 ae 109.06 
103 ft. 6.27 
103 ft. 2.88 
15 trucks 43.98 
10 transformers 1,278.05 
50.3 cu. yd. 11.45 


Re 


NuMBER 
9008 1 


+2 
_ 9009 


01 
02 


-03 
-12 


-13 
oak 


22 
-23 
9010.01 
-02 
-03 
-04 


-05 


9011.01 


9012.01 


9013 


UNIT CONSTRUCTION COSTS 


9000.—Power Plant (Continued) 


Name or Account 


Condensers cost and in- 
stallation....... 
painting 22 .d5.00-< 
Jet condenser hot well, 
excavation...... 
foundation...... 


and tank.y, (lcs 
cost and erection 
dry vacuum 
pumps.... 
painting... 
Circulating pumps 
foundation...... 
cost and erection 
Paintings. 2 a... 
Air compressor founda- 


“ “ 


“ 


4“ 


painting........ 
all piping except 


wrecking and 
transportation... 
“installation of air 
receivers........ 
2 exciters, 2 air pumps, 
2 cir. pumps, found’n 
2 exciters, cost and in- 
stallation? sis <<... 
3 dry vacuum pumps, 
cost and installation 
3 cir. pumps and en- 
gines, cost and in- 
stallation..... Ssisierers 
2 exciters, painting.... 
3 air pumps, “ 
Sicir. = > a 
2 motor gen., 1 air 
pump, 1 cir. pump., 
foundation’... si... 
2 motor generators, 
cost and installa- 
SSS painting as. -rsrs/e ae 
Transfer table pit, con- 
(CT OUC siplolereioustsl winks 016 
Switchboard concrete 
compartments...... 
“cost and erection 
Steam piping north and 
south mains, 
excavation... 
foundation... 
“steel supporting 
structure...... 5 
‘hangers and an- 


as 


‘* cost and erection 
covering and 
erection......+. 


VOL. XLIX.—2 


supporting struct. 


Lasor 


415.31 
30.00 


28.82 
66.27 


296.52 


- 1,080.68 


2,286.31 


266.71 


MaAtTeERIAL 


19,563.55 
5.86 


weet eeene 


658.91 


sec e wees 


stew eens 


337.26 
18,622.25 


5,813.23 


Tora 
19,978.86 
35.86 


29.72 
136.26 


945.74 
1,078.65 


3,145.52 
35.86 


1,268.97 
3,902.58 
35.86 
2,087.52 
791.57 
35.07 
459.11 
593.83 
50.90 
3,315.10 
6,609.27 
3,337.36 
9,118.69 
100.66 


58.79 
96.34 


955.43 
7,149.39 
35.86 
82.36 
1,982.69 
18,251.10 
249.65 
1,524.21 
7,694.58 


1,367.94 
20,908.56 


6,079.94 


QUANTITY 
3 condensers 
3 oe ,' 


46 cu. yd. 
16; bee 


5.76 tons 
1 condenser 


2 pumps 
2 ae 


210 cu. yd. 
2 pumps 
2 oe 


238.3 cu. yd. 


emer reser sense 


373 cu. yd. 
2 exciters 
3 pumps 

3 “ee 

2 exciters 


3 pumps 
3 oe 


107 cu. yd. 
2 generators 
2 oe 

12 cu. yd. 
1,469 sa. ft. 


279 cu. yd. 
194.5 cu. yd. 


86.81 tons 


153 rods 
3,401 ft. 


3,401 ft. 


see eee 


3,574. 


-93 


18 UNIT CONSTRUCTION COSTS 


9000.—Power Plant (Continued) 


Noumper Name or Account LaBor MATERIAL ToTaL QUANTITY — 
9015 Exhaust pipe, cost and Cost 
erection........ 1,745.71 8,715.66 10,461.37 1,541 ft. 6.79 
.O1 to PRINGINE. <5 «wie 85.05 51.19 136.24 1,541 ft. 0.09 
05 ** - covering and 
erection........ 818.25 830.56 1,148.81 746 ft. 1.54 
.10 Air piping, cost and 
ELOCtiOn < 4s sss s 363.19 554.16 O17 sob ics daw wsientle aaa Sie eae 
-1l SUA ALIGN saci a’ vip 31.56 18.66 BO De cid aidlcntoleiees 7, eae ates J 
.2 Exhaust pipe founda- 
POWs sews itis cere 63.09 102.81 165.90 18.3 cu. yd. 9.07 
21 ‘* supporting struc- 
tUTOciorjaeeunaae 197.27 57.93 255 220% icc deraie oe ae sea vaade oie oe 
PP} ‘* excavation...... 20 cB 2S esis da crore 20.82 29 cu. yd. 0.72 
9016 Water pipe, excavation 
and backfill..... 1,485.10 0.24 1,485.34 2,406 cu. yd. 0.62 
01 “cost and erection 3,747.79 16,437.88 20,185:'.67.4 ati sleeenas ts | cmecm ene 
.02 Sf PAINGING yersieie sine 230.59 25.54 256513" | 5 cisicie vole Puls ore", w Sitareeta ae 
Feed-water Heating Plant 
9017  § Excavation........... 239.39 1.70 241.09 274 cu. yd. 10.88 
-01 Foundation.......... 708.06 551.04° 1,259.10 105.4 cu. yd. 1.95 
.015 Reinforced floors...... 282.46 273.51 555.97 1,330 sq. ft. 0.42 
-016 Water-proofing con- 
crete tanks......... 80.65 14.46 95.11 1,475 sq. ft. 80.06 
.02 Steel structure........  . Piste taieate: metats Gee atatsa 2,262.90 26.63 tons 4.98 
.021 Distributing and equal- 
izing tank.....s0e 364.70 260.58 625.28 80.2 cwt. 7.80 
FOS 2 L116 WOLK: .Eiveisincttie ee ~ 285.99 234.36 520.35 706 cu. ft. 0.74 
.031 Unloading tile........ 2. Un ee A - 24.91 30 tons 0.83 
OOS Coping inn vere setnicveatete 14.83 14.01 28.84 108 lin. ft. 0.27 
.033 Sills and lintels....... 7.81 5.57 13.38 60 lin. ft. 0.22 
.034 Painting tile walls... 20S LOE ora etaherniace 26.10 112 sq. yd. 0.23 
.035 Doors, windows and 
frames........ tte 59.83 99.98 159.81 186 sq. ft, opening 0.86 
202  ROOKDE ccants vee ca slo 115.25 109.88 225.13 8.8 squares 25.58 
.045 Ventilators........... 142.14 49.20 191.34 2 ventilators 95.67 
.05 Treating tank, concrete 637 .67 487.19 1,124.86 28.7 cu. yd. * 39.19 
.06 Receiving tank No. 1. 251.55 167.92 419.47 7.3 cu. yd. 57.46 
.07 Receiving tank No. 2.. 364.50 265.08 629.58 24.4 cu. yd. 25.80 
.08 Calibrating tank...... 188.96 50.21 239.17 12.6 cwt. 18.98 
.081 Tipping meter........ 372.46 227.50 599.96 1 tipping meter 599.96 
.09 Heaters, recorder..... 685.22 2,813.84 $4990.06, ica .wbicks clean aaees Seen 
-1 Sewer excavation and 
IS oKSll icrtpte:s fire's tie LOG. 19" pains presets 157.19 266 cu. yd. : 0.59 
.11 Sewer pipe, cost and . 
RE VAN iors wratvie elersatarnis 71.88 203.00 274.88 100 ft. 2.75 | 
Pier eA IN ULIAR sie 0 51a 616 slelekes 53.35 25.83 79.18 6 drops 13.20 
PLS oe ALN GLO sieulolsie actors hie 62.78 20.35 2 Ee eae aC otis ation Moo. 
.14 Wood walkway and 
tank covers........ 67.08 51.31 118.39 1.56 m.b.m. 75.89 
-15 Alterations........... 99.70 3.40 103 100 7 56 sib lars-a. oyeista we terete ene 
Condensed Water Pump House 
-20 Excavation........... 220.56 8.93 229.49 236 cu. yd. 0.97 
-21 Foundation.......... 1,171.89 854.68 2,026.57 171 cu. yd. 11.85 
POM LOOL seus s (sie g's 6 aia» 78.41 57.70 136.11 355 sq. ft. 0.38 
24 Doors, windows and 
FFAMEB.. 20.0000 ae 26.02 22.68 48.70 57 sq. ft. openi ; 
242 Tile work......062005 98.87 84.28 188.15" S87 cute Sanaa 
24S Opin ia asreteie ele aliapeis 14.50 2.73 17.23 657 lin. ft. 0.30 
SDB LOOL s siareieere' ee aisveins 6's 73.92 60.83 134.75 5 squares 26.95 
.26 Pumps and piping.... 90.58 691.37 781.95 2 pumps 390.98 


.27 Lighting..... Slaven einer 221.16 51.53 272.69 


UNIT CONSTRUCTION COSTS 


Power House Miscellaneous Accounts 


Total cost—Oil supply system........... vesesee $40,611.88 


TOTAL 
Numper Name or Account Lasork Marerian TOTAL QUANTITY Unit 
Cost 
9018.1 Power and lighting 
transformers....... 397.70 4,714.33 5,112.03 7 transformers 730.29 
9019 Hai ghitiny nee. ese ek 307.86 1,449.97 1,757.83 94 drops 18.70 
9020 Oiling system 1,051.82 401.69 1,453.51 104 outlets 13.98 
9021 Benches, bolt racks, etc. 161.22 51.80 DLAGOD A oltteatrestwdaiare owe tela eteeln seek 
9022. Instruments and 
RAUL ORs Bye.d ctste, ow. ccels 57.97 343.06 4QOLA0S See creates etteter eens toe 
Cooling Tower 
9050 Excavations. ......25 1,590.85 83.47 1,674.32 1,589 cu. yd. 1.05 
AO ALE AGIA, ci ecvere ters sitas 0 SOD S2OE ihr ere sales o 1,395.20 2,415 cu. yd. 0.58 
9051 Foundations, sumps ‘ 
and gutters........ 5,212.31 5,640.13 10,852.44 706.3 cu. yd. 15°37 
EO ZI LOOL vests cisreis ws lathe, 68 911.93 1,985.03 2,896.96 17,116 sq. ft. 0.17 
-03 Water proofing con- 
GLOUS TS sre eas scaielece a 588.76 130.59 719.35 1,606 sq. yd. 0.45 
9052 Woodwork........... 3,181.33 5,415.47 8,596.80 128.63 m.b.m. 66.84 
9053 Alterations........... 115.40 22.54 LS TOL vsti cine seals ne tent 
Total cost—Cooling tower...........ceecee0s $26,273.01 
Total cost—Power plant.............ccee008 » $434,703.15 
9060.—Oil Supply Sump and Pump House 
Torau 
NuMBER Name or Account LaBor MATERIAL Toran QUANTITY Unit 
Cost 
9060 PEXCAVAUUON hha hele ee eels $1,148.78 > $108.24 $1,257.02 1,308 cu. yd. > $0.96 
-01 Concrete work........... 2,338.72 3,230.46 5,569.18 340.6cu. yd. 16.35 
BO PME WINDS cael s:oclete Go ore less 176.20 2,035.58 2,211.78 2 pumps 1,105.89 
BOsm Unlebs DIping ates cveie's s.slele 44.77 126.55 171.32 108 ft. 1.59 
COSA hte’... <8 sa ss eree isis 79.71 62.57 142.28 4 drops 85.57 
205; Steel) work cis. hare, cscne o's 96.94 129.39 226.33 1.12 tons 202.08 
.06 Doors, windows and frames 83.60 65.02 148.62 124sq. ft. opening 1.20 
FU CMEEUOOL Sevetero chtcltsisracee’ sas alee 136.81 162.66 299.47 6.5 squares 46.07 
BOZ5: VENtIUAbOTSes sso ais ce oe 95.75 64.32 160.07 2 ventilators 80.03 
Two 500,000-Gallon Oil Tanks 
9060.10 Wrecking and transporta- 
(oS lee ebsc caoc CeO IID 934.00 465.31 1,399.31 64.40 tons 21.73 
Migs Excavation ssecccessae s- S08) 20M eae 308.20 554 cu. yd. 0.56 
BD OUNGA GONG s,215..0 0 007=.070%s 128.70 210.61 339.31 32.8 cu. yd. 10.35 
ELSPA LOCULON aie) st nieteievelors cate 3,602.89 429.47 4,032.36 64.40 tons 62.62 
.131 Roof supports........... 362.90 359.83 722.73 65.56 squares 11.02 
.132 Sheathing, lath and plaster 399.05 523.01 922.06 75.50 squares 12.22 
Tracks at Oil Sump 
9060.14 Railroad grading......... VAUe aia eons 1,477.27 2,439 cu. yd. 0.61 
.15 Laying and ballasting..... 1,107.38 1,092.99 2,200.37 1,362 ft. 1.62 
AiG) Crack bumpers. ..0.c.5 +. 246.74 47.92 294.66 3.16 m.b.m. 93.25 
.17 Bridges over wood pipe... 229.22 87.14 BIGASG as decets Bisascsto ere eee aj avoeteats 
Oil Supply Tanks for Reverberatories and Boilers 
9060.20 Excavation............+- 392.13 13.18 405.31 404 cu. yd. 1.00 
POU) FOUNCALION «5 jee srs c\e cine 875.70 1,685.76 2,561.46 189.5 cu. yd. 13.52 
BOD ICORLI ANG CLECtIONs cee ec visicielecee  aisleieierees 8,926.67 8 tanks 487.94 
BO DMELOLIG sictsteleinic aisie cere) oie oie 199.41 282.16 481.57 785 ft. 0.61 
Oil Piping 
9060.40 Excavation.............. 990.73 1.39 992.12 1,150 cu. yd. 0.86 
| .41-"Pipe.and laying.........=- 3,156.14 5,654.50 8,810.64 1,888 ft. 4.67 
9060.50 Heating installation...... 167.37 1,068.04 1,235.41 360 ft. 3.43 
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NUMBER 


7100 
7300 


7400 
7700 
7800 
7900 


8100 
8120 
8300 
8400 
8420 
8500 
8600 
8610 
8620 


UNIT CONSTRUCTION COSTS 


Name or Account 
Engineering expense.... 
Yard tracks and indus- 

trial system......... 
Receiving bins......... 
Crushing plant........ 
Sampling plant........ 
Bedding plant and 

bunker bins......... 
Roasting plant........ 
Roaster dust chamber.. 
Reverberatory plant... . 
Converter plant....... 
Converter dust chamber 
Conveying system..... 
Chimneys raven ote Mets 
Reverberatory flue..... 
Converter flue......... 


NEW SMELTER 
Recapitulation of Costs 


Tora NuMBER 
$100,649.88 8625 
156,326.43 8700 
44,185.06 
9,268.62 8714 
34,108.74 
8800 
150,939.05 8809 
136,734.87 8819 
49,664.76 8840 
328,945.02 8900 
216,033.37 8999 
27,813.58 9000 
45,411.15 9060 
45,471.34 
13,453.70 
7,602.88 
CHAPTER II 


Name or Account 
Roaster dust chamber 


Laboratory s<.c.dexcess 
Sample room.......... 
Miscellaneous accounts. 
Indirect expense....... 
Power plant........... 
Oil supply sump and 

pump house......... 


‘Total’ cost sc.. tenes cele « 


COMPARATIVE COSTS 


, 


Numser Name or Account 


7308. 


7309. 


7310 

7312. 
7313. 
7314. 


7402 
7802 
8102 
8122 
8306. 


8404. 


8419. 
8422 


8426. 
8602 
8622 
8627 


8702 
8716 
8811 


8842 
8901 


1 


1 


se 


20 


Trestle approach to 

Teverps ack tacts let 
Track scales, receiv- 

ANE MATOS siaty snore © 
BridgZowNo. ile. spices 
Retaining wall....... 
Calcine track scales. . 
Approach to receiving 


Receiving bins...... 
Sampling plant...... 
Roaster plant....... 
Roaster dust chamber 
Flues from boilers to 

reverb. flue....... ; 
Converter stands.... 
Bullion scales........ 
Converter dust cham- 


Machine and carpen- 
ee BNOD. sis s's4 2 sh 
Warehouse.......... 
Sample room........ 
Derricks and cons. 
equipment........ 


Plain Concrete 
Lasor Cost - 


PER 
Cu. Yop. Amount Cu. 
YD. 
254.9 $738.18 $2.90 
186.0 545.62 2.93 
339.8 1,028.26 3.03 
203.5 512.34 2.52 
41.6 207.55 4.99 
754.3 2,408.16 3.19 
612.3 1,235.51 2.02 
120.7 605.91 5.02 
250.5 765.42 3.06 
472.9 1,049.71 2.22 
9.2 74.22 8.07 
173.8 555.53 3.19 
10.5 58.32 5.55 
286.4 668.85 2.33 
7.5 53.30 7.10 
872.7 654.42 0.75 
142.0 165.73 LLT 
114.6 224.35 1.96 
78.7 416.57 5.29 
105.5 792.05 7.51 
123.0 878.16 7.14 
9.0 61.00 6.78 
53.8 168.18 3.13 


Mareriau Cost 


Toran 


12,859.10 


21,449.23 


27,356.27 
1,394.95 
13,602.71 
6,144.02 
2,826.11 
37,186.48 
140,277.72 


434,703.15" 


40,611.88 


$2,105,020.07 


Tora. Cosr 


PER 
Amount Cu. AMOUNT 
ype 
$1,152.42 $4.52 $1,890.60 
1,146.87 6.17 1,692.49 
1,968.38 5.79 2,996.64 
734.25 3.61 1,246.59 
193.60 4.65 401.15 
3,017.95 4.00 5,426.11 
2,247.70 3.67 3,483.21 
649.44 5.38 1,255.35 
1,069.63 4.27 1,835.05 
1,775.05 3.75 2,824.76 
74.02 8.04 148.24 
1,331.03 7.66 1,886 56 
65.19 6.21 123.51 
1,239.17 4.33 1,908.02 
55.96 7.46 109.26 
4,199.65 4.81 4,854.07 
652.69 4.59 818.42 
551.23 4.81 775.58 
584.49 7.42 1,001.06 
584.06 5.53 1,376.11, 
856.09 6.96 1,734.25 
64.43 7.16 125.43 
184.08 3,42 352.26 


PER 
Cu. 
Yb. 


$7.42 


9.10 
8.82 
6.13 
9.64 


7.19 
5.69 
10.40 
7.33 
5.97 


16.11 
10.85 
11.76 


6.66 
14.56 
5.56 
5.76 
6.77 


12.71 


13.04 . 


14.09 
13.94 


6.55 


~ 


UNIT CONSTRUCTION COSTS 


Plain Concrete (Continued) 


Lazor Cost 


PER 
Numprr Namn or Account Cu. Yp. Amount Cu. 
saps 
8906.01 Water pipe lines, etc. 2.3 17.37 7.55 
8908.2 Power conduits...... 27.6 198.14 7.18 
8908.5 Power conduit’ 
IDFANGH EN rayen toes. alone 5.0 25.36 5.07 
8916. Temporary power 
Plant .cdves «0s 14.4 56.04 3.89 
8917 “* erushing plant.. 101.1 303.15 3.00 
8918 “oil and water 
tanksieee. 2c... 48.8 149.27 3.06 
9002 Power plant......... 231.7 1,699.92 7.34 
9002.3 BaP Grain tee oe 34.6 205.68 5.94 
9006.01 ‘* Nordberg en- 
PINES. Aes asi 686.3 774.06 1.13 
9007.01 **  turbines....... 196.5 , 959.08 4.88 
9008.01 “* condensers..... 50.3 291.08 5.79 
9009.01 ‘* jet condenser... 16.5 66.27 4.02 
9009.21 “ 2air pumps.... 210.0 560.04 2.67 
9010.01 ‘* air compressor.. 238.3 840.98 3.53 
9011.01 “* exciters, etc.... 373.0 1,439.67 3.86 
9012.01 “motor genera- 
HOU e atsrecare setae 107.0 296.52 217 
9014.01 North and_ south 
steam mains....... . 194.5 578.24 2.97 
9015.2 Power plant exhaust 
DIDO. 7.2 toeiacoate snes 18.3 63.09 3.45 
otal strc tide eve cries 7,779.4 $22,391.30 $2.85 


Materiat Cost 


PER 

AMOUNT Cou. 
YD. 
17.85 7.76 
217.15 7.87 
30.63 6.12 
98.69 6.86 
534.13 5.28 
263.01 5.39 
1,460.02 6.30 
227.37 6.57 


3,020.83 4.40 
1,432.70 7.29 


285.18 5.67 
69.99 4.24 
708.93 3.37 


1,246.54 5.23 
1,875.43 5.03 


658.91 6.16 
945.97 4,86 
102.81 5.62 


$37,593.53 $4.82 


Miscellaneous Concrete 


Lazor Cost 
Noumsper Name or Account Cu. Yop. Amount PER 


; Cu. Yp. 
7702 Crusher plant..... 9 220.5 $893.15 $4.05 
7902 Bedding plant...... 2,809.7 6,256.34 2.23 
8302 Reverberatory plant 2,810.0 7,715.96 2.74 
8307.11 Waste heat boilers.. 138.7 789.52 - 5.69 
8307.12 Oil-fired boilers..... 100.0 350.45 3.50 
8307.13 Feed pumps..... Boo 214.7 678.73 3.16 


8402 Converter plant.... 776.9 1,796.56 2.31 
8414 Casting machines... 291.9 1,627.37 5.58 
8502 Conveying system.. 622.3 2,550.78 4.10 


/8821 Laboratory......... 96.5 448.42 4.65 
8902.2 Sewer system...... A 53.8 168.18 3.13 
9013 Transfer table pit... 12.0 24.13 2.01 
9017.01 Feed water heating 

DIANE is ccheieers: oe re 105.4 708.06 6.72 
9017.21 Condensed water 
pump house...... 171.0 1,171.89 6.85 


9060.21 Supply tanks, re- 
verbs. and oil-fired 


Marerriau Cost 
AMOUNT PER 
Cu. Yo. 

$1,568.47 $7.11 
14,513.21 5.16 
15,044.09 5.35 
793.97 5.72 
686.29 6.86 
1,428.97 6.66 
2,860.16 3.68 


1,889.36 6.47 
4,006.37 6.44 
575.13 5.96 
184.08 3.42 
58.23 4.85 
551.04 5.23 
854.68 5.00 


1,685.76 8,90 
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Torau Cost 
PER 

AMOUNT Cur 
Yop. 
35.23 15.31 
415.29 15.04 


55.99 11.19 


154.73 10.75 
837.28 8.28 


412.28 8.45 
3,159.94 13.64 
433.05 12.52 


3,794.89 5.53 
2,391.28 12.16 

576.26 11.45 

136.26 8.26 
1,268.97 6.04 
2,087.52 8.76 
3,315.10 8.89 


955.43 8.93 


1,524.21 7.84 


$59,984.83 $7.67 


Toran Cost 


AMOUNT PER 


Cu. Yb. 


$2,461.62 $11.16 
20,769.55 7.39 
22,760.05 8.10 


1,583.49 11.42 
1,036.74 10.37 
2,107.70 9.82 
4,656.72 6.00 
3,516.73 12.05 
6.557,15 10.54 
1,023.55 10.61 
352.26 6.55 
82.36 6.86 


1,259.10 11.95 


2,026.57 11.85 


2,561.46 13.52 


TGtikaser oslo noi -. 8,706.1 $26,055.24 $2.99 $46,699.81 


$5.36 $72,755.05 $8.36 
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PER. oa PARES orn PER 
Numser Name or Account’ Cv. Yo. Seta: Cu. Yo. AMO? Col ya Cu. Yb. 
8307.10 Reverb. boiler bldg. 573.7 $2,181.08 $3.80 $3,846.18 $6.70 $6,027.26 $10.51 
8612 Reverberatory flue. 487.8 1,657.09 3.40 3,886.80 7.97 5,543.89 11.37 
9002.1 Power house...... 508.5 3,735.78 7.35 3,628.81 7.14 7,364.59 14.48 
.2 North tunnel...... 180.3 1,350.79 7.49 1,230157. 6.83 2,581.36 14.32 
9051 Cooling tower..... 706.3 5,212.31 7.38 5,640.13 7.99 10,852.44 15.37 
9060.01 Oil supply sump 
and pump house. 340.6 2,338.72 6.87 3,230.46 9.48 5,569.18 16.35 
.12 Oil storage tanks. . 32.8 128.70 3.92 210.61 6.42 339.31 10.35 
TM otakiits. > sietcer 2,830.0 $16,604.47 $5.87 $21,673.56 $7.66 $38,278.03 $13.53 
Total concrete 
foundations..... 19,315.5 $65,051.01 $3.37 $105,966.90 $5.48 $171,017.91 $8.85 
Plain Concrete Floors 
Lasor Cost MatTERIAL Cost Tora Cost 
PER PER PER 
Numser Name or Account Sq. Tuick- Amount Sa. Amount Sq. Amount Sq. 
: Fr. NESS Fr. Fr. Fr. 
7802.1 Sampling plant, 
ground floor..... 1,222 65in. $105.68 $0.09 $263.92 $0.21 $369.60 $0.30 
8307.3 Around boilers..... 2,705 4 “ 276.29 0.10 664.82 0.25 941.11 0.35 
8812.41 Warehouse floor 
and platform.... 8,298 4 “ 558.04 0.07 721.60 0.09 1,279.64 0.15 
8821.1 Laboratory........ 1026-14) ** 113.78 0.11 154.90 0.15 268.68 0.26 
8842.1 Sample room...... 489 5 “ 63.17 0.13 75.25 0.15 138.42 0.28 
9002.4 Power plant base- 
MOONE Sersuieere ae E2160 25. © 916.41 0.07 1,347.78 O.11 2,264.19 0.18 
9017.22 Condensed water 
pump house..... 365 4 “ 78.41 0.22 57.70 0.16 136.11 0.38 
d a ee eee 
26,225 $2,111.78 $0.08 $3,285.97 $0.13 $5,397.75 $0.21 
The above concrete floors were laid in small blocks 5 to 6 ft. square, having a finished top 
and with sand joints between all squares 
8416.11 Loading platform.. 6,803 5in. 381.02 0.06 1,058.55 0.15 1,434.57 0.21 
The floor above was finished as a large slab with no sand joints 
: Reinforced Concrete Floors 
Lasor Cost Materia Cost Toran Cost 
PER PER PER 
NumBer Name or Account = eins AMOUNT ss AmouUNT na AMOUNT we? 
: ; 7802.2 Sampling plant.... 4,244 4}in. $1,050.61 $0.25 $1,080.30 $0.25 $2,130.91 $0.50 
7s 8307.2 Over slag track cut 7,676 5 ‘“ 1,018.17 0.13 1,687.29 0.22 2,705.46 0.35 
| 8821.1 Laboratory........ 364 4} “ 59.81 0.16 114.87 0.32 174.68 0.48 
; 9017.015 Feed water heating 
j Dian. Maus ee ee 1,330 4} “ 282.46 0.21 273.51 0.21 555.97 0.42 
13,614 $2,411.05 $0.18 $3,155.97 $0.23 $5,567.02 $0.41 
The floors above were formed, reinforced and finished 
9003.41 Power plant main 
¥, BOOKS sede cers 9 . 10,210 34 in. 1,267.91 0.12 3,341.61 ” 0.33 4,609.52 0.45 
The floor above was laid on Berger plate, reinforced and finished 
9051.02 Power plant cooling 
tower....... eta ky LLGe 4. Any 911.93 0.05 1,985.03 0.12 2,896.96 0.17 
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Reinforced Concrete 


MaArTesriAL Cost Torau Cost 


Lasor Cost 


The floor above was reinforced, laid on the ground and straight-edged but with no finish 


a ee eee 


a 


UNIT CONSTRUCTION COSTS 


Coping 
Lasor Cost 
NUMBER Name or Account Lin. AmMounrT PER 
Fr, Fr, 
8703.22 Boiler and blacksmith shop.... 290 $112.17 $0.38 
8717.22 Machine and carpenter shop... 320 121.67 0.37 
8812.22 Warehouse..... ood BORO ROOD 320 176.60 0.55 


9017.243 Condensed water pump house. . 57 14.50 0.25 


Mareriau Cost 


AMOUNT 


$2.72 
23.70 
36.53 

2.73 


987 $424.94 $0.43 


$65.68 


This coping was 12 in. deep, projecting 2 in. from tile work 
OO08=12) “Power housed ite So « oxeiecerenc’s 732 $372.69 $0.51 $107.05 
This coping was 18 in. deep, projecting 2 in. from tile work 


Excavation—Type No. 1 


This class covers shallow excavation made with picks, shovels, wheelbarrow and slips. 


is less than 100 ft. 


NUMBER Name or Account 

7308 Trestle approach to reverb. bldg................++ 
7313 Track scales on calcine track............00000e00- 
7314 Trestles tOirecel ving: DUNS: 4 are.0 aie stsls.ore eles o «6 a-elscene 
7801 PLAAAA TOIT PIL VIN revert joslosinn os aie) duel lesores vy cous avstin wie aveler shave 
8410 Air pipe line from power house...............--05 
8416 SISO TALIS PLA GL ORM eiale, crcvsus raters a viore wioltimareyere slavecsienene 
Rol oe MEST LT OL SOAIOS creraicretstale sinus) slitiolets layalalieus Siolels arb o)eifale iniae 
8501 GWonvVeEyviN SYSECD is o.0) sco cia's yireiens are oF sie! sye ess arse ws 
8611 PRESSE DELALOLY- LLUGh cs svoiew sloslayeas 0s e's Ai tlove-eimnaesslealele ve 
8621 CWonverbermueettalsrern/ alesse sp isiel« ie rsielisie) felis, 5010 6 
8626 Roaster, dust chamber, flue... 0... 6s ee es cee 
Below Aee WY ATOHOUBE GtlOOL sin ofisiciessie selects) «5 a%e/n vloie Siaisie ous-aile ois 
8820 A DOLAPOLY salsa Pricetceiee wreie's, ol aienaye Stet vie. a elas eusmanerers 
8841 Sasa leprae yaretrte tele taser cree! ol<lave loa: «/ciele pelea Yete’ererehersye 
SOO 2 PG WELISY SLCHI dsc cles oie c/c7e\ orePei giv oa te) 0.05018 Bo na wererere 
8906 Water pipe (Have 5 POU ClikOn socio eidtop Dodds Abode 
8908 Power conduit...... 58 So Gin toe DOOD ta. ceo OOOO 
8908 Power conduit branches... ...0.mc- a0 oss os oe nc ss 
S909) | bermanentair Lnes),).0. osc cuore s- cer erence sens 
8922 Temporary. Pipe LIMES... co... oes cress nee sneces « 
8923 Temporary warehouse..........eereereecreresce 
9009 Jet condenser hot well...........0esececscesceeee 
9014 North and south steam mains..........+..++++00- 
QOL 220 BRNAauUst PIE hole ccccre ie 075s os ccc cles veldee ware ew ne sine 
9017.20 Condensed water pump house........-.++++++-++- 
RN AOe Onl pete, CA She Gackt SLRS AO UbNS Toston grccaseers 


$359. 
-95 
-18 
-06 


Torat Cost. 


95 


23 


Tora Cost 


PER AMOUNT PER 


Fr. 


$0.01 $114.89 


Fr. 
$0.40 


0.08 145.37 0.45 
0.12 213.13 0.67 


0.04 17.23 


0.30 


$0.07 $490.62 $0.50 


$0.15 $479.74 


277 
118 
589 
332 
331 
216 
24 
2,286 
1,588 
198 
213 
66 
212 
72 
2,808 
1,078 
435 
53 
401 
148 
87 

46 
279 
29 
236 
1,150 


13,272 


Co. Vp, 


$0.66 


The haul 


Cost PER 


Cu. Yo, 
$1.30 
-92 
-93 
-89 
68 
799 
-82 
80 
.59 
-85 
-06 
-96 
-90 
.85 
-78 
On 
-82 
-93 
-67 
14 
54 
-65 
.89 


OO OSo, oO SH OO OOS! Oo CoOceH poo o.oo © 6 6.6 


.. 
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Excavation—Type No. 2 


This class covers excavation made with picks, shovels, slips and carts. The haul is over 100 ft. in 
every case. 


NUMBER Name or Account Toran Cost Cu. Yo. pasa: 
7309 Track scales in receiving yard............seeeereerers $348.91 388 $0.90 
7312 Retaining walls ic: ce's.o.2.+ ose! 0 n'e oes) 0, ional lasnrohelgveleretele are 77.66 60 1.29 
7701 Crushing plant. 60.0)... < cate niece 0 a/sivisteiniy «\sise sel8 0 s.e/ele 689.67 609 1.13 
8306 Flues from boilers to reverbs.......-..-+-+- Sis/siaie oleuers 19.86 15 1.32 
8307.01- Waste heat boilers... «0010s ocece cs ccs ane = a slnvisieis siisicie 213.44 129 1.65 
8307.03 Feed Pumps sisc%s,o bi scree o's eles ss, 4, ein ieye tater creinia aleyo lete's sierne 601.44 659 0.91 
8404 Converter stands <sic..s o's e+ % t)n3,0%nn s peleiale ois ela ea cisely 258.88 304 0.85 
8413 Two casting Machines... cisreso weirs tence Rtslere aiote alate 520.82 512 1.02 
8421 Converter dust chamber ..o% («jets siora'e sive ole seas oasis 127.28 265 0.48 
S496.2 Ba Wet Pani... cv terete «aol a.s ole oie) s-6, 506 .claiele’sejnioiats oath atdiapeinialete 2.44 3 0.81 
9017 Feed water-heating plant: ...6. o.l0a daw c cca cls wicisiaiGuiclaww 241.09 274 0.88 
DOGO se: Cooling GO WeOr aso -cesia so oterare apaie/ee eo one te, eas ele wap age arate 1,674.32 1,589 1.05 
9060 Oil supply sump and pump house..........-.-++++++++ 1,257 .02 1,308 0.96 
OOGO LI Storage tanks svc ecw ssolere oty-0's cialelaiciuinie wl olal vie/wiviale cei) inte 308.20 554 0.56 
T otal irer:s csioioais aie bine delece 6\o sate lave,alle at neal gt ie epahetniere aera tarete $6,341.03 6,669 $0.95 


Excavation—Type No. 3 


This class covers excavation made with powder, picks, shovels and wheelbarrows. The haul was 
less than 100 ft. 


NuMBER Name or Account Torat Cost Cv. Yop. yer 
SO0G.2- — Water supply tanics:. +... cera fejecilenw, ce epee ot eter $143.68 116 $1.24 
8916 Temporary power Planes cci acme cues. cSae eee 354.07 388 0.91 
8917 ‘lemporary,erushing plant..ccs «es cise daa os oe cio csee 57.00 156 0.37 
8920 SWARON-TORGK 5 ciate eal acere nisiwic’s win eroagtacausle ot viata ete arate 924.74 951 0.97 
9005 WU STAG Soin) crass oo Ne erelale's 7 SAO orale evedeieteilaitiets 6s Seite e 2,075.75 2,600 0.80 
LOU ats Aictshele sinlele! fete Wee's al phere cid a's wisisiaystoisis'e mie sige weenie $3,555.24 4,211 $0.84 


Excavation—Type No, 4 


This class covers excavation made with powder, picks, shovels, slips, fresnos and carts. The haul. 
was over 100 ft. 


NuMBER . Name or Account Toran Cost Cv. Yo. pring: 
o Cu: Yn. 
7901 Bedding plants. Auer valevs weachice aerate cia ene $12,259.43 12,319 $0.99 ; 
8101 PROMBCORLARE «0:4 9 srs bra, cveraie Liat. io nae aie ce eee Cee 1,547.07 1,216 1.27 
8307 Roverd. Poller building. ...\0 oe sicscuaetiss see mere ee 283.14 306 0.93 
8312.10 Feed piping from heating plant to pumps............ 1,091.42 1,296 0.84 
9060.20 Supply tank for reverbs. and boilers..............e0. 405.31 404 1.00 
T SS Sa Gee = a 
OLA Ptanes Nata lenidstaseeiccknee tae inte ee eT ene $15,586.37 15,541 $1.00 j 
Excavation—Type No. 5 : 
7 
. . . 1 
This class covers excavation done with plows, slips, fresnos, and in some cases powder. The haul - ; 
was less than 100 ft. 4 
NUMBER Name or Account Totat Cost’ Cv. Yo. Pog sited ; 
8701 Boiler and blacksmith shop...........cecceceeeeees $1,186.88 1,458 $0 Me 
9001 IPO WOSGHOUNG sins eisse dors, sie s vislcisine Sartore ain ey ees 7,796.65 7,313 1.07 ‘ 
9060.14 Railroad grading at oil sump..............ecccc cee 1,477.27 2,439 0.61 . 
’ e : 
od CUAL Mestre kia aisle ctaigrs a ait7oe oieieis inate, ever Avy crime Lae $10,460.80 11,210 $0.93 


UNIT CONSTRUCTION COSTS 


Excavation—Type No. 6 


25 


This class covers excavation made with plows, slips, fresnos, and in some cases powder. The haul 


was over 100 ft. 


NUMBER Name or Account Torat Cost Cv. Yo. ape 
Ue YD: 
8121 Roaster, dust chamber... .0...-5.esee0es Sse eae $1,112.83 1,194 $0.93 
8301 HLEVGLDELALOLY DIANGAT eee ctloccl oe otek nan dole Ldn 1,477.66 1,890 0.78 
SSO OLmOi red DOUGTS tie eters hale cirstials bis cine Slee tanebah. 73.60 97 0.76 
8401 Corlvercer planGen ve nates ciate cis eae wnialcad wae 5,731.11 6,330 0.91 
8601 Oy OTE a oi cay tt tO OecR RETENTION COANE Coe a nS 367.05 597 0.61 
8715 NEB CHIGEIBLOD ae aia ote sen is sucrere delete Sais Oo aals wk atk 1,941.11 1,765 1.10 
8810 DVETCHOUSE Seat a ciecios aa ott 2b toad wale ake oo cedar 996.08 1,287 0.77 
ots Us ros cc eee eet an a ete Ria wine Pie ak eure ee aes e $11,699.44 13,160 $0.89 
Excavation—Type No. 7 
These are miscellaneous jobs where a variety of methods were used. 
NUMBER Name or Account Torau Cost Cu. Yp eases 
7301 Yard tracks and industrial system.............-2+005 $35,566.00 55,405 $0.64 
8901 Derricks and construction equip..........ceseeeeees 80.32 41 0.74 
8905.01 Permanent outside lighting.........0..seceseceeeees 17.87 21 0.85 
8952 READILY. CBs CWA ECOLS oye fercioia « acceieTorers a vousieiousce\ inte, © dee.ale aVoce 401.63 318 1.26 
8961 Steam: heating installation. 0. .c.csccccscccccessces 166.36 228 0.73 
9016 Powerhouse water pipes. csccccoss cs coe ssausleece ces 1,485.34 2,406 0.62 
9017.0) Peed: water heating plant: .is% ccs c ves siew vee ets vs 157.19 266 0.59 
PLN eu Me Ore re reievatetaiet elie a ely ako Gy Scaite'ls are 6. = ‘wherepwilestocw er aie' eS ill alte $37,824.71 58,685 $0.64 


Excavation—Type No. 8 


This class covers excavation made with picks, shovels, wheelbarrows and carts. 


of it was windlassed from deep pits. 


Toran Cost Cv. Yp. 


NUMBER Name or Account 
7401 Toray Lt Menara Soy ia GeIN ED Got Cee eee $2,342.27 
Excavation—Type No. 9 
This covers backfilling and tamping in 4 to 5-in. layers. 

NUMBER NamMp or Account Totau Cost 

8301.01 Reverberatory PIANV. se = A STar esas fatabite) «Sots, or o)'8 io) vue fel see oe $2,755.55 

S30 7s04 = Reverb, Poller DULLGING. cl. seins cree se spo ss sans ece 548.10 

SANG MON ss LOACING PIACLOMI. 4's. + alecie silt cles oyisels vie tie jesse 67.85 

SAO O lee COOMNE COWELL oaieiats taluiels.« eleisle.eclsicisiers « steivielsetvie s.s.6 1,395.20 
WROD 8 - BE Se O Bo DEA OOD COURTS EE DOCen TOTO ons $4,766.70 
Total excavation........+-+++0+: Peptidases Sou $103,351.08 


1,428 


Cui Yop. 


3,679 
972 
129 

2,415 


7,195 
131,371 


A large portion 


Cost PER 
Cu. Yo. 
$1.64 


Cost PER - 
Cu. Yo. 
$0.75 
0.56 
0.53 
0.58 
$0.66 
$0.79 
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NUMBER 


7407 
7707.1 
7806.1 
7906 . 
8109 
8313.1 
8409.1 
8506 
8708 


8722 
8812.50 
8846 


9017.12 


9019 


Numser Name or Account Cwr. 
8313-8317 Two electrical feed 
DUMDB satin seus 433.45 
8316 Six No. 14 Wilgus 
oil systems...... 84.75 
8317.1 Two steam feed 
DUNDES igecadie es 35.47 
9006.1 Two Nordberg 
blowers with air 
. receivers........ 3,832.42 
9007.1 Three Curtis tur- 
7 bines and ten auto 
‘ transformers..... 4,541.40 
9009.12 Two dry vacuum 
pumps for jet 
condenser....... 242.00 
9009.22 Two circulating 
PUMPBis\..010. 375.60 
9010.02 Air compressor.... 978.40 
9011.03 Three dry vacuum 
5 TAMING tiaiais esis leleks 140.00 
K 9011.04 Three pumps and 
engines......... 972.55 
i 9060.02 Two 5by 8 vertical 
triplex pumps... 113.54 


UNIT CONSTRUCTION COSTS 


Materia Cost 


PER 


Tora Cost 


PER 
Drop 


$3. 
14. 
-03 
-89 
44 
44 
-23 
-32 


89 
33 


Lighting 
Lasor Cost 
NAME orf AccoUNT cand, AMOUNT me AMOUNT 
Receiving bins......... 22 $60.87 $2.77 $24.67 
Crushing plant........ 8 76.41 9.55 38.22 
Sampling plant........ 36 178.80 4.97 146.22 
Bedding plant......... 63 306.85 4.87 127.38 
Roaster plant......... 67 340.64 5.09 157.70 
Reverb. and boiler bldg. 104 612.30 5.89 473.19 
Converter plant....... 60 451.93 7.53 462.01 
Conveying system..... 33 189.86 5.76 84.56 
Boiler and blacksmith 
BHOPiacwiciceee ne ieee 17 23.41 1.38 44.50 
Machine shop......... 20 55.84 2.79 135.01 
Warehouse <j: 2.01016: fe10 aha" 26 45.09 1.73 70.48 
Sample room.......... 7 22.907", 3.28 52.83 
Feed water heating plant 6 53.35 8.89 25.83. 
Power house.........+ 94 307.86 3.28 1,449 .97 
LO tale sraptanreeetaiemetens 563 $2,726.18 $4.84 $3,292.57 


Cost and Erection of Machinery 


Lasor Cost 
PER 

AMOUNT Gun 
Group No. 1 
$375.70 $0/87 
111.48 1.32 
37.27 1.05 
1,641.62 0.43 
2,297.70 0.51 
285.51 1.18 
366.90 0.98 
642.90 0.66 
147.26 1.05 
389.32 0.40 
176.20 1.55 


11,749.58 $6,471.86 


ERECTION 


AMOUNT 


$375.70 


123.82 


38.12 


3,080.52 


4,442.20 


517.38 


433.78 
791.57 


196.78 


568.75 


195.07 


$0.55 $10,763.69 


AMOUNT 

Drop 

$1.12 $85.54 
4.78 114.63 
4.06 325.02 
2.02 434.23 
2.35 498.34 
4.55 1,085.49 
7.70 913.94 
2.56 274.42 
2.62 67.91 
6.75 190.85 
2.71 115.57 
7.54 75.80 
4.31 79.18 

15.42 1,757.83 

$5.85 $6,018.75 

Cost 

PER 

Owe, Amount 

$0.87 $6,187.56 
1.46 1,973.77 
1.07 499.24 
0.80 34,155.64 
0.98 81,884.19 
2.14 3,145.52 
1.15 3,902.58 
OB LEA atin 
1.42 3,337.36 
0.58 9,118.69 
1.72 2,211.78 


$0.92 $146,416.33 


Toran Cost 


PER 
Cwr. 


sae 


P UJ 
ee ieee inl ceisler iee 


UNIT CONSTRUCTION COSTS Dae 


Group No. 2 
Lazsor Cost Erection Cost ‘Toran Cosr 
NUMBER Name or Account Cwr. Amount *™® Amount ?2® AMOUNT oa 
Cwr. Cwr. Cwr. 
8406 Two 40-ton Morgan 
GEATNIOS is ssisialviete leit s 2,215.00 $1,438.50 $0.65 $3,813.34 $1.72 $23,027.65 $10.40 
8407 Two clinkering ma- 
ChINGS Aas satelanyson < 1,692.13 1,715.23 1.01 2,435.73 1.44 15,697.17 9,28 
8415 Two casting machines. 2,692.20 3,266.34 1.21 3,682.40 1.37 27,477.55 10.21 


6,599.33 $6,420.07 $0.97 $9,931.47 $1.50 $66,202.37 $10.03 


Group No. 3 
7704 Farrell crusher, 36 by 
US dodelecs tere oe sieves 500.00 $392.86 $0.79 $401.31 $0.80 $1,486.47 $2.96 
8112 Two motor-driven fans 
at roaster building. . 61.40 77.69 1.27 81.11 1.32 1,483.60 24.16 
8718 Traveling hand crane, 
SB COM ee acc ielen o 30.00 25.19 0.84 44.90 1.50 589.55 19.65 
9004 rem 20 OM cc cctce 252.00 131.89 - 0.52 169.16 0.67 1,855.16 7.36 
9008.1 Three surface con- 
A Gonserg ssc cveic eee 1,157.00 415.31 0.36 542.82 0.47 19,978.86 17.27 
9009.03 One barometric con- 
GENSOT Ase e ace 6 81.32 128.97 1.59 185.33 2.28 1,078.65 13.26 
2,081.72 $1,171.91 $0.56 $1,424.63 $0.68 $26,472.29 $12.72 
Group No. 4 
9011.02 Two exciters......... 543.00 $491.01 $0.90 $864.31 $1.59 $6,609.27 $12.17 
9012.02 Two 150 Kw. syn- 
chronous generator 
EM aint a a ep ineaienl'ate 418.98 319.06 0.76 699.23 1.67 7,149.39 17.06 


961.98 $810.07 $0.84 $1,563.54 $1.63 $13,758.66 $14.30 

In the above average costs an effort has been made for a logical grouping, yet it is somewhat arbi- 
trary. Group 1 contains the erection of engine machinery. It was here necessary, in addition to 
handling heavy weights and placing on the foundation, to clean, adjust, and line up many mechanical 
parts. Group 2is very similar to 1, but the machinery is not of the engine type and not so heavy 
in proportion to the labor required to put it in working order. Group 3 comprises machinery that 
reguired little other labor in the main than the lifting of heavy loads into place. Group 4 is somewhat 
similar to Group 3, but the labor is principally electrical. The above costs are reported as labor, 
erection, and total costs. The labor cost is self explanatory, The erection cost is the labor cost plus 
the needed small supplies, such as waste, oil, small tools, and the like. The total cost is also self- 


explanatory. : 


Masonry 
Lasor Cost Marertaun Cost Torau Cost 
; PER PER PER 
NuMBER Name or Account Cu. Yp. AMouNT Cu. Yb. AMOUNT Cu. Yb. AMOUNT Ge. Yo. 
Po rol2.2 Retaining wall... 062.09 000 0 21.9 $88.08 $4.03 $47.51 $2.17 $135.59 $6.19 


Cost of Painting Concrete 


Lazsor Cost Mareriat Cost Toran Cost 
PER PER PER 
NUMBER Name or Account Se. Yo. Amount Sarvs AMOUNT Sa aae AMOUNT sone. 
9002.45 Power house basement floor.. 830 $81.45 $0.10 $48.81 $0.06 $130.26 $0.16 
Two coats of Toch cement filler ; 


9002.7 Power house walls and foun- 
ARGIOMSS porcine. tice oye a'e er hs.ce 2,459 195.84 0.08 301.61 0.12 497.45 0.20 


; One coat of Wadsworth Howland Bay State cement paint 


9003.43. Power house, top of main floor 
Gla Dpacciaae ies cca ae ol sisiist eee 1,134 95.56 0.08 199.32 0.18 294.88 0.26 


Two coats of Toch cement filler—one coat of Toch cement paint 


UNIT CONSTRUCTION COSTS 


28 
Painting Corrugated Iron 
Lazsor Cost MatTeERIAL Cost Toran Cost 
PER PER ~ PER 
NUMBER Name or Account Sq. Yop. Amount Se. Yv, Amour? 8. Yp. Auounr 8q.-¥p, 
8812.30 Warehouse roof, underside... 813 $81.16 $0.10 $65.66 $0.08 $146.82 $0.18 
Two coats white lead and oil 
Painting Berger Plate 
9003.42 Power house main floor slab, 
UNCOTSIAE. sioreis sie'sje ate steric 2,679 $181.88 $0.07 $147.58 $0.06 $329.46 $0.12 
.54 Power house roof, underside... 6,813 692.84 0.10 324.55 0.05 1,017.39 0.15 
Two coats white lead and oil 
Square yards derived by developing the Berger plate. Thisis three times the superficial area 
Miscellaneous Painting 
Lasor Cost MATERIAL Cost Tora Cost 
PER PER PER 
NuMBER Name or Account Se. Yop. AMountT Boaee AMOUNT Ba. Mp: AMOUNT Sak Yop. 
8703.60 Boiler shop.).....s2<0s0see 1,574 $92.53 $0.05 $60.73 $0.04 $153.26 $0.10 
8718.60 Machine shop.............. 1,989 118.00 0.06 87.40 0.04 205.40 0.10 
8813.10 Warehouse..............00% 412 26.50 0.06 14.17 0.03 40.67 0.10 
3,975 . $237.03 $0.06 $162.30 $0.04 $399.33 $0.10 
This was two-coat work on wood 
Painting Window Sash and Doors 
Lasor Cost MarTeriAL Cost Tora Cost 
No. or PER PER PER 
NUMBER Name or Account Sigs ie axecien a nee AMOUNT dist AMOUNT Sans 
7803.11 Sampling plant............. 129 $118.94 $0.92 $28.96 $0.22 $147.90 $1.14 
8813.11 Warehouse...........0see0 189 122.78 0.65 15.34 0.08 138.12 0.73 
Window sash and frames, two-coat work 4 
9003.60 Power house............... 299 290.09 0.97 16.72 0.05 306.81 1.02 
Window sash only, three-coat work 
Doors figured as two sash 
Roofs 
Lasor Cost Marertau Cost Tora Cost 
Numser Name or Account Squares Amount prrSq. AmouNT PERSQ. AMOUNT PER SQ. 
8703.30 Boiler and blacksmith 
. ROD yeiendsin sie's ain» ee 66.49 $286.52 $4.31 $828.24 $12.46 $1,114.76 $16.77 
8717.30 Machine and carpenter 
BROD A ulate a nate avec 77.21 297.85 3.86 953.04 12.34 1,250.89 16.20 
: 143.70 $584.37 $4.06 $1,781.28 $12.40 $2,365.65 $16.46 
Consists of 2 by 8 tongue and groove sheathing, asbestos roofing and nailing strips. No 
painting included 
8843.4 Sample POOM 2 saci - 8.0 $23.00 $2.88 $76.57 $9.57 $99.57 $12.45 
Consists of 1 by 12 sheathing and asbestos roofing. No painting included 
9003.5 Power house.......... 214.83 $3,587.15 $16.70 $5,791.05 $26.96 $9,378.20 $43.65 
Consists of Berger plate, concrete, tar, and P and B roofing. Painting the underside of the 
Berger plate is included 
9017.04 Feed water heating plant 8.80 $115.25 $13.10 109.88 $12.48 $225.13 $25.58 
9017.25 Condensed water pump 
ROUSE Ne cas ce seh ve gee 5.00 73.92. 14.78 60.83 12.17 134.75 26.95 
13.80 $189.17 $13.71 $170.71 $12.37 $359.88 $26.08 
Conatets of 2 by 8 sheathing with asbestos roofing 
9060.07 Oil pump house........ 6.50 $136.81 $21.05 $162.66 $25.02 $299.47 $46.07 
Consists of ‘‘hyrib,” concrete and plaster 
9060.131 Oil storage tanks....... 65. 56 = $761.95 $11.62 $882.84 $13.47 $1,644.79 $25.09 


Consists‘ of wood ‘supporting | Structure, l-in. sheathing and metal lath and plaster 


ely, 


NUMBER 
7804 
8107 
8706 


8720 


8849.2 


NuMBER 


7308.2 
7310 
7314 
7403 
7703 
7803 
7903 
8103 
8123 
8303 
8306.2 
8308 
8403 
8423 
8503 
8614 
8624 
8629 
8703 
8717 
8812 
9003 
9014.02 
9017.02 


NUMBER 


8106.02 
8123.10 
8423.10 


8613 
8628. 


8703.20 
8717.20 
8812.20 


9003.10 
9017.03 
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Shafting, Pulleys and Belting 


Lin. Fr. or Lasor Cost 


Name or Account S#Hartina AMOUNT PER FT. 
‘Sampling plant........ 85 $64.01 $0.75 
Roasting plant........ _ 164 118.24 0.72 
Boiler and blacksmith 
BELOW ciate, 2,0 o107tase so 51 105.59 2.07 
Machine and carpenter 
SlOD Ie. See ce eee 162 289.29 1.79 
Sample room... .:.... 26 23.39 0.89 
Structural Steel 
Name or Account 
Trestle approach to reverb. building............... p 


STRAP O RING el cforms ataiofelecsrarcis «a ceore Mocs 6 CoGierderere 
Trestles to receiving Din8s ...6. 6s. ce ee soot ese os 
REGOLVAIIR DUNS cf -1s10/cletose (ei vie als aie civ oye e-edie Weleleceauareie 
Crushing oplanth copier ate seit civ gsielere custo stats lev 
SS HINT MIO AAVG Sento Pe eck evo fol ee! tiers ela, a Ar avote speimreccie stores 
HES CLL yp) eta be oy tee rch eho ietro cerca acl rattoai Rhos shou vara layatfetucapace 
UROMSEING Tolar tis, yore cays ore /elcbore Tote avers Risveveroye.s opm ovens 
PVOAStOL Gust) CR ATH DELsqy.loye tle < ae ayers od diss alcele eats e ale 


SELeVErbaratLOryapian bs coir cle stale s aie sieves wis a's lenesee osha 


Flues from boilers to. reverb. flue................0. 
IB OWeN OUI GINE.. sa i5:iclsislors ose! ovate Aiocenele one wie Saveretele-s ae, 
ORV OLEET MILI GER te cts reise. + fee > F aieie ayere ts eterno eles lone 
Converterdustehwm ber. c.ctns eos c auleetis.eeir ati saecs 
COMVEVIN BY SUSI ayers creat divers aleve aye -0psvenaie dleye"elete eves 
PLCVETDCTAVOLY- MLUC eicratase ailorolisvers where! sheutelise Sia! 6 ave eis 
(CLS SETS SENT on ESE OO GOUOO- COL eT OR Onan 


Bolleriand: bigacksmith SOD. oi6e diss .0/4.0sdiwielsvata <0 0s © 
Machine-and carpenter Shop. . 0.1. o0i0 5 ceed ees ne 
\WHDRELIREE GN A SG MO COICO OOOO Ener Oe CHOON TI 


Total 
Tile Walls 


Lazor Cost 


PER 
. Fr. Amount 
NAME or Account Cu. Gaunt 


Roaster flues......... 2,365 $374.82 $0.16 
Roaster dust chamber. 14,980 2,268.29 0.15 
Converter dust cham- 


einer aveaiareaiefe.< secure 6,369 1,620.05 0.25 
Reverberatory flue.... 6,400 1,272.86 0.20 
Roaster dust chamber 

Pisces sees cite 4,231 1,018.13 0.24 
Boiler and blacksmith 

SWOOP tei clea aielels' = ets 2,297 477.95 0.21 
Machine and carpenter 

Bhonserinerceie aor. 2,397 531.45 0.22 
Warehouse.........+-. 2,342 438.00 0.19 
Power house........- 14,343 3,856.83 0.26 
Feed water heating 

DIANE nsclielsiere sfererele 706 285.99 0.41 


BOUSC S .6i50600 121010) 257 98.87 0,38 


Marterian Cost 
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Tota Cosr 


Amount PER FT. AMOUNT PER Fr, 
$1,871.07 $22.01 $1,935.08 $22.76 
1,999.89 12.20 2,118.13 12.92 
301.16 5.91 406.75 7.98 
1,513.36 9.34 1,802.65 11.13 
L7O. 07. 6.55 193.56 7.44 
AMOUNT Tons Coer 
PER TON 
$13,460.84 163.97 $82.09 
377.40 3.70 102.00 
9,269.48 109.35 84.77 
29,276.63 353.09 82.92 
2,420.36 25.07 96.54 
10,408.12 110.85 93.89 
47,404.86 548.71 86.39 
37,252.67 445.28 83.66 
34,745.41 415.68 83.59 
40,799.76 461.09 88.48 
2,815.32 34.78 80.95 
25,839.85 292.03 88.48 
69,359 .60 783.86 88.48 
20,371.20 238.30 85.49 
19,365.98 211.73 91.47 
3,593 .06 41.61 86.35 
6,616.44 81.99 80.70 
9,209.36 94.46 97.49 
2,913.90. 32.72 89.06 
3,431.42 38.23 89.76 
3,734.08 39.76 93.92 
23,773.13 254.29 93.49 
7,694.58 86.81 88.64 
2,262.90 26.63 84.98 
$426,396.35 $4,839.99 $87.13 
Materia Cost Toran Cosr 
AMOUNT PER AMOUNT Bee 
Cu. Fr. Cu. Fr. 
$400.36 $0.17 $775.18 $0.33 
2,585.45 0.17 4,853.74 0.32 
2,182.40 0.34 8,802.45 0.60 
1,696.39 0.26 2,969.25 0.46 
1,573.06 0.37 2,591.19 0.61 
612.62 0.27 1,090.57 0.48 
571.28 0.24 1,102.73 0.46 
477.86 0.20 915.86 0.39 
4,510.20 0.31 8,367.03 0.58 
234.36 0.33 520.35 0.74 
84.28 0.33 18315 0.71 
$0.26 $27,171.50 $0.48 


Total...........----- 56,687 $12,243.24 $0.22 $14,928.26 


30 UNIT CONSTRUCTION COSTS 


Unloading Brick and Tile 


Cost 
NuMBER ’ Name or Account Totat Cost Tons Ee Tees 
S105. Ol. seOaster Prick <-crajeioe0s vada sinkacis Ve as stele alate eae $363.14 1,231.01 $0.21 
8123.11 Roaster dust chamber tile............-+--++--eeee0% 307.72 525.05 0.58 
8304.01 Reverberatory furnaces...........seseceeeeecsseee 1,264.49 2,279.49 0.55 
8805.01 Cross ahd header flues... 5... :s sins eye vitals mse! alniels 497.60 1,329.23 0.37 
8309.02. Waste heat Doers. 5... ccc » amples Iotane aisle epwlaieiotele iaieitals 518.91 1,073.74 0.48 
8309.12 Oil-Hiréd Doilere wiiinicic cie sieeie cgrs pl © ain eats ns vee 183.94 228.11 0.81 
$405. 13 “COmverGerd. ois os ocseiccg wieid-s + o\si60ie distally atara levers aes ooe me 186.25 579.30 0.32 
8423-11. ‘Converter dust chamber cccleis sisi sans suceeloioi sbviers saaretalln 37.61 155.20 0.24 
SO13.01) Reverberatory Aue. ceciers. vote acc w ayetaaieethe ieee) teitouana 57.79 278.33 0.21 ’ 
8628.01 Roaster dust chamber flue..............20+20e+e05 57.60 171.40 0.34 
8703.21 Boiler and blacksmith shop...............2+--++++++ 18.89 69.70 0.27 
8717.21 Machine and carpenter shop.............++-+--ee0% 44.06 58.80 0.75 
SSlacok » WAaTCHOUse ss 1 vice a copie.» &i6.0%0 Lear e Monetiol sel wiein aints) ae (etetaleta 16.50 74.20 0.22 
DOGS LT Power Plantes ace «ovals sie) ssusccllgrs, overex chor clenarnrallareteteleretere 332.57 522.70 0.64 
9017.031 Feed water heating plant... .......0. 0 cscwss cones 24.91 30.00 0.83 
Total Scie sais o 2.0 cern istovatel one’s, 5 pias inleseustetee een acetone ated $3,911.98 8,606.26 $0.45 i 
These costs cover such costs as cleaning the site for unloading, building runways where needed, : 
constructing brick sheds, and checking the quantities of the shipment, as well as the unloading of the . 
various shapes in separate piles, ‘ 
Ventilators 
No, or Lapor Cost Materia Cost Tota Cost 
NUMBER Name or Account varer: AMOUNT Sane AMOUNT ee AMOUNT nips 
LATORS VENT VENT Veit . 
8703.31 Boiler and blacksmith 
BOD A syeletetie sclera eres 3 $16.01 $5.33 $261.50 $87.17 $277.51 $92.50 . 
8717.31 Machine and carpenter 
BHOD swt hohe strc ee 3 11.16 3.72 248.24 82.74 259.40 86.46 
6 $27.17 $4.53 $509.74 $84.96 $536.91 $89.49 : 
48-in. Burt ventilators, square base, set on wooden roof ; 
8812.31 Warehouse............ 3 $30.38 $10.13 $207.12 $69.04 $237.50 $79.17 : 
48-in. Burt ventilators, round base, set on corrugated iron roof : 
9003.3 Power house.......... 6 $125.60 $20.94 $439.76 $73.29 $565.36 $94.23 
48-in. Burt ventilators, square base, set on concrete roof ; 
9017.045 Feed water heating ; 


DIAM G Hoes nnseielovn wes oe 2 $142.14 $71.07 $49.20 $24.60 $191.34 $95.67 
42-in, ventilators made in new smelter shops, set on wooden roof 


Windows and Doors 


Sa. Fr. Lazsor Cost Martepriau Cost Torau Cost 
OpEN- 
NuMBER Name or Account ie A See 
Te AMouUNT So. Tn AmMouNT Saves AmouNT So. Fr. 
7703.1 Crushing Plant. ies eee 529 $84.00 $0.16 $170.71 $0.32 $254.71 $0.48 
7803.1 Sampling plant.......... 2,086 332.94 0.16 564.90 0.27 897.84 0.43 


2,615 $416.94 $0.16 $735.61 $028 $1,152.55 $0.44 
The above accounts cover wooden sash and frame set in steel and corrugated iron building 
8843.5 Sample room............ 298 $32.39 $0.11 $118.85 $0.40 $151.24 $0.51 


; The above account covers wooden sash and frame set in wood and corrugated iron building 
8703.1 Boiler and_ blacksmith ; 


BSHOD Een eis ela cia aula ener 2,581 $693.02 $0.27 $2,456.28 $0.95 $3,149.30 1,22 
8717.1 Machine and carpenter : ba ie = 
BHO dais. ata ae Py Sere 3,037 923.61 0.30 2,992.16 0.99 3,915.77 1.29 


5,618 $1,616.63 $0.29 $5,448.44 0.97 $7,065.07 $1.26 
The above accounts cover steel sash and frame set in steel and tile curtain wall building 
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Windows and Doors (Continued) 


Se. Fr. Lasor Cost Materiau Cost Torau Cost 
NUMBER Name or Account Oprn- Amount Prr Amounr Purr AMOUNT PER 
ING Se. Fr. Se. Fr. Sq. Fr. 
S312 l= Warehouse.....26 0s << o- 1,982 $533.02 $0.27 $1,056.31 $0.53. $1,589.33 $0.80 
8822.5. Laboratory..:...:¢...... 823 208.70 0.25 480.33 0.59 689.03 0.84 
9017.035 Heater house............ 186 59.83 0.32 99.98 0.54 159.81 0.86 
9017.24 Cond. water pump house. 57 26.02 0.45 22,68) e040 48:70) © 0°85 


3,048 $827.57 $0.27 $1,659.30 $0.54 $2,486.87 $0.81 
The above account covers wooden sash and frame set in steel and tile curtain wall building 
9060.06 Oil pump house.......... 124 $83.60 -$0.68 $65.02 $0.52 $148.62 $1.20 
The above account covers wooden sash and frame set in concrete walls 
9003.2 Power house............ 4,044 $974.38 $0.24 $3,319.93 $0.82 $4,294.31 $1.06 
The above account covers steel frame and wooden sash set in steel and tile curtain wall 
building 


Wire Baffles 


Lasor Cost Marteriau Cost Totau Cost 
PER C, PER C. PER C. 
MBER Name or Account C. Wires AMountT AMOUNT AMOUNT 
Nu = WIRES WIRES WIRES 


8123.01 Roaster dust chamber.. 604.80 $523.63 $0.87 $4,758.23 $7.87 $5,281.86 $8.73 
8423.01 Converter dust chamber 166.10 138.86 0.84 1,101.95 6.63 1,240.81 VAT 


770.90 $662.49 $0.86 $5,860.18 $7.60 $6,522.67 $8.46 


Woodwork 
Lasor Cost Martertat Cost Tora. Cost 
PER PER PER 
Numser Name or Account M.B.M. Amount M.B.M. AMOUNT MBM. AMOUNT MBM. 
7308.3 Trestle approach to ‘ 
reverb. bldg...... 27.65 $703.93 $25.45 $768.92 $27.81 $1,472.85 $53.27 
7314.3 Trestle to receiving 
PINS poate aun oxcrare 27.21 572.23 21.03 83811 30.80 1,410.34 51.83 
54.86 $1,276.16 $23.26 $1,607.03 $29.29 $2,883.19 $52.55 
9052 Cooling tower...... 12863 3,181.33 24.73 5,415.47 42.10 - 8,596.80. 66.84 
9060.16 Track bumpers..... 3.16 246.74 -78.08 47.92 15.16 294.66 93.25 
Wooden Floors 
Lasor Cost Materia, Cost Toray Cost 
PER PER PER 
NuMBER Name or Account Sq. Fr, Amount So. Fr. AMOUNT So. Fr. AMOUNT Ratha 


8717.40 Machine and carpenter shop. 4,136 $269.80 $0.07 $593.30 $0.14 $863.10 $0.21 
See sketch No. 24 


oe” da 


a 


NuMBER Name or Account Sa. Fr. or Torat Cost 
Fioor Space AMOUNT Per Sa. Fr. 

7700 Grushing plant. sss cutee =o cine aie ths sists tieveie ts siete 1,650 $5,968.32 $3.62 
Includes accounts 7701 to 7703.2 inclusive and 7707.1 : 

7800 Sampling platten,.ccters + cists eereleiorm <tergelns yen ian slats 6,140 16,299.16 2.65 
Includes accounts 7801 to 7803.11 inclusive, 7806.1 and 7809 i 

8100 Roasting plant. <2 sxe cscs tos sore « Metals ofels telere lets 28,740 43,322.75 1.51 
Includes accounts 8101 to 8103.1 inclusive, and 8109 

. 8300 Reverberatory plant...... we anki rea Sbheneictdva an atah opel 20,370 50,687.28 2.49 

Includes accounts 8301 ($784.32), 8302 ($8,560.45), 8303 and one-half of 8313.1 

8307 Reverberatory boiler building................... 14,310 . 36,887 .67 2.58. 
Includes accounts 8307; 0.04; 0.1; 0.2; 0.3; 8308, one-half of 8313.1 

8400 Converter DULGING svar. as.s eng ac tes olen eee eee 26,084 87,231.14 3.34 
Includes accounts 8401, 8402, 8403, 8409.1, 8413, 8414, 8416, 8416.1, 8416.11 and 8416.2 

8700 Boiler and blacksmith shop.............eeeeee0. 4,424 11,320.58 2.56 
Includes accounts 8701 to 8703.40 inclusive, 8703.60 and 8708 

8714 Machine and carpenter shop.............-.+e008 5,144 14,905.56 2.90 
Includes accounts 8714 to 8717.50 inclusive; 8717.60 and 8722 

8809  Warehouse..........eeseeeeeeee Cader et eeee 5,040 —-:11,512.93 2.28 

= Includes accounts 8810 to 8812.50 inclusive; 8813.10 and 8813.11 

8819 TFA OLEUOLY, cial enc raises stu ahgre tutors oi erery <1 citi eel ecaete iene 1,492 11,363.77 2.92 
Includes accounts 8820 to 8822.5 inclusive; 8825, 8828 and 8829 ; * 

8840 Sample FOO Gey ee «iepetras kates: 4 epeeicis ele ee Orne 600 991.46 1.65 
Includes accounts 8841 to 8843.5 inclusive; 8846 and 8848 : 

9000 POWER DIANE sjalrtis sive) «5 1atele-ap erate Vee Ree te eee 32,096 77,452.56 2.41 
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CHAPTER III 
COMPOSITE COSTS 


Cost of Buildings per Square Foot of Floor Space 


Includes accounts 9001 to 9003.61 inclusive, excluding 9002.2 


Cost of Buildings per Cubic Foot 


NumsBer Name or Accounr Cu. Fr. 1n TotaL Cosr 
BuILpiIn@ Amount Perr Cv. Fr. 

7700 MEHIALITEE SIAL tsa eis a dccs 6 oink Riclats, & he ce ete 27,040 $5,968 .32 $0.22 

7800 Bampling plants cv esses sneleivse eaves Diab falcata ele 80,547 16,299.16 0.20 
8100 CRIA CT IC OMG U aerate el «task yards cic, os rete re ee. 410,140 43,322.75 0.11 ; 
8300 MESVOLDETALOLY DANG? sro. cz viru sitisciciel cron ee 474,350 50,687.28 0.11 
8307 Reverberatory boiler building...........; ne eiataeeae 500,850 36,887.67 0.07 
8400 Converter UUROUE Rive © We wis ePnie.eretha het ae 1,529,636 87,231.14 0.06 : 
8700 Boiler and blacksmith shop..................... 86,268 11,320.58 0.15 

8714 Machine and carpenter shop.................... 100,308 14,905.56 0.15 : 
8809 PWM OIMOURO re mite cre, wialtiais nue vind 4 yp ete dh ope epi 83,160 11,512.93 0.14 i 
8819 THAT OSALOR VR AM ica i no 6. 0)5 550 5 lw ede armeeiok e 16,140 4,363.77 0.27 

8840 (Spica Retire ita. 50 20 ae eee eee ee 6,000 991.46 0.16 

9000 PW CUNOMEE AEG P etree oi .cleca vin oraie meee new ets 784,000 77,452.56 0.10 


In the above costs the same account numbers are used as in computing the cost of buildings 
per square foot of floor space. 


: 


—_—) * 
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Cost of Buildings Equipped per Square Foot of Floor Space 


NUMBER Name or Account Be. Fr. oF Torat Cost 
Fioor Space AMOUNT Pur Sa. Fr., 
7700 rushing plantoceser, sets oe PON eu wins see voae 1,650 $9,268.62 $5.62 
Accounts 7701 to 7707.1 inclusive : 
7800 Sampling-plant oe nese aces eects Obes eee 6,140 34,108.74 5.56 
Accounts 7801 to 7810 inclusive 
8100 Roagtingholant mee tt otis dete oh nen fepioos 28,740 136,734.87 4.76 
Accounts 8101 to 8113.2 inclusive 
8300 Reverberatory, planitecs. s<ev"se.« ce we c cis Sere « 20,370 172,171.55 8.45 


Accounts 8301 to 8305.2 inc.—8307.2, 8312 and 8313, deducting one-half of each—8314, 
8315 and 8318—8316, deducting two-thirds of this account 


8307 Reverberatory boiler building................ 14,310 159,716.26 11.16 
Accounts 8306 to 8317.2 inc. deducting one-half of 8307.2, 8312 and 8313.1, and two-thirds 
of 8316 
8400 @ouvyerter building: tacuaktaae keen oe oie see ee 26,084 216,033.37 8.28 
Accounts 8401 to 8419.4 and 8425 to 8426.4 inclusive 
8700 Boiler shop qdeolhiecss rece a Fe tar Te TOC RATT 4,424 21,449.23 4.85 
Accounts 8701 to 8708 inclusive 
8714 Machine and carpenter shop..............00+ 5,144 27,356.27 5.32) % 
Accounts 8715 to 8722 inclusive 
8809 WVARON OURO Serctefe <on/etese ihe inieys, sieratiene le «aes Sicerane 5,040 13,602.71 2.70 
Accounts 8810 to 8813.11 inclusive 
8819 a DOLALOLVY ae eros te oe eels 6,310 Sieve ci reiete cine eea Chere 1,492 6,144.02 4.12 
Accounts 8820 to 8831 inclusive 
8840 PAMple TOOL. macten cee ot Soe ee eee eleee ns 600 2,826.11 4.71 
Accounts 8841 to 8849.2 inclusive 
9000 Ow OrallOuise sant mec cco meine ee cake ers ote cuss 32,096 359,590.10 11.20 
Accounts 9001 to 9004 and 9006.01 to 9016.01 inclusive, deducting one-half of 9014 to 9014.05 
inclusive. 
Cost of Buildings Equipped per Cubic Foot. 
NuMBER Names or Account ie et Toran Coan 
; Fioor Space AMOUNT Per Cu. Fr. 
7700 COTEREEN OUP LAD Givers ao ere che resend ale src 6 elites, Seuie 27,040 $9,268.62 $0.34 
7800 Samaplin er plate parece cviccels sieisrerereteroipisse se 80,547 34,108.74 0.42 
8100 PL OASCIN PLATE wrayer aval tine: oes te'<<ayn, 216 lovey aye byeusiaker _ 410,140 136,734.87 0.33 
8300 Reverberatory: plants ids ss' «+s: 6 eb elotare eles 474,350 172,171.55 0.36 
8307 Reverberatory boiler building............... 500,850 159,716.26 On32 
8400 Wonverters wil Ging rercssstecsrscote 3 ea! b1 etshoois0) 040 1,529,636 216,033.37 0.14 
8700 Boiler and blacksmith shop.............+-5 86,286 21,449.23 0.24 
8714 Machine and carpenter shop............... 100,308 27,356.27 0.27 
8809 VW ARE NETEIOS BE RE ig GGG Gn DER O Ciecieaens oma 83,160 13,602.71 0.16 
8819 QD OLA TOY selene ere eieuals, Sie.s-F istetao-saiayel. arate overs) > 16,140 6,144.02 0.38 
8840 DAEGDIC LOOM sierra sls eiele «oie ibicteistere 6.0%, 0) eens ra!lere 6,000 2,826.11 0.47 
9000 OW OTHNOUBE Ns fest efofsteiatsiolonssa) ol visielo ona ieee eve, a) «18 784,000 359,590.10 0.46 


The amounts shown above are the same as those used in the cost of buildings equipped per 
_ square foot 


Bedding Plant and Bunker Bins. Cost per Cubic Foot of Capacity of both Beds 
and Bins : 
Capacity Torat Cosr 
AMOUNT Pur Co. Fr. 


2S AM Clie Lbarsle shel eleisie sje» ci since wie cisie » sieiviaie os 0's 0/60 ¥e's'emolelssieieiis $150,939.05 $0.66 


This cost consists of accounts 7901 to 7908 inclusive 
The capacity was obtained by actual measurement 


Three Spreading Beds. Cost per Cubic Foot of Capacity 
Totat Cost 
AMOUNT Par Cv. Fr. 


Capacity 
GPs SO etle Lb ceremt lasts alata cone elolete: avclevarate lee scilslcie walle a,eVa¥le 140) 0) s,/olvie.0 $120,177.94 $0.75 : 
This is partly an estimated cost. It was obtained by deducting the cost of the bunker bins 


installation from the total bedding plant, and substituting therefor such excavation, founda- 
tion, steel work, etc., as would be necessary to provide for conveyors 71 and 101 


VOL. XLIX.—3 - , 


34 


Receiving Bins—Cost per Cubic Foot of Capacity 


; Capacity 
TL; SSO-GU at baneretels cin crevane teres 


This cost consists of accounts 7401 to 7404 inclusive, and 7407 
The capacity of the receiving bins was obtained by assuming that the material lay on a one 
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and one-half to one slope on falling from the cars 


Tora Cost 
AMOUNT Per Cu. Fr 
$38,073.73 $3.34 


Conveyors—Cost per Ton of Capacity 


ConvEYORS 


Se OAD B= LALA isiscey vee srs 


The above costs do not include any steel supporting structure for the conveyors. 


are taken from the designers’ drawings 


CAPACITY, Toran Cost 
Tons PER Hour AMOUNT Per Ton 

a6 100 $3,258.11 $32.58 Account 7405 

ae 150 2,853.22 19.02 s 7405.01 

he 250 6,938.01 27.75 a 7904 

ne 450 9,929.99 ) 22.07 . 7904.1 

af. 500 11,668.39 23.33 % 7904.2 

a 100 969 .20< 9.69 *% 8113 

oye 200 8,948.62 19.74 o 8113.1 

a 100 2,674.24 26.74 “8425 

= 700 13,716.49 19.59 es 8505 
Capacities 


Complete Conveyor—Cost per Lineal Foot 


Convryror No. 


NOwG a4, 0) On lly 14s Sales oa Sas 


Cost consists of accounts 8501 to 8505.2, and 8506. 


Tora. LENGTH 
1,284.9 ft. 
The total 


AMOUNT Cost PER Foor 
$44,290.65 $34.47 
length is the sum of the lengths 


of the various conveyors measured from center of head pulley to center of tail pulley 


Cost of Cooling Tower per Thousand Gallons a Minute , 


M Gattons Per Min. 


Cost consists of accounts 9050 to 9053 inclusive 


Toran Cost 
Amount -. Per M Gations 
$26,273.01 $2,189.42 


Cost of Dust Chambers per Cubic Foot 


NaME 
Roaster dust chamber......... 
Converter dust chamber....... 


NAME 
Reverberatory flue............ 
Roaster dust chamber flue..... 
Flues from boilers to reverb. 


Reverb. fluences teres. 
Roaster dust chamber flue..... 
Flues from boilers to reverb... . 


Converter flue......+++ys+++> 


Torat Cosr 


Cu. Fr. Amount Perr Cv. Fr. 
256,860 $49,664.76 $0.19 
67,210 27,813.58 0.41 


Cost of Flues per Cubic Foot 


Tora Cosr 


Cu. Ft. Amount Perr Co. Fr. 
63,420 $13,453.70 $0.21 
29,527 12,859.10 0.44 
6,734 2,983.42 0.44 
10,705 7,602.88 0.71 


Cost of Flues per Lineal Foot 


Tora Cosr 


Lin. Fr, AMOUNT Parr Fr, 
250 $13,453.70 $53.81 
170 12,859.10 75.64 
246 2,983.42 12.18 
208 7,602.88 36.55 


Accounts 8121 to 8123.3 inciusive 


oS 8421 to 8428 os 


Accounts 8611 to 8614.2 inclusive 


> 8625 to 8629 “ 


er 8306 to 8306.2 * 
" 8621 to 8624 Ste 


In obtaining these costs the same 


accounts were used as in com- 
puting the cost of flue per cubic 
foot. 


Reo ee 
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Cost of Power Plant per Indicated Horse Power, 
Boiler Plant Included 


Toran Cost 
AmMouNT Pur LH.P. 
NMR AME ay Toit Dike ol a ied suits, wide, Sha Sioze Peo esas Sta Te ee ie nk ae le $589,717.16 $55.32 
Cost consists of accounts 8306 to 8313.1 inclusive—deducting one-half of 8307.2, 8312 and 8313.1. 
8316 to 8317.2 inclusive—deducting two-thirds of 8316. 9001 to 9004 inclusive. 9006.01 to 9053 
inclusive. 9060.20 to 9060.23 inclusive—deducting three-fourths of these accounts. 


: DIB) & (Ee 
= SHUUL DATOS ete eae Seema Ns Ne na MOR eA orang ed ots ci ci € Dokl staat ore Cec iced 9,460 
ZEN OCA DET ZED Onels. am setters ais stan ah oac Giieuonan coon 1,000 

Dain COMMPCOSROL: aol sat eee wee ole excel, owe lois estan 200 

ANON [5 GORRSOIO IER ni Oe SOIC OIG? COL ae REE eee ae 10,600 


Cost of Power Plant per Indicated Horse Power, 
Boiler Plant not Included 
Toran Cost 
HP ak 5 AMOUNT Pur I.H.P; 
SPECS CH DE Meee t ee Worst ett MA cece eM eny to Walia’ a's TAs atlandee oo PTS waste Ole Oa Gi A alanis $398,631.17 $37.40 
Cost consists of accounts 9001 to 9004 inclusive. 9006.01 to 9016.02 inclusive—deducting one- 


half of 9014 to 9014.05. 9017.20 to 9017.27 inclusive. 9018.1 to 9022 inclusive. 9050 to 9053 
inclusive 


Cost of Boiler Plant per Boiler Horse Power 


i Toran Cost 
BorterR Horse PowEer AMOUNT Prr Horss Powrr 
Glee Meee are aNeintoctaitn cnailetorchie aia atave tastes dpeid susele eisree exe $191,085.99 $31.11 
Cost consists of accounts 8306 to 8313.1 inclusive—deducting one-half of 8307.2, 8312 and 8313.1. 
8316 to 8317.2 inclusive—deducting two-thirds of 8316. 9014 to 9014.05 inclusive—deducting one- 
half of these accounts. 9017 to 9017.15 inclusive. 9060.20 to 9060.23—deducting three-quarters of 
these accounts. 


Boiler Horse Power 


7 waste heat @ 713............ eee eee ee eee cette teen ence ees 4,991 
BOG B these (ez fer en dn Sic Dic hoo MODES 6 Ud OO ARON TOO G0 COOL Ose 1,152 
WE Obal DOUOP WOLKE DOW El anctaleie sito) alesis o cista sia ieyesevaia ake ale wie te 6,143 


Cost of Reverberatory Plant per Ton of Capacity 


Tora Cost 
Tons PER 24 HR. AMOUNT Prr Ton 
1 WU cok ae 6 cele ota stutto Bas Orton oan ee Me RRR SON $172,171.55 $143.47 
Cost includes accounts 8301 to 8305.2 inclusive. 8307.2, 8312, 8313.1—(one-half of each). 
8314, 8315, and 8318. 8316—(two-thirds). 3 reverberatories at 400 tons per 24 hr. capacity. 


Cost of Complete Roasting Installation per Roaster 
Torau Cost 


No. oF ROAstTEers AMOUNT Per ROASTER 
SNM ee ete ee SINT Een Selereco tictirs Seer s pues ass $136,734.87 $17,091.86 
Cost consists of accounts 8101 to 8113.2—Roaster building and roasters 
eR nce chery ariel tetaus. ceavrets (ode cyowe) 0:15, heels akeca pate inte iace $199,258.73 $24,907.34 3 


Cost consists of accounts 8101 to 8113.2 inclusive—Roaster building and roasters. 8121 to 8123. 
inclusive—Roaster dust chamber. 8626 to 8629 inclusive—Roaster dust chamber flue. 


Tracks—Cost per Foot 


Lazsor Cost MateErian Cost Toran Cost 
Lenetu or Track AMOUNT PER Foot AMOUNT Prr Foor AMOUNT Per Foor 
14,116 ft. $38,190.18 $2.71 $27,335.46 $1.94 $65,525.64 $4.64 


This cost consists of accounts 7301 to 7305 inclusive. The 697 ft. of track which was on trestles 
was deducted from account 7303. 


ie 
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OccUPATION 
Blacksmiths......... 
Ses helperd sjiseccetals 
oo “ee 
oe “oe 
Boilermaker boss..... 
Boilermakers......... 
#8 ‘*  layer-out 
ss ‘* helpers... 
Brick masons........ 
Br GOTIGOLB so. 47'« a10 (575 
Carpenter boss....... 
Bede CLANS cece eve 
2nd. class. .<.'. + 
pa DOLDETS v's o/ciacele.s 
bs (with tools)... 
PS hel persis. vaxs eee 
Cart drivers......... 
Cement finisher boss.. 
“cc 46 
oe o 
Concrete boss........ 
SSP MIXOTG jako ec sia 
Corral bossy <i): <is.»:0.¢ 
meme TILOMT sere shay sve sis 
WSTIOLA sie. cists apcver ets e's 
Electrician boss...... 
“e “oe 
Blectrician........... 
Mem CLYOLH. oio;s ere0'er% 


Engineers, locomotive 


‘* compressors.... 
~* stationary. ..<. + « 
PALIOTS saci yc) wee oie 
Labor bosses......... 
“oe ae 
o “e 
Ti@WOUGHG le acenaiein ae viyis 
oe 


Machine shop boss... 
oe yt ow 
KOUtBIGE) readers. 

Machinist.,......... 
See DELL awta cit slaca. 

Miners, underground.. 
SPT BUTTACO are seis s © 

Office boys Meters fo pee 


Pipe fitter boss....... 


Pipe fitter. :....+..+. 
ss * helpers iva te 


A—American. 
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CHAPTER IV 


WAGE SCALE 


Fes. 28, 1912, 
Tren Hours 


Aprit1,1912, Juny 24,1912, Juny 1, 1913, Spr. 1, 1913, 
Ereut Hours 


Nine Hovrs 


Nine Hours 


Nive Hours 


A. M. A. M. A. M. A. M. A. M. 
Pad $2750. $4,000 ~.)....). $4.50)". .ee 94250. eee O5 meee 
cogs | Sadan Pave le oka ae tip eee ee 4 -50een ee 
or oe Jon eee 2.25: -3:00-)/ 3.00. 92502: SOL aa eee 
ge tGn bono eee . 3.00 3.00 2.50 2.50 
er ee ie nee ee 3.50 4428S ae 
waco we hehe: Nee Oe Rte 5, 50. has 5 Ome 
Soh Taman ida tet cere 450s Gaceckp 4250,-20 ose 4 oe 
nde ack gio Ree eee 4.75. iconne CSG 
De OPIey Aaa a ee 3.00 ..... 3.00 3.00 3.00 3.00 
loth see en eee 16.50. .sa00 | 16,5Da See 
eR ens eh aks te TA 12,25 ....% 19.96 
wee fen es ee G00. 22.54)» BS 00 sas ee OO 
A eae 200s oe B80 Go. 4.560" 2. 4:95 
4.00 ° 4.00 ahs cocnctee iichdne Mie ee ge! ha ee 
3,00 = 5.00%; 3.00 Se8s00 TOR Gone ee Se00 Maan 2:50 - tee 
otc ae Se ge = D2B02> Seon) 3850) wale ees OO 
ay em cht Oe eet | ee ea Ee Se ERE i Ss co 
0S geee I2, C ey aie 2595;0''95 95-5 ee 
ice nate Shoe es cao Re nn an ee ee mee 5200 gues 
es eget Sele te ee 4.550 phd on B50 eee 
Lohice GM Ge eee eee 3380-850. Sees 
sictalsvey TAL he ADESSO UP ole Ce 4.00.5 4.00 ©2505 ae eee 
hej aed Secret eee 4.80) Ph4cs oh 1& BO cas 
mR || eh a aa 2.25. Lu sce O28 ee i 28 oh be 
SSR ety 3.50 5.55. GBSE0') Skene = Sh50 mae cium dO eee 
2 kas’ t eee ee 2596-9. 2B ie ewe. anaeees. het 
ae 2.25 ge 8200 Sion oe nt aie ee oh oe oe 
Lae eg Lelong 4 eee ee ae 6.00 ..0s2 _./4-50 cee 
sw apie ts aps « Ree hae eee - eee eit 
Pr eet end te 8 4.80 2.4, See 
Me sayt owe’ v0 Uceatthee) in geet ne ae 3.00 2.28° 9.75 ceu9eee 
wslp ais! Isiab be a Aghia Se eae Nee ee 3.00 : 
eT PR on Nee oe eM Se SNe wen : 
aaa TOT Rew Se 8550.0 ky OREO oe eee a0 ee 
isd han kk aeae 8:00... ars. Dale. acid ee 
LY ie er ee 2:00; . eo" Sah ie ee 
See tang ute 3.25 2.00 4/00 Au.kmal 42000 cy, cue asDO ee 
Nef Pon lads 4.00 2.00 ccuhie niet 2O0R0" ere een 
eT es ee 3:00" hajco Pes oo nts ee 
erst 1.75 cove)  ETGR os pee OG Chee yea ns Se 
AG le yi TREE fs bo eae eee be Se 
so e'sre | lele’dist vo Sat on eee 5.00 . 5.00 wae 
PORTO re hh eae 5.50. sa Se 
mapa aaa he, 4.00 2... ~@:80 0.) apot ga eee 
GSN a3 3:00 ..... 3500 3.00 3,00 2.80 3.00 3.00 
1 eee 12:78. “Ui.dew 2.75. cee ee ee 
BPs Chea cee 2.25 TAS. . Bb Reo ere ne 
VOPR Re 2. 00n eas 22.00 
eee ee RN ere ce aia ee 
Mi. siesta eee ae i ae 5.50 ‘ 
i. :. 2.50 issu. abt 4:80, cwsccc> 4195 Se 
NBR ee Reade re 3.00 2.25 3.00 .... 
M—Mexican. 1 Bight hours. 2 Nine hours. 
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Wage Scale (Continued) 


Fre. 28, 1912, Aprin1, 1912, Juny 24,1912, Jury 1,1913, Smpr. 1, 1913, 


OccUPaTIoN Tren Hours Nine Hours Nine Hours Nine Hours Er:aur Hours 
Pao wr hOldersizcscere, 08 last sterateis Pe Ae Nee ed oO) aes Satan ae cick Oe eR Ot eae Butte: mo 
Plumbers...... sea cas ste Eee: Ae ee mies crie Secahelee Bc OU aienstaccre Cine ee sles, By estes Stood 
MEROLDOUS Pema. leartiucds aciovlen GieGine suc Qne BOOS ceravars Meet astetee ates ID Mace hec nterecAae 
RIS ROreDORSsaretaycn oe mere cis icl- nireicae = tA BOL" ress BOOS eigenen wees WL sisla elie w ta cut Soe arent 
Rigger SritertseNerc ctievers.c sia sinless oleetirs SP selatach) iaioest tera to clele Dro cs Be 2G in ace tek 
Satine itth.0 Joop ES, ce See ee eee Ab Oise tokens ibe usreatiers oats recor 
BERLE DOrsae.ae ieee Lhe. oma DEI SLO neeeiet sie Dats DBO © Oy Olen OR OA Me OTs 
pene MIGe Yoni par-aue) Hobe me sOaRe eins ae 2.50 2.50 3.50 3.50 
i DONTE OF EE Suton ps a tn AE ne ee ee 32 O0MerroO0MN. ier abaceni 
SLORELMASONUDOBS sac ss8 bebe? caidle lei *evere-by< SiO Gueeeierershe| Lei scthecz Teka yee er ee Bich Me Seiteleghe cote 
i! tie ot Ne eS ae SAOmmeaaaety JO LOU! es etn Si OOl mercies plete he raneittslom eae 
PLEO MULOUR miler nais>  sMus. clei. alareaavel use yare aeons te 4 OO Sites X vicie wae abe e oat athe ake 
See LOUIOT At siciaise icles © Risseccisn  a¥sreie. 1, kG arava, Mergen TAU OW A" saencictch Sa ERD ee mea ETO cae Beet 
Teamsters, 4 and 6 
hEadeseaa tect sit fore a.ae SF arceete OU Fitetgtae LANOe hesaa Manvtccs, “tle tena cpiene —pkate 
eee HOS Strate ce 550-2 whee e) Pein ds Ele ZOO, S27 c0O Boro on Ee eu2ds no sOOF renee: S00 Te otits 
eeeresnovandslins: 2-265 2520-200 2.00: 92250> | 2.50 9...5.)° ce. wean : 
Bee DIOW s/s zee secs eT O® Mavshe are Dolo C225 es FMRI eee cm Recht ree ica 
PEITATLORD secs ore) sev. a¥s10500% el det on ASO Ce Oe BOO a ctees 4.50 Meet 523. siaks 
eC LI OLS cic iepcte yet svn 0 ew eysis als, sete ae) ae ee 2 OU a a OOMME A Sear ee sickens 300m. 3 
EEGOUTOON ARAM eres seisie) osteaie nh) Bases DOO Beer aO kee irscvee ae Sates ef-s anelass ema sanine Eales 
PROGIFGHATPENELSsaiiece scisiser ele cers) ox wanes a) ERG! seen a A400) Seas eae steye dees: oiteas 
Track boss..... AGRE Oe ieis ist suite erg Sareea | wisieies ASAD! - carats ar sisrerais SEE TG a) Seleregoreecs ey ee 
WiAter DOYSincchwiecsie A aneave « LeS0S Gace 200m = 2200-2005 2. 002 COR mel a7. alee 
WHAPODOUSe HelDe anes Cswleics: swteau ate srs * anes ercrke Gateake o00.” 52.50 ts 00S ee as 


CHAPTER V 
RAW MATERIAL PRICES 


Prices of Raw Material F. O. B. Clifton During New Smelter Construction 


NameE : PRicE Unir 
PNGsro Ere U MC LEML IAL CE AGL Estewen to ateysye at or ccYonn axed: sinslells|dtsteve ‘site sVeysierisle leieisl.crscssaiats, 0,9, efe Sie, 0:61 ela;% $3.62 Cwt. 
PN BDE RUGS SICOUS a vc crereAiatel tdetael atvTelers, oie ole ose eee eebveNelie o'er aye I Perdis tarsne sh acxtauModelaicbe S146 5.68 cS 
Brick, red standard, 2” < 4/’ X 8” Bes, ste teeea bee ease aln cities spar omit ha iava. o18) Mave S¥suas 16.986 M. 

SN RLCA KAU) BtrATeHts, 25-0 Oe Ome OS U2 5. vistwalousrs ia nie vnocsiatels eles le laa yetecs; eevaieiave a 98.10 uu 

$s a B.2 oe DEL ae ee OSE eer ik, Peo stsieisl ho) eu vgoidiey sxevssenesa.e: « 2a 16: 6 ail alins ae 52.20 st 

ee 2 KO) te BTS 1B! S20 cit Siteiee 8 mie ace sieves. OS. 19 se 
ae SD st cs Le AOL EEL OG aetna akicate 5 wuteomyaur loka aeletear ne ia ere ames 148.62 sf 

SSMU SOE Trae 4 ae SALAS ee Oe are aiten ge fer oa state sexs seta eile wired ona Tackislcueiay okePajeisl oso bys 49.68 ue 

et SRCHAM GIIS 3: Ok EAA Cr Olea taaeh sk cudless re oi(traiaialbhe a]ienayalie’ a) abe o\e15 * wyeyeie, ae miate 40.00 

© Magnesite straights, 24/" X 457 K 97 1 ese ste ete ease sass inten Lao : 

Ee cs Special shapes at rate of $189.40 per M brick 24” X 43”” X 9”, figuring from cubical 


contents, e.g. ‘‘A” special is 2.3796 larger than a 24” < 4’ X 9’ brick, therefore 
would cost 2.3796 < $189.40. 


Wolts; carriage 2 S62! oss wcie wees cove cs ratextconsde tence hey ei iend cies ire teehee 0.97 Cc. 
SERMMRTITACITITICME A es ME Oc ac ei casye aia chee «Teka ate ce ie) IE \e a: ie lee WIRY we lals| oalse°) ay at vets (o's tte 1.01 
* Be i apclen Sok cine oa re a atos dr 2 20a eS 
¥ 5 EXOD EA a onsttalensisielatet ss PO Tia ISO ODD DOs Lo areca ~.. 13,04 > 

Bo eae Severo rubber, 7-5-3,’’, 30” mae Rie ayeneie tole So eee antes CO Ns 3.63 Lin. ft 

oe 5-3-3,’’, 20” ie nae eens BION: CON aOD ORE b tenes er atene 1.9168 
a a LA EET GAO Rae On er ME ae ene =~ O° 189S “ 
Castings, rough iron,..... A RE RSS cen ORG nara Or aac aeteraeiess 5 ..2.00 to 3.00 Cwt. 
Cement, ‘‘El Toro” brand...... BI reRRGEA ataus eitiny ots ustapanetah alii’ iso Saleen en 0.7225 sack 
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Prices of Raw Material F. O. B. Clifton During New Smelter Construction (Con.) 


NamME : Price Unit 
Clay) fren isin ¢ dare ones ov otet's Scere %s bale Tinlele..e axe # alotehnenimtd a etsisialepetal Tele faisieteteneT sete $7.00 | ton 
Glos, BECAMD. «cc Sadia: duw vile is wvavaie's holes eVejere a ofibe oles plat ohetn tall Stale stoke okey alr senor 8.00 to 7.175 = 
Conduit, #/ galvanized ........0.0.c0ceseeeeeeeeccenecccnrsecscesssessencs 6.39 C. ft. 
CLASOLITIO areas cccl cue Sis. Gravn (ola. wile beeleaa le pe epeiatalrecoh aa Miegiet aie ce eles NS alee Petree ete Name 0.23 gal. 
Grease, StArotio’”: NO. 4): asic vies s:cio\siie sin ie 0 ¢ nels sie) olaloheip «)0]s p/ain inl) sioiie elpielsisisiwtelats 6.50 cwt. 
Glass, factory ribbed, 134’ X 20.....6.00.cccccccccrenencscesacserrvwrssces 13.28 Cc. 
PIR sal fal fsiajesic's die tssave a (Soelerd 6 o's stolotan pie cate vinsateyoue helo 1bim umale] hole teeta ot erat eee aetna ete 20.35 ton 
as corrugated No. 22, 10-ft. lengths. .........cceceeccveccsecereescsrssee 0.9729 sheet 

Balvanised NOs 20.5 ice sa'- (6 st orovepefel atole rolenpis,elate tw infin nivale ollie) tele ehete tab ale fotes sete iai 3.49 cwt. 
MOF FOUN ANG SQUATE; DASE: «0st epeierste a opel ave ele rawel sleyates miattal elahetlel siecle ten tle i oteiey cacti 2.25 - 
OBA E DABG lod viele 5 ook 01a piste Shah csalsnateyo\fehapchona ete yeratene Uthat tidal ale esta tits tiers teatime aati 2.35 a 
OUD SHOOTS. Save. cere ots soeToheider Bic vee dee’ oie, aot eek osee: cite Ara Netra ace aY lta ketene tae ia taths ame cena 2.35 5 
Lumber common: R/O): Pivirdebie sieve 0 Wistaler ste syelietetetes wtederetete ete tatot emia eit leans 26.00 M. 

* No: 2. &.G flooring ss aiel ese serovar ol > ol catooe aim als attolir tata eee 31.76 se 
Teas WHEE 5 .cs:5.ce bic co oceuaioia ele lereloretiee ihe. 6] = fe) euatate loNe vagal eel state este es nc as 8.80 ewt. 

MAG) DUTIES Srress-o 24.6, wlte. earn, 6 lavacus eller a caialei steve €76v eval Poke Gin eae te aie Eee creas 10.00 . ton 
‘Nails; common, base cis)sjeicioiovare v anote! orate i etoMoyertl ov e’a: aft one als Gr eienete ety tiene aleeha oeitaratenetata 2.84 cwt. 
Oa Tins6Od Pox ci vas ote.a wre'e «nya Tatel stewie, sleitie’ shal otyenedey a alp nel Mubiete tev ainte avn ot afer ett 0.6163 gal. 
SUD OO g ptreies cla catota’s oad iw Vovel, &. alle Graces aiie ne PaT ane Je erecal ere es Ot Teed avese ten aia ec ae ea 0.12 se 
Papo bla ele. 1175. siecs ators cteter aici, ore clchet a scatigre ore eee alee a eta eee eee 47.53 M., ft. 
“ WD A aw gare) ates 0 bore ula eyujs(or GDh atone at peed Won te etta taal pet eca te atin ce eee eee 91.84 vs 
5 SOOF ANAT ox -'a hig, sc0i wre vise, Seenalol ws dipvela wal abu eteberel oleY alee ce xidrenete eta veliet gee amore ee neeeite ate 286.20 = 
- LAND | ib |: Re ea a ees © not Shs recs aes aR er ho Orta 516.10 - 
bs SE Bilin char irers'e whe aleveretieiahelinns ova pvetete level etait cs Wy ait ta «gine tain cena ete anata 776.87 Ms 
oes BOWER Oi IMs 5 sie a-ois b vlereie 3 ks, he 6. Am Ste eee CORalas Gas alate ere epee ee eee totieis eis nee ata Grit, 
td tee (LD ExN ys Rageo-d) wleyere’s. trent oiwe dp rote tee tole rw! aiawe ireland cahteeNats Sighe teed tale acai tena tate 52.80 ig 
of SOE DALAT cis Chava: pi aleieltin- 6 1 role 0 kVOradasig leis peewwrels gle terdtalekats tanita eieeeta avi lie aiery 193.00 a, 
Powder; Da Gk 6s wwe ahgas cise vo, 5!k/nln a 'eatodiate/ ew rele moe ehat orci e alate Pam gene eben re rahe aie 7.1008 cwt. 

‘ -stcproules,” ~30" per conta. 4 ot xan coin ol ciniele Watcha ie tees 11.576 to 12.0754 i ; 
Raila, 60,1b.isecond=hand si-./50\<'s\s-p pone d aateeeieg. seuss here eilate Denia eae aerate 27.50 ton : 
Rope Manila, Dases seis = xiac'. os dovichs > drecct pelea SiR ere Rane Rue rae acme eee ba eten 10.50 cewt. 

Hand, And Svavel le a:cteie aise sg's’ «clemson nad Steeles Ninn aiere tele Sietenire cette crits 1.00 ave. cu. yd. 
Bhatting, Sib OlR hci soc. «5 Sas uct ev aaa ee ee 3.78 owt. 
Silica teso8 BOd .§/sracccc. cts vera Are elo BNET eh RTee ede a Se canta dete erie 12.182 bbl. 
Steel wer Chur alas ov.y so oo sid wvarececiale wind winekalie astrs alee MRC Re INT Aaa IR eae cea ena ie lh cewt. : 
SDLCS MWALEO OB vra/sn5 Sis eig:0 lp Saugns a/cl'einsdca, btiS eg aly auelh  Cinteds Semele ae Ate ae ag eae eae 1.05 each 
Tile, 4 X 8 X 12, oR RRABO?”’. 3s nyeta g.kua sup ees aie elesste te Rainy ERE itne ok ince ee Renate ates eeeee 58.742 M. 7 
Walves, gate brass Grane”? 1 ino). ade disraole cascade cial ee Oe ee 71.96 “AC 

sh! i Me ‘ BUN, Sees ah cine s RAMOS ie Seb re ote ete ae 208.50 ne 

i i ‘is of 3: ITA 0,3 ate aed eres oldie tata enette CANOE ee ee eenne ieee 6.20 each 

me ar TB a BID. in ater canine 1, an whale ateleteh stttanuen Cele Gea ears 4.98 4 
Wire, Now Lo.weatherproof,. isc. ve hcs hu we eee etre ae eee Opin ee 23.18 ewt 

same NO, 41double) braid stranded. «iss. c ecueenan Caen aenn RE Mica haseeu 56.50 M. ft. 
eRe ING 22 LALVANIEEY 0i0!3/5'5.5:<icransyela eo coctie ol Ae VAS tet eRe eae 6.195 cwt. 
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64. UNIT CONSTRUCTION COSTS 
CHAPTER VI 


DESCRIPTION OF COSTS 


ENGINEERING 


Account 7100—Total Engineering Expense. 


This account is a summation of accounts 7,101 to 7,206 inclusive, also 
of 9,000.1, power plant engineering expense. These accounts cover the 
engineering expenditures as their respective headings would indicate. 
As the total engineering expense they represent a percentage of the 
total cost of the smelter, less the engineering and indirect expenses, 
and have been so reported. In the making of any total estimate based 
on the unit costs derived from this sheet, it is assumed that of the total 
estimate so arrived at, 5.40 per cent. will be taken and added thereto 
to ascertain the item of engineering. 


Account 7001—See Account 8999. 
Account 7004—See Account 8999. 
Account 7101—See Account 7100. 
Account 7103—See Account 7100. 
Account 7104—See Account 7100. 
Account 7105—See Account 7100. 


Account 7201—See Account 7100. 
Account 7202—See Account 7100. 
Account 7203—See Account 7100. 
Account 7204—See Account 7100. 
Account 7205—See Account 7100. 
Account 7206—See Account 7100. 


YARD TRACKS AND INDUSTRIAL SYSTEM 
Tracks 


Account 7301—Excavation. 

This cost covers all of the excavating, barrow and grading incident to 
bringing the road beds of the New Smelter tracks to sub-grade. The - 
materials worked varied from rock (Gila conglomerate) through hard 
clayey soil filled with one-man stones, to light loam. The means 
employed to excavate covered the use of powder, plows, picks and 
shovels, slips and fresnos. The work covered by this cost was not 
carried on continuously, but as conditions about the plant permitted. 
The unit cost represents fairly the average cost of shallow excavating 
in large amounts about the smelter site. 


Account 7302—Ties. : 
This account represents 700 steel ties, 7,656 white-oak ties laid in : 
track, 524 white-oak ties in stock; 300 Oregon pine switch ties laid in — 
track, and 1,082 white-oak ties used in temporary tracks and in han- 
dling machinery. There is also included here the labor of unloading, 
stocking, handling to points about the plant and placing upon the 
various grades. The steel ties are 7 ft. long, furnished with four No. 
23 clips for 60-Ib. A. S. C. E. rail, laid on 4 ft. 84 in. gauge. They | 
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were furnished by the Carnegie Steel Co. and cost $1.66 each. 
(See Fig. 10.) The white-oak ties are rough hewn, 6 in. by 8 in. 
by 8 ft., and cost $1.05 apiece. 

The aiteh ties were of Oregon pine, standard size and various lengths, 
according to their position in the track and the size of frog. They cost 
at the rate of $30 a thousand, board measure. The account thus 
stands as follows: 


EAD OLA MR Ret ee ce. Me $425.13 
WWiGOGRLICS ieee anrcke es tegsck scan. coaett 9,614.86 
Steel ties....... i BA EAN Wee Ba BAA Nee oa ps 1,162.93 


$11,202.92 


The average cost of each wood tie in the track represents $1.31. The 
ties were laid about 58 to the 100 ft. (See Fig. 10.) 


Account 7303—Rails and Rail Fastenings. 


The rails covered by this account were second hand, purchased from 
the Arizona and New Mexico Railway; 60 lb. A. S. C. E. standard. 
The track laid totaled 14,813 ft. long and was divided as follows: 


On wood ties in dirt On trestle 


arracks No. Gichs.e sos. 2,660 ft. PUTA CKRING send Nasctensieete ee 294 ft. 
Teche 1,023 ft. Lore ee. 403 ft 
cd os BBRaS 1,940 ft. 
ORR ae i 340 ft Guateelities 
Bee pipes O28 Ue . Track No. 13.........: 665 ft. 
Sei eck Cee 1,053 ft. ene 283 ft 
LS eemecrocrine 1,396 ft. 
A AS atest tye 1,060 ft 
LS rekon te. aioe 1,685 ft 
Bk sip yeast h Re 212 ft 
Ie teas meetin Bee 279 ft 
DOW ere tea. oh 290 ft 
Deseo sigh, valine os 585 ft 


- The account is divided up as follows: 


29,626 ft. 60 lb. rail @ $27.50 a ton..--........... $8,147.15 

986 pr..angle bars @ $0.50.....6.- sce eee nee ome 493 .00 

4,000 bolts @ $3.50 a hundred .................. 140.00 

- 4,000 nut locks @ $1.07 a hundred.............. 42.80 

05 kegs spikes-@ $4:54 0.05 0..50 06. ete c cee 431.30 
$9,254.25 

) IMUECAIER CIES Gos \cagicer Gn ect omits oo cnc cna os 585.54 
$9,839.79 

OLIN eerie neste as Gc hareen ce fe alee sce Rie aime 392.00 
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Account 7304—Frogs and Switches 


UNIT CONSTRUCTION COSTS ' 


The miscellaneous item covers many second hand tie plates, short rail, 
material for extra angle bars made on the site, and a portion of tem- 
porary construction. The labor item represents handling, unloading 
and work on angle bars incident to different punching of rails. 


This item covers the cost laid in track of the following number of frogs 
purchased from the Cincinnati Frog & Switch Co.: 


9 No. 9 frogs with switches ‘ 
7 No. 4 frogs with switches ~ : 
2 No. 23 frogs with switches. 


It also covers labor incident to replacing 4 or 5 old frogs laid previous ~ 
to the arrival of the new material. Included with the old installation — 
labor is the cost of making several new switch points. 


Account 7305—Laying, Surfacing and Ballasting. : 


This account covers the laying of all tracks in the industrial system 
about the smelter and the ballasting of such tracks where ballasting 
was required. The total amount of track laid was 17,150 ft., of which ~ 
697 ft. was upon steel trestles. 
The ballast used varied according to the conditions prevailing at the © 
time. A large amount of the track was ballasted with material bor- — 
rowed near the site, while. other portions were ballasted with red ; 

7 


eee mt 


oxide tailings from the leacher at the cost of $0.25 a yard, either dumped 
upon the track and spread with the use of the locomotive, or because 
of the excessive degree of track curvature for the locomotive, dumped 
and hauled to the place required. : 
The work of track laying and ballasting extended over many months, { 
being prosecuted as the tracks were required for use, and in some cases ; 

as the steel arrived or ballast could be obtained. All tracks were stand- 
ard gauge. . 
Trolley System { 
| 


Account 7306—Poles and Setting. 


This account covers the cost of stands, poles and ties to which the poles 
were attached as well as the labor incident to the erection of this work. 
There were 102 poles made of 4-in. pipe on an average of 16 ft. long set 
in a cast-iron stand 16 in. high. The accompanying sketches show \| 
four different conditions; double track with two poles used on the far 
sides of both tracks; double track one pole used between two tracks; 


single track and one pole and bracket on the under side of the slag 
track cut floor. (See Figs. 1, 2, 3 and 4.) ; 


NA 


UNIT CONSTRUCTION COSTS Or 


Account 7306.1—Brackets and Wiring. 


This account covers all the material and labor incident to putting up 
the trolley line brackets, stringing the wire and insulating the work. 
The length of the trolley system is 7,824 ft. of which 7,346 ft. is No. 000 
H. D. grooved copper wire and 478 ft. of 25 Ib. rail used through the 
slag track cut. The cost here has been figured on the lineal feet of 
system. Below is a list of the majority of items in the material 
account. 


50 Insulator brackets similar to Ohio Brass Co. No. 1,254 
200 Trolley brackets similar to Ohio Brass Co. No. 10,998 
Six 15° frogs similar to Ohio Brass Co. No. 10,115 
Six 15° frogs similar to Ohio Brass Co. No. 10,016 
Three 15° frogs similar to Ohio Brass Co. No. 10,388 


The messenger wire was }-in. seven-strand extra soft galvanized steel. 
Extension arms were made of 13-in. pipe, 9 ft. long. One-quarter 
inch rod was used for arm brace. The voltage carried for the line is 
250 D. C. 


Account 7306.2—Rail Bonds. 


This account covers cost of all material and labor incident to making 
the electrical bond throughout the trolley system. Each bond re- 
quired the drilling of two j-in. holes through the web of the rails. 
For the most part it was necessary to remove and replace the angle bars. 
Five hundred twenty-one No. 000 cable rail bonds with $-in. hollow 


comp. studs, 1 ft..11 in. center to center—type C. P. 2—A.S8. & W. 


Co. furnished complete with drift pins. (See Fig. 5.) 


Account 7306.30—Lighting. 


PON eee 


This account covers the cost of all material and labor incident to light- 
ing the trolley line. The electricity here used was taken direct from 
the trolley lines. Fifty-seven lamps—240 volt—120 watt carbon fila- 
ment were installed. Four-thousand feet of wire were used. 


Rolling Stock 


Account 7307—Cars, Electric Locomotives, etc. 


This account covers the cost of the following equipment together with 
the labor of unloading, trying out, removing the air brakes from the 
slag cars which came in on their own wheels, installing extra controllers 
on slag cars, and a large amount of repair work not carried by account 


7307.1. 
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Factory é 
Total 
Cost Freight ota. 


Three 18-ton calcine cars, weight of each 

including electrical equipment 33,200 lb. 

from Kilbourne & Jacobs Mfg. Co.#.... $7,200.00 $1,394.22 $8,594.22 
Four 225-cu. ft. capacity electrically oper- 

ated slag cars, from M. H. Treadwell 

Co. Cars are side dumped by 15-h.p. © 

motors; can also be dumped by hand. 

Weight of one car 57,000 lb........... 11,620.00 513.48 12,133.48 
Two 18-ton electric locomotives from 

Westinghouse Mfg. Co. Draw-bar 

pull 8,0001b. Each locomotive has two 

84-h.p. motors. Weight of each loco- 


motivemis/43-950i1bi. «ce cae rier eer 8,500.00 1,380.03 9,880.03 
One clinker larry car, 123 tons capacity, 10- 4 
h.p. motor, weight 11,000 Ilb........ 1,450.00 176.00 1,626.00 
Two trailer cars, 165 cu. ft. or 25,000 Ib. 
capacity, weight of each car, 5,000 Ib... 680.00 160.00 840.00 
Two 15-h.p. 220-volt drum type controllers 
for electric locomotives todumpslagcars §...... ~—....... 165.64 
One pair Schoen rolled steel wheels with 
axles for tlag: ears.above.s Fania wae Ac. 9S Sk pe : 115.66 
Miscellaneous materials. vig segesei ee re een ee 662.60 
$34,017 .63 


(See Figs. 122, 123, 124, and 125.) 


Account 7307.1—Calcine Car Alteration. 

The calcine cars with their pantographs on top were too high to operate 
successfully beneath the roasters. To overcome this difficulty the 
tracks beneath were lowered 1 ft. and the cab end of the car was 
cut down 18 in. in height. The pantograph was then placed on the cab 
end of the car. Much difficulty was also experienced with the panto- 
graphs themselves, especially when the cars were on short curves and 
taking switches. This account covers all the labor and material inci- 
dent to overcoming these difficulties. 


Trestle Approach to Reverberatory Building 


Account 7308—Excavation. 
The ground excavated was cemented sand and gravel, overlain with 
soil permeated with caliche. All the work was done by hand, using 
picks and shovels. The excavated material was cast to the side of 
the pier holes, and in some cases it was handled three times. 


Account 7308.1—Foundation. 
The kind of foundation here represented is the pier type. Sixty piers 
were cast 5 ft. by 5 ft. by 8 ft. One large abutment was 26 ft. high, 
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including its footing. "The mixture of concrete used was7 parts of gravel 
and sand to 1 part of cement, mixed by hand and transported in wheel- 
barrows, an average of 80ft. There was no reinforcing, but two anchor 
bolts, $ in. by 2 ft. long, were placed in every footing. About 70 
per cent. of the concrete was formed. The pier tops were finished to a 
perfect elevation. This is true of all other foundations where they 
support steel columns. 


Account 7308.2—Steel Structure. 

This steel trestle was a part of a contract between the Arizona Copper 
Co. and the Kansas City Structural Steel Co., who furnished erected 
the major portion of the structural steel about the plant, at a ton 
price of $72.80 f.o.b. El Paso, and the corrugated iron at $81 
f.o.b. Pittsburgh. In every case where a steel structure occurs 
in this cost sheet, an additional amount of money has been expended 
for a variety of purposes. A new unit price is therefore obtained 
which varies with the structure in question. The extra expenses 
entailed are the freight from Pittsburgh and El Paso, the lumber for 
nailing strips, air lines and power for riveting and erecting, extra 
trackage to deliver steel within required distance of erection site 
according to contract, and many smaller items rightly debited here. 
The unit figure therefore arrived at gives the actual cost of the steel 
structure as it stands in every case. There were 163.97 tons of struc- 
tural steel used here. 


Account 7308.3—Woodwork. 
This account covers the labor and material for the ties, walkways and 
railing upon the steel trestle. In the case of the ties they were laid 
for large part upon 173-ft. radius curve and required dapping to accom- 
modate a 3-in. web projection of steel plate sticking up from each 
of the two girders which they spanned. The material used was as 
follows: 


Le OGe eT OU DYNO TN ALES. OD ae ahaa in 4 aye slel >» aus 3 $652 .98 

9,248 ft. b.m. 2 in. by 4 in.; 4 in. by 4 in.; and 2 in. by 12 
ES OLLI ROUND CPILOD 4.0, Greode ee te acieienes sienna 21.37 
Neils pbolvsangemiscellaneous: sr... qa0 a: einai. Aes 94.57 
$768.92 


150-Ton Track Scales—Receiving Yard 


Account 7309—Excavation. 
The excavation was in tight sand and gravel. It was done with pick * 
and shovel, handled into cars and hauled 300 ft. . 
Account 7309.1—Foundation. 


This was a job of plain concrete mixed 8 parts sand and gravel to 1 
part cement, hauled 2,000 ft. by teams and wheeled in barrows 50 ft. 


| 
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to place. The concrete was principally walls with a few piers. Eighty 
per cent. of the exposed surface, other than top and bottom, was formed. 
A great many 3-in. bolts were set in the concrete. (See Fig. 7.) 


Account 7309.11—Cost and Erection. 
This account covers the material and erection of one 50-ft., 150-ton 
suspension platform track scale with type registering beam, graduated 
by 10 lb. The platform was arranged for two gauges of dead and live 
rails—4 ft. 84 in. and 3 ft. The scale was furnished by Fairbanks, ~ 
Morse & Co. The material portion of this account is divided up as 
follows: (See Fig. 7.) } 

Cost Freight Total 


One 50-ft. 150-ton = geri platform track ; 
SCHED Strack SPATE fo Saleh aire cia areas $1,351.00 $486.09 $1,837.09 — 
294raal Clips, tae eAeaat atc ieee att Bele ea ete 45.00 ; 
7p stands ance? 2 Pall DIOCKS e cmera aera 211.85 77.36 362.91 : 
Patterns for blocks and stands................ 28.70 : 

Structural’steelfor-track*scalesacy Saacw-os <resis ge ie eet ae ees 1,089.62 
Twenty-five 10 by 12 6 ft. ties and 2 by 12 ; 
MIATKS GOVCLING ii cn teehee oie ORRCRO Sens nih ie meric etre i OP ey fae 55.83 
Boltswashers: round aron, malls, eb0as.ciecc rate eae ate eee 105.41 
$3,450.86 


Account 7309.30—Scale House. 
This account covers the cost of material and Satie of the scale house. _ 
The building in plan is 9 ft. 6 in. by 10 ft. with a shed roof. Infront — 
it is 10 ft. 6 in. high, and in the rear 8 ft. The studding is 2in. by4in. 
and the rafters are 2in. by 6 in. The siding is corrugated iron and on 
the roof is 1-in. sheathing and composition roofing paper. There are 
. 


two windows in both front and rear, and a door in each end. (See 
Fig. 8.) 
Bridge No. 1 
Account 7310.1—Foundation. 

The concrete covered by this account consisted of two footings about 

6 ft. by 6 ft. by 55 ft. with two abutments about 3 ft. by 14 ft. by 55 ft. 

at base to 14 ft. at top. It was plain concrete, 7 parts sand and gravel — 
and 1 part cement, mixed by hand and by machine and wheeled 45 ft. 


to place. Ninety per cent. of the vertical and inclined surfaces were _ 
formed. | 


Account 7310.10—Bridge No. 1 Steel Work. 
This work was covered by the Kansas City Structural Steel Co.’s 
contract. (See account 7308.20.) The bridge consisted of two gird- 
ers—each of three 18-in. by 50-lb. by 20-ft. I-beams, connected with 


bolts and separators and anchored to the foundations with four 1-in. 
bolts. 
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Culvert No. 1 


Account 7311—Culvert No. 1 Masonry. 
This was a stone culvert 354 ft. long, with inside dimensions 4 ft. by 4 ft. 
The top was built of old 50-lb. rails at $15 a ton, spaced 8-in. centers 
~ and rendered tight with stones set with cement mortar in between rails. 
There is 20 ft. or more fill over the culvert at various points. The 
stones laid in cement mortar for the sides and bottom were obtained on 
the site. 


Retaining Walls 


Account 7312—Excavation. : 
This was a long narrow cut through fill, earth, and sand and gravel. 
It was taken out with-picks and shovels and transported 200 ft. with 
slips. 


_ Account 7312.1—Concrete. 

The concrete covered by this Acaam was a wall of gravity section, 
8 in. at the top, of various heights and 80 ft. long. The mixture used 
was 7 parts sand and gravel to 1 part cement, wheeled 50 ft. Half 
of the yardage was hand mixed and half machine mixed. 


Account 7312.20—Masonry. 
This wall was built of stone which was handy to the site and was laid 
in cement mortar. The wall was 124 ft. long, 12 in. to 18 in. thick 
and from 2 to 5 ft. high. 


40-Ton Track Scales on Calcine Track 


Account 7313—Excavation. 
The excavation here covered was a small rectangular cut through tight, 
red soil, filled with large stones. It was picked, shoveled and wheeled 
in barrows 50 ft. 


Account 7313.1—Foundation. 
The concrete under this account was eae walls about 30 ft. by 5 ft. 
by 22 in. and a 10-in. slab. It was mixed 7 parts sand and gravel to 
1 cement by hand and wheeled 25 ft. to place. About twenty-six 
3_in. bolts were set in the concrete. Eighty-five per cent. of the 
vertical surface of this concrete was formed. (See Fig. 9.) 


Account 7313.20—Cost and Erection. 
This account covers the cost of the material and its erection of one 
40-ton track scale. The scale platform is 24 ft. long with one 4-ft. 
1in. track passing over it. It has a type registering beam. The 
scales were furnished by Fairbanks, Morse & Co. Itemized, the 
material account stands as follows: 
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Cost Freight Total 


1 40-ton track scale complete................ $400 $116.86 $516.86 
6-in. by 6-in. ties; S-in. by 12-in. stringers. 2-in 
by: 12-in, decking 4.5.5". sje istelaialnatiae> 2s eee a nae 26.19 
6-in. and 5-in. channels and 5-in. I-beams.................... 102.85 
Strap steel, bolts, pipe, hauling, etc............... tne ae hts 64.95 
$710.85 
(See Fig. 9.) 


Account 7313.30—Scale House. 
Same as 7309.30—practically. 


Trestles to Receiving Bins 


Account 7314—Excavating. _ 
This excavation covered two large abutments 6 ft. in the ground and 
‘10 piers going about 15ft. into the ground. Thematerial excavated was 
earth and adobe. It was handled in the pier footings by a windlass. 


Account 7314.1—Foundation. 
The concrete here covered was in two large abutments and in 10 piers. 
The abutments were about 8 ft. by 16 ft. by 24 ft. and the piers 7 ft. 
by 7 ft. by 23 ft. Forty-eight 2-in. bolts were set in the concrete. 
Twenty per cent. of the vertical surfaces were formed. The concrete 
was mixed in proportions of 7 parts sand and gravel to 1 part cement. 
A large amount of boulders was used in the piers. ~The concrete was 


both hand and machine mixed, and was wheeled in barrows an average 
of 200 ft. 


Account 7314.2—Steel Structure. 
There were 109.53 tons of structural steel used here. 


Account 7314.30—Woodwork. 
The woodwork here was practically the same in every respect as 
7308.30, with additional walkways of 2 by 12 planks, nailed to strips 
bolted to the steel. , 
16,920 ft. b.m. 8 by 8 ties and 6 by 6 guard rails. 


10,286 ft. b.m. 2 by 12, 2 by 4, 4 by 4 walk and railings; 27,206 ft. 
total b.m. was used. 


(See Fig. 6.) 


Receiving Bins 
Account 7401—Excavation. 
This work covered the digging of a number of piers 7 ft. by 7 ft. to a 
depth ranging from 16 ft. to 23 ft. into grayel. The dirt was easily dug 


but had to be handled from the lower half of the holes with windlasses. 
It was carted away at the top 225 ft. 
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Account 7402—Foundation. 
Only 5 per cent. of this concrete was formed. The lower part was 
machine mixed in proportions of 12 gravel and sand to 1 cement, while 
the upper part was 6 to 1. It was wheeled 200 ft. to place. The top 

surfaces were trowel finished to a perfect elevation for receiving the 

steel. 

Account 7403—Steel Structure. 
There were 11.35 tons of corrugated and 341.74 tons of structural 
steel used here. (See account 7308.2. See Fig. 11.) 


Account 7404—Gates. 
This account covers the cost of material, unloading, hauling, fabrication, 
alteration, and erection of 30 gates beneath the receiving bins. All 
cast-iron parts together with operating wheel, shaft and gate itself 
were purchased outright. 
The chutes attached to the gates were fabricated in the new smelter © 
shops. The parts were assembled in the field and there erected. The 
holes in the steel structure to which the gates were attached had to be 
rebored in the field. The counterweights for the 12 coarse ore-bin 
gates were made on the job and erected. These 12 counterweighted 
gates are opened by rack and pinion, operated by a hand wheel and 
cut up through the stream. The chutes to guide the ore to the feeder 
are of 2-in. plate, while the gate is 3-in. The other 16 gates for 
the concentrate bin are similar to the above, but are not counter- 
weighted and cut down through the stream. (See Fig. 12.) 

Account 7405—Conveyor No. 1. 
This account covers the entire labor and material connected with the 
installation of conveyor No. 1. It does not include the steel frame to 
which the idlers are attached, but does cover the cost and installation 
of the traveling feeder with the necessary ties, rails, wire and motor. 
This segregation of charges is true of all conveyor costs given in this 
cost sheet. AIl the conveyors were furnished by the Robins Convey- 
ing Belt Co. Conveyor No. 1 was a 30-in. belt, making a 97-ft. 
conveyor with a 3-ft. rise, operating at a speed of 150 ft. per minute, 
capable of handling 100 tons per hour. It is supplied with 12-in. 
material from the bins above it through a speeded feeder. ' (See 
Fig. 6.) The material account is segregated as follows: 


Cost Freight Total 


PEER SUHae- DELG teen ov ears be BO86. 80) $46 AB cots 
ECMeDIDEl Lae seetae et ncawetrctet> beac Pe ee ost ail BO tH ON aR Aig SEP oman eds, tyr 
Conveying idlers,‘ete........0.6.0..0056% 407212" 485700. gees. 
Centr switGhitesc.. nite = 3 eo Se ep 34.00 Dee a ees ee 
Broken ulleypemrncdccich arenes oir sik. Al O Qiao tes tho Sere ORE Seas 
Miscellaneous material..... eye Swe CIA Biar. Gn coot Osea 
Oniet beh ph WOOL aisle ee is ces pie Citas ioucleeia ratios AE ee yo 


$2,713.45 $233.74 $2,947.19 
(See Fig, 13.) 
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Account 7405.01—Conveyor No. 2. 
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This conveyor is similar to No. 1. It has a 20-in. belt, making a. 
conveyor 117 ft. long, with a 3-ft. rise, operating at a speed of 200 feet 
per minute with a capacity of 150 tons and taking §-in. concentrates 
through a speeded feeder. The material account is segregated as 
follows: 

Cost Freight Total 


241 ft. 6-in; to 20-in« belti.....22..9. 6  pe4o2.0509 ool O20 eum cere 
Feeder: belts sno. Ate oe cei pete 56275. wick SO ee eee 
Robins sma Sra. ecveet ee reese es 1,367.50 7 469.009 oe nee 
Centyswitch 2s. % satis coe are meio 34.00 221 eee 
Miscellaneous material............... SIfdi4ses Soe inns, 


5=h. Ds MOOL Abewee Sah hae oeaee eee ie ee 87..04:7% 2.455 fet eee 


$2,294.81 $203.22 $2,498.03 
(See Fig. 13.) 


Account 7407—Lighting. 


\ 


The receiving bins were lighted with 22 drop lights using 100 volts 
A. C. current. 


CRUSHING PLANT 


Account 7701—Excavation. 


This was a large rectangular cut for the crusher building made through 
cemented sand and gravel, with streaks of soil running through the 
cut hardened by caliche. The work was done with pick and shovel 
and handled by wheelbarrow into carts and hauled 225 ft. 


Account 7702—Foundation. 


This concrete was reinforced with 3-in. and 3-in. round, medium steel 
rods. It was cast in walls, 12 in. thick, about 12 ft. high and as a 
12-in. floor slab. The concrete was machine mixed in the propor- 
tions of 5 sand and gravel to 1 cement and about 60 per cent. of 
the vertical surfaces were formed. It was wheeled in barrows 400 ft. 
up an 8 per cent. grade. 


Account 7703—Steel Structure. 


There were 5.17 tons of corrugated iron and 19.90 tons of structural 
steel used. (See account 7308.2.) 


Account 7703.1—Doors, Windows and Frames. 


The material here used for openings was as follows: 


9 windows and frames 8 ft. 10§ in. by 7 ft. 8 in., 24 lights. $138.40 
4 sash and frames, 2 ft. 11} in. by 3 ft. 114 in., 9 lights. ; 
Balances, butte, catches; ete. \....senee pene aes eee ' 25.38 
Lumber-for'sills 'o5.c% we 00% aie eet ee eee 6.93 
$170.71 
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Account 7703.2—Painting Woodwork. 
All the woodwork was painted with two coats of lead and linseed oil 
in cream color. 


Account 7704—Crushing Machinery. 
This account covers the material cost and labor of installing the 
following machinery: 


One 36-in. by 18-in. Farrell crusher, second hand, weight 


QO ROUON Apres 5 bo Rimi Me 2 A eo ee eg ask OR $1,000.00 
Miscellaneoustlum bergen soe. Ee ceo dle ee ee ees 93.61 
$1,093.61 


-Account 7704.1—Chutes. 
This account covers the cost of material noted below, the labor of 
fabricating the spouts, hoppers, and their erection: 


1 Grizzly screen 3 ft. by 8 ft. made of 1-in. bars, having 2}-in. by 
3-In. openings, framework made of ;%;-in. plate and 3-in. by 
3-in. angles. 
1 Spout for grizzly, dumping on conveyor No, 4 made of ;%-in. steel 
plate and 2-in. by 2-in. by j-in. angles. 3-in. C.1. liners used. 
1 Hopper for crusher made of ;%;-in. steel plates 24-in. by 23-in. 
by g-in. angles. #-in. C.I. liners used. 


Account 7705—Shafting, Pulleys and Belting. 
- This account covers the material cost and erection of the following: 


1 Pe. shafting 47% in. by 6 ft. 6 in. with two collars......... $29. 64 
piePer charting Ag, Dy 0. tbo Innere 2 Adi eee ie oak 16.51 
words ralVericid pillow blockst=. 2124... 52 04.004 aa hs 58.55 
news s-ineby allem) split pulleyawies xonu. cmt ss lai ane a on 47.59 
One/36an. by. 16-inzsplit: pulley oa... 4: 005 Suen cte. 2 ee 43.71 
av ORAraellne Sade hyen GOL are) Wrest temic cites shu ieycan eaiws aie ve 5.39 
AariteelO-inesbwo-ply. leather. belt. 2) she. coc eb saddles, oss de 60.80 
40 tte l4-intwo-ply leather sbelty, tate. cial ~~ sped a 220.37 
IMiscellamcOus cae mie ite oo oe RS -fate aie te eet ot Stewie 0.79 
$483.35 


Account 7706—Motor. 
This account covers the cost of the following material and the installa- 


tion: 
One 50-h.p. Crocker-Wheeler squirrel-cage motor with starter $478.41 
Pumipercor NOUS SI OLOT ec s artes erkeaiatete,oleteeseleayt ys sis rhs 35.23 
$513.64 


Account 7707—Power Wiring. 


Account 7707.1—Lighting. 
This account covers the cost and installation of the following material: 
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8 drops 16 candle power 

30 ft. brewery cord 

350 ft. No. 12 weatherproof wire- 
45 ft. 1-in. conduit. 

Switches, bolts, etc. 


SAMPLING PLANT 


Account 7801—Excavation. 
This account covers the excavation of the sampling plant and the 
necessary backfill tamped in 5-in. layers in the low parts where the 
basement concrete floor was cast. It was done with picks, shovels 
and wheelbarrows, through earth, sand and gravel. 


Account 7802—Foundation. 
This concrete was cast in the walls and piers of the sampling plant. 
It was mixed by machine in the proportions of 7 parts sand and 
gravel to 1 part cement and wheeled in barrows 150 ft. Ninety per 
cent. of the vertical surfaces of the concrete was formed. The cost 
of all anchor bolts as well as the finish to exact level for building 
columns is included here. 


Account 7802.1—Concrete Ground Floor. 
This was plain concrete floor laid with sand joints in about 6-ft. square 
blocks 5 in. thick, in the proportions of 5 parts sand and gravel to 
~1cement. The top finish was 1 in. thick, made 2 parts sand to 1 
cement, troweled smooth. The concrete was mixed by machine 
and transported 175 ft. in barrows.. 


Account 7802.2—Reinforced Concrete Floors. 
This concrete was cast over steel I-beams, using forms betwesh the 
steel beams. The mix was the same as the above floor with the 
same top finish. The reinforcing used was Clinton welded fabric 2- 
in. by 12-in. mesh. The floor was 43 in. thick. The concrete was 
mixed by machine and transported 500 ft. to place by wagon, wheel- 
barrow and hoist. 


Account 7803—Steel Structure. 


There were 13.46 tons of corrugated iron and 97.39 tons of structural 
steel used. (See account 7308.2.) 


Account 7803.1—Doors, Windows and Frames. 
This account covers the purchase price and erection cost of mathe 
enumerated below. The doors are not given in the list, as they were 
made upon the job, but correspond to the frames noted. Necessary 
hardware is also included in the cost. 
Fourteen 24-light windows 3 ft. 9} in. by 7 ft. 8 in. by 12in. 
with frames 


Twenty-nine 40-light windows 7 ft. 5% in. by 3 ft. 108 in. by 
1}-in. with frames 


a 
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Two 9-light windows 2 ft. 11} in. by 3 ft. 112 in. by 12 in. 


with frames 
One 4ft. 8-in. by 7-ft. 4-in. door frame 
One 9-ft. 2-in. by 8-ft. 10-in. door frame 
Three 4-ft. 8-in. by 7-ft. 4-in. door frames 
Five 3-ft. 8-in. by 7-ft. 4-in. door frames 
One 3-{t. 8-in. by 7-ft. 2-in. door frame 
One 9-ft, 2-in. by 9-ft. 28-in. door frame 
(See Fig. 14.) 


Account 7803.11—Painting Doors and Windows. 
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$564.90 


This covers the material and labor of applying two coats of linseed oil 


and white lead. 
Account 7804—Shafting, Pulleys and Belting. 


This is not a good cost. The labor is unquestionably too low and has 
been absorbed by some of the following accounts up to account 7807.5. 


Highty-five feet of shafting, varying in size from 142 


in. to 37% in. 


with 28 pulleys of various diameters and face, with the various hangers, 
collars, etc., and 1,325 ft. of 3-in. to 12-in. leather belting were to be 
taken care of here. The material is correct. (See Fig. 108.) 


Account 7805—Motors. 
The material covered by this account is as follows: 


Onesld5-hp..squirrel=care MOvoray.s «olor den cess elu orice» 
Mesa Oe soe e SASLL ON LID Pah Meena ena, OF opal fas eewiahe «eats ination ate 
(ORWGTT OIG IAA TORS, cc Cie: ata arate Clea Nn area Ace cee Fh ge 
VIISCELLAT SOUS MMs tary Meech eens waste Sacral eet a cus hema wae 


Account 7806—Power Wiring. 
Account 7806.1—Lighting. 


BOLATOD IP HUstee a eye ce atts a tensa PNse. taal hing a eeeees 
No. 12 weatherproof wire used in conduit.................. 


Account 7807—Rolls and Samplers, Cost and Erection. 


644.00 


$887 .57 


$140.57 


This cost covers the price and installation of the following material, 
together with the application of two coats of Dixon’s silica graphite 


paint upon the rolls, samplers and chutes: 


Cost Freight 
2 sets 24 by 12 rolls, from Chalmers 


fcc \WAUSI Crete Sotucto een Coe a ORD 1,330.00 344.16 
1 set 42 by 16 rolls, from Chalmers 

Ae \WMIUTER NEG. er aS a bee Bene eras oe 1,567.50 482.40 
1 set 48 by 12 rolls, from Chalmers 

GG Walliams. oe: « eT Wik Aoa2 1,710.00 716.48 


One 27-in. Snyder sampler with 28- 
in. by 34-in. pulley T. &L........ 38.00 5.04 


Total 
1,674.16 
2,049.90 
2,426.43 


43.04 
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Cost 
Two 42-in. Snyder samplers with 40- 

in. by 33-in. pulley T. & L....... 133.00 
1 No. 1 Vezin sampler with spout 

arranged for 5 per cent. cut, Allis- 

Chalmers?;%* ...u-iccu, 4h eee 162.00 
1 No. 3 Vezin sampler with spout 

arranged for 10 per cent. cut, Allis- 

Chalmera’ so. une at see ee ae ee 220.00 
Two 5-T steel plate crawls for 12-in. I’s... 104.00 
One 4-T steel plate crawl for 10-in. I..... 40.00 
Two 3-T steel plate crawls for 9-in. I’s.... 64.00 
One 5-T Triplex chain block ............ 112.00 
One 4-T Triplex chain block............. 88 .00 


Structural steel, machine parts............ 


Miscellaneous, ete 
(See Figs. 15, 16, 110, 111 and 112.) 


Account 7807.10—Cast Iron Liners and Drying Pan, and Erection of 


Chutes. 


This ‘account covers the erection of account 7807.5, and the cost 


and erection of the following: 


1 Sample drying pan 8 ft. } in. by 5 ft. 23 in 


$-in. C.I. liners for chutes, castings 


Account 7807.20—Elevators. 


Freight Total 


29.95 


20.51 


45.64 


15.76 
6.11 


162.95 


182.51 


265.64 


119.76 
46.11 
72.61 

126.49 
97.10 

632.44 


$7,899.14 


$136.11 
865.75 


$1,001.86 


Below is a description of the elevator with the material cost. 


erection is too low and not usable. 


*33 ft. between head and tail shafts 
Head and tail pulley 34 in. by 9 in. 
Drive pulley 23 in. by 6 in., 40 h.p.m. 
All housed with No. 10 plate steel casing 
72 ft. 6 in. of 8-in. 6-ply rubber belt 


Forty-eight 6-in. by 4-in. malleable buckets, style A.A. Mfrs. std. 
Liners for casing made of white iron } in. and 1 in. thick 


4a es BP a6), 69) -m0/) ole A Si LAUSlw) af vl eube Wis vmikalle" 8) m\mlca eh abdahie 8,6) ww oc uke 


(See Fig. 11.) 


Account 7807.5—Steel Chutes. 


$458 . 22 


The 


This is the average cost per pound of material and labor for fabricating 


all steel chutes used in the sample mill. 


In general they were made of 


7e-in. plate and light angles. The cost of erecting is in 7807.1 
and in{the comparative costs are found the individual chute costs. 


(See Fig. 109.) 


“ 
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Account 7809—Keystone Plate Partitions. 
1,523 sq. ft. of No. 14 Keystone Plate partitions were erected by 
riveting the plates together and attaching them to the structural steel 
of the building. The plates were orginally intended for a roof upon 
the roaster dust chamber and had each long edge turned up 1} in. 
The cost of cutting these edges off is here included. (See Fig. 113.) 


Account 7810—Alteration of Chutes and Machinery. 


BEDDING PLANT AND BUNKER BINS 


Account 7901—Excavation. 
This excavation involved making long, deep, oblong cuts through 
earth and sand and gravel bonded with caliche. It was necessary to 
use powder to shake up the ground, followed in some cases with plows. 
A part of the work was handled with slips and fresnos; another part 
by picks, shovels and wagons. The average haul was 600 ft. 


Account 7902—Foundation. 
This concrete yardage was made up as follows: 


550 ft. footing, 4 ft. wide by 2 ft. deep—plain 
550 ft. wall, 1 ft. 6 in. thick by 5 ft. high—plain 
1,200 ft. footing, 3 ft. 6 in. wide by 10 in. deep—plain 
600 ft. wall, 1 ft. 6 in. thick by 6 ft. high—plain reinforced, coping 
600 ft. wall, 1 ft. 6 in. thick by 11 ft. high—plain 
320 ft. footing, 7 ft. wide by 3 ft. deep, reinforced with $-in. and 3- 
in. rods, 6 in. on centers 
320 ft. wall, 4 ft. 5 in. thick by 11 ft. high, reinforced with ?-in. rods, 
12 in. on centers 
12,700 sq. ft. rough finished slab, 5 in. thick 


The concrete, of which 85 per cent. of the vertical surface was formed, 
was machine mixed, in the proportions of 7 parts sand and gravel to 
1 part cement. It was wheeled to place in barrows, a distance on the 
average of 180 ft. About half of the yardage was reinforced. 


Account 7903—Steel Structure. 
(See account 7308.2.) 


Sb aes MDD NAN FRRGTOL OM» Seal tal uc Re Nee Golesi Eee eae ot Cae pa rn 510.41 tons 
TUB ACEO ING rer meet hoyle com sini tate a SEs sau gain a cigele 38.30 tons 
548.71 tons 


(See Fig. 114.) 
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Account 7904—Conveyors 7}, 7”. 
(See account 7405, and Fig. 91.) 
Conveyor 7! has a 20-in. belt, 180 ft. 3 in. from center line to center 
line of head and tail pulleys with an 8-ft. 9-in. rise, operating at a speed 
of 300 ft. per minute, with a capacity of 150 tons per hour. It 


takes 3-in. material which it unloads through a 20-in. automatic — 
tripper. It brings the fines from the conveyor 5 to the bedding con- j 
veyors. Conveyor 7? has a 20-in. belt, 200 ft. long from center line _ 
to center line of head and tail pulleys with a 9-ft. 2-in. rise, operating : 
at a speed of 400 ft. per minute, capable of handling 100 tons per hour. _ 
It takes 24-in. material from conveyor 6 which it unloads through 
an automatic tripper into the bunker bins beneath. The original : 
installation here called for a bedding tripper at $950, which was : 
superseded by an automatic tripper. Both charges arein this ac- — 
count. For a proper unit cost here, this charge of $950 should be ; 
deducted. : 
The woodwork noted below in the segregated charges includes walk- 
ways of two 2 by 12’s beside both conveyors, as well as decking. 
Cost Freight Total . 
Belts eaters Rete Sar Wee cee ee $1,433.79 $102.35 $1,536.14 
Conveyor material 5. ./.2)-“ise cee vale 1,451.06 } . 
2 automatic trippers and track (used). 1,228.38 } 369.02 3,998.46 | 
1 ore bedding tripper (discarded)..... 950.00 j | 
LAMDOLS atti chris tees cornea teieannG Visor & ibe Cate spo CO oR 253.74 . 
(&=D.DseIMOtor iCOnyVeyor 72) a .acke ion dasha ee nae eee ee 138.75 
-10-h.p. motor conveyor 7?........ Sree cer mney 156.80 
ContrifugaliewitGhincsde «0s nce oat Mirkin. etic cane eae 72.40 
TT VOGLER ye fe Snie eben leeraga Ss We wake Cae hae a rene 54.80 
WLS TOR MNOLOLS som oss ality Mesut cities, Overs non ON eee 97.26 
‘Painting material sch <n dele e createed ete hie eee ee 20.88 
IMascellanGoug is, fivsisic: e's eet A aieteial nae euanicle eae 44.44 
LO GAR Dis aio tg cee heey shai thnk Ook seen See LOR UE tn otee eek a Re $6,373.67 


Account 7904.1—Conveyors 8!, 82, 83. 
(See account 7405.) . 
Conveyors 8', 8, 8° are practically identical, running out over the three 
beds. The exception is that conveyor 8? has a 6-ft. in place of a 3-ft. 
rise at the start and is 5 ft. longer. In general the three belts are 20 in. 
wide, 186 ft. 9 in. long, from center line to center line of head and 
tail pulleys, with a 3-ft. rise, operating at a speed of 400 ft. per 
minute, with a capacity of 150 tons per hour, taking a 3-in. material 
and distributing it through a bedding tripper onto the beds below. 
This account segregated shows as follows: 


UNIT CONSTRUCTION COSTS $1 


Cost Freight Total 


ee Sea BR etn ey A Ne ic te ae $2,124.73 $152.34 $2,277.07 
onveyer material................... 1,793.55 
3 ore bedding trippers:.<s..5......... 2,850.00 eros easy 8ls.08 
Lumber, walkways, decking......... Pid GAME ON Ritu T OT 237.13 
SE UC A hig oN ets 569.82 
eriaeeel PION sean eels. elles hl kts Cecio cs sateen 108.60 
MBL Y rob Ghie Mew tae Dray ee eR OP ss we dk oe IN ay as 72.41 
ROE PICEA MOR 5.6, attics ce yyenis'¢oiaeere ds Gna eae eRe 1 145.89 
OST SCAN oc? Ie SPE aD ee nO ea 31.32 
DMBCOUCOOUIG tech eT tne oe esse oe bin educa 63.66 
lhotalsen te wae. Cerri. Ne ee oho, 8,718.98 


(See Fig. 91.) 


» Account 7904.2—Conveyors 9', 9?, 9°, 10', 102. 


(See account 7405.) 

All these conveyors are on wooden supports, the material for which 
and the cost of walkways is here included. 

Conveyors 9!, 9?, 9° are identical. They take the reclaimed material 
from the beds to conveyor 10'. They are 20-in. wide belts, 198 ft. 
4 in. from center line of head pulley to center line of tail pulley, per- 
fectly flat, operating at a speed of 300 ft. per minute, with a capacity. 
of 100 tons per hour. 

Conveyor 101 takes the material from 9!,9?, 93 to conveyor 11. It 
is 145 ft. 3 in. from center line of head pulley to center line of tail 
pulley, perfectly flat, operating at a speed of 300 ft. per minute, with 
a capacity of 100 tons per hour. 

Conveyor 10? takes the material from the bunker bin gates to con- 
veyor 14. It has a 20-in. belt, is 165 ft. long from center line of head 
pulley to center line of tail pulley, is perfectly flat, operating at a 
speed of 300 ft. per minute, with a capacity of 100 tons per hour. It 

uses one feeder below the gates the same as on conveyor 2. 
The material segregated is as follows: 


' Cost- Freight Total 


IBY hie o sake Wehr eeminns abtne oe aera iee $3,300.76 $228.98 $3,529.74 
Heeclerabel trong LOsie em uieeee Ae chen emss ys ahetin eqns oth es, telah ais 56.76 
Conveyor material..............: to ae eae 
Feeder conveyor 10?...... Se ope eieg 925. om ia ces diac 
Lumber for walkways, decking, framework, etc........... 755.61 
EO VELLOAGATCICASER one tise secre ate Sera a eters crore etal etap el tale a8 71.25 
ReGen (HPAI EWIEMGS thts) )).8'. 3 SF isidaedle yaks ieee Ante 181.05 
rival alike MOLOTd Aa eel corner pie s.s aimee: aa shy ap bac ts 435.20 
Oa SO os SRR Tse e Oe MOLES DOE ae Den aoe ree 106.28 
HGleBtriCAl SUPPLIES. 2 o.26 6 eG ole ve ce tpn reas Pca Hoes 243.13 
Pacing MISberiel Fae tet voces ele lems lee nto race ete cite oes 52.19 
TM he rerell Eapavetoitcls 0,4 2. eo Bint b Cee 0 At eS Cee OS OR are 95.30 
Ue cod. cil ope NRC Ea esh ct sacra Meret eteeis rier he be reat nt ae $9,756.19 


(See Fig. 115.) 
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Account 7904.3—Bunker Bin Gates. 
These are cast-iron chutes about 22 in. square with an ‘are gate con- 
trolling the discharge through the bottom. All cast iron is ¢ in. 
thick, save the 8-in. wearing plate upon the are gate. The operating 


lever was furnished in the structural steel contract. 


42 spouts #-in. cast iron 
42 gates #-in. cast iron 
42 cover plates 3-in. cast iron $1,021.64 


Account 7904.4—Chutes for Conveyors 7! to 10? inc. 
This account covers the fabrication, erecting and material in the 
chutes directing the ore from one belt to another at the beds and bunker 
bins. Also included here are the cast-iron wearing plates for lining the 
chutes. 
The chutes are made of ;%;-in. plate and the necessary angles. 
The wearing plates are 7 in. to 1 in. thick, hard, white cast iron. 


Account 7905—Two Reclaimers. 
(See Fig. 116.) 


Account 7905.1—Two Reclaimers Wiring. 
This account covers the material cost and labor of installing a double 
trolley wire on three beds together with the wiring of two reclaimers 
and switchboards. The material is wire, condulets, circuit breakers, 
and the like.’ (See Fig. 118.) 


- a ee er en ee ee eer ene fe fe en ed 


Account 7906—Lighting. 
This account covers the labor and material used in lighting the bed- 
ding plant and bunker bins. 


63 carbon lamps, 16 candle power 
455 ft, brewery cord 
1,395 ft. No. 8 weatherproof wire 
1,835 ft. No. 12 weatherproof wire 
205 ft. 12-in. conduit 
285 ft. 1-in. conduit. 


Account 7907—Transfer Car. 
This car was a structural steel frame about 4 ft. high and 62 ft. by 18 
ft. in plan. It transfers the reclaimers from one bed to another or 
to the repair shed under its own power, using a 73-h.p. motor, getting 
direct current through a trolley. It was furnished by the Robins 
Conveying Belt Co. (See Fig. 117.) 


Account 7908—Signal System. 
This account is of no value. 
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ROASTING PLANT 


Account 8101—Excavation. 
This covered a large surface grade to the required elevation of 
the site, made by plows and fresnos and hauling the dirt to a railroad 
grade an average of 450 ft. This was followed by picks, shovels and 
carts, making deep cuts to gravel through red clay and boulders for the 
steel foundation. 


Account 8102—Foundations. 

This concrete was all cast as piers with at least 2 3-in. bolts in each 
pier. Only 10 per cent. of the vertical surfaces was formed, though 
many of the piers were 6 ft. deep. One-half of the concrete was 
machine mixed and one-half was hand mixed in the proportions of 7 
parts sand and gravel to 1 cement. The pier tops were finished to a 
perfect elevation to receive the steel columns. The concrete was 
wheeled about 60 ft. 


Account 8103—Steel Structure. 
(See account 7308.2.) 
There were 23.16 tons of corrugated iron and 422.12 tons of structural 
steel used. (See Figs. 117 and 118.) 


Account 8103.1—Elevator. , 
This account gives the entire labor and material incident to erecting a 
52-ft. high 10-ft. 6-in. by 8-ft. 6-in. platform elevator in a self-supporting 
structural steel frame. It does not include the excavation and con- 
crete pit. The account segregated stands thus: 


Structural steel erected for elevator frame and tower...... $840.97 
One 5-T electric hoist with 240-volt D.C. motor.......... 1,261.60 
He OER} los WU RV Tam Oe ge wets ota: MD wt oe, MCR RE nia nets in ORE AE ae 11.56 
Rope sheaves, counterweights, etc................ sate 29.23 
ADO S eRe ate Rete ele tiem otha e bed on cnanetins nate ws 37.79 
BVETS Gea TIC OUIS tear setae eee he cree Fated ee RE SIE TR ae co Be 8.47 

$2,189.62 


The labor installed the motor, hoist and wood platform. 


Account 8104—Roasters, Cost and Erection. 
This account covers the cost and erection of the roaster shells as 
furnished by the Kansas City Structural Steel Co. and the roaster 
equipment, namely, the central shaft, rabble arms, rabbles, driving 
mechanism, doors to roasters, cast-iron rings, etc. As segregated the 
material account shows below. The Herreshoff furnaces have 6 super- 
imposed hearths and a top drying hearth. The arms are cooled by air 
furnished by two motor-driven fans. The diameter of the shell is 21 ft. 


72 in. outside and 18 ft. 2 in. in height. 
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Cost Freight Total 
8 furnaces from Pacific Foundry 
Co. designed by Gen. Chemical Co. $36,278.12 $8,016.73 $44,294.85 


Eight 1-ton steel trolleys for 6-in. I’s.........  .......-. . 155.30 

(See Fig. 121.) 

One~l-ton:duplex chain block=))) cag aa ee eines 27.47 

Steel shells erected—KCSSCo...... 10,192.73 840.06 11,032.79 

Power for riveting: fo s0 00 sek cae = ee Heit ee tetas Roe 452.25 

Miscellaneous f0.0020%... ae ges oe ioe ay ee een 863.43 
$56,326.09 


Account 8104.1—Roaster Alteration. 


Account 8105—Brickwork. 

This account covers the cost of the brick, mortar materials, etc., and 
labor of the mason with helpers of installing the brick in the roasters. 
The unloading of the brick from cars, the centers and carpenter labor 
are taken care of elsewhere. The brick here used were in the main 
special shapes and 95 per cent. of them were hard burned red brick. 
In all there were 15 differentshapes. Thehearths were laid dry and the 
shell brick laid with slimes from the copper company’s concentrator. 
(See Fig. 183.) 


Account 8105.01—Brick Unloading. 
This covers the cost of leveling ground, checking up quantities, and 
unloading of brick from cars to roasters. This total cost includes the 
unloading of all brick for roaster use, the actual amount needed plus the 
‘extra not used. 


Account 8105.02—Brickwork Centering. 
This account covers the cost of making, installing, removing and the 


material for 16 sets of centers used for putting in 48 hearths. (See 
Fig. 133.) 


Account 8106.01—Roaster Flue Spouts. 
This covers the cost of material and erection of 10 spouts with gates 
from the roasters’ common flue. The material is as follows: 
10 cast-iron gates for 12} in. diameter spouts. 
10 spouts of No. 10 stale 24 ft. long, 12}-in. outside diameter, fastened 
to base of hopper by 2 in. by 2 in. angle collar. 
10 3-in. plate slides for gates. 
(See Fig. 135.) 


Account 8106.02—Tile Work. 
This account covers the mason labor, carpenter labor, cost of tile and 
unloading, mortar materials and a lumber charge for scaffolds used in 
this flue. The flue is built of tile and is about 50 ft. from the ground. 
The tile for the roof was laid between T iron spanners from wall to wall. 
The mortar was lime. (See Fig. 132.) 


ae | 
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Account 8106.03—Painting Flue. 


The inside of the above flue was given one coat of silicate of soda. 
The account covers this material and labor cost. 


Account 8107—Shafting, Pulleys and Belting. 
Below is the material list erected under this account. The shafting 
was attached directly to the steel frame of the building. 


. 47 ft. of Sre-in. shafting 
103 ft. of 212-in. shafting 
-Two 20-in. by Poe mevaany wae! Ae oh ia ose $1,500.50 
One 36-in. by 10-in. with clutches for each 
roaster 
150 ft. 10-in. 6-ply rubber belt 


SLOMtwS-iMee—ply rubber belt-s0) cn epee ee ibe 
NPIS ANCOUS RM OAnETe kate ERT he TENA tse ake See 27.54 
$1,999.89 


Account 8108—Motor. 
This covers the cost of material and labor of installing one 30-h.p. 
motor to drive the roasters. It is located directly upon the first 
steel floor of the roaster building. 


One <s0-h ps squirrel-cave motor, ....6.. chev.e.6 set sie es $267.80 
Onevovierlowd releasenmraccn, wernt wen caste lea ben ops eae 14.25 
Miscellaneous wire, insulators, belt, etc.................. 181.91 

$463.96 


Account 8109—Lighting. 
The roasters are furnished with light on all floors. 


Account 8112—Motor-driven Fans. 
This covers the price and cost of installing upon their Pond ntion 
2 motor-driven fans, which furnish the air to cool the roaster arms. 
They are 55-in. double width, full housing conoidal fans, direct con- 
nected, each with a 25-h.p. squirrel-cage induction motor. 
Each fan has a capacity of 22,000 cu. ft. of air per minute against 
a pressure of 1? in. water. 
Cost Freight Total 


OECTA Ata aMlOtOLS iva tend feaieus a tunities oo = $1,203.00 $199.49 $1,402.49 
IMs collan COlismeey emo et epee t ncn, the ee eeRATNe Sree aL 3.42 
$1,405.91 


Account 8112.1—Blast Pipe. 
This account covers the material price, cost of fabrication and installa- 
tion of 240 ft. of blast pipe. The installation referred to is connecting 
up and riveting the pipe in place in the field only. The pipe is made of 
No. 10 and No. 12 plate and varied in diameter from 18 in. to 36 in. 
The inlet pipe to each roaster was 18-in. diameter. 
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‘Account 8113—Conveyor No. 12. 

(See account 7405.) This conveyor takes the material of the beds 
from conveyor No. 11 and delivers it to conveyor 13 and 13%. It 
is a 20-in. belt, 51 ft. 3 in. from center line of tail pulley to center line 
of head pulley, with an 8-ft. rise, operating at a speed of 300 ft. per 
minute, with a capacity of 100 tons per hour. The segregated material 
account is as follows: 


Cost Freight Total 


BGG 289 ask Sion tee Rares ae ea ee $209.43 $14.43 $223.86 
Conveyor Mater. tuts tote te eeries rane 370.91 45.86 416.77 
One. 5-Hip Mss eis ied has Rete ete hee 5 eee ete ace ee 87.04 
Ivcentrifucal switchi.ct. wee eee ae 34.00 2.21 36.21 
Lumber, decking and painting material.................... 30.97 
Spout: conve. lito convy.sl 2) gee ee er 7.70 
Miscellaneous: @2.20.s tact are iacttedeaht eae veaen tole esd aie tee 2.50 

$805 .05 


Account 8113.1—Conveyors 13! and 13”. 

Conveyors 13! and 13? take the product from conveyor 12 running 
the length of the roaster building; each delivers the material through 
a separate automatic tripper to the roaster bins. They are identical. 
Both are 20-in. belts, running perfectly flat, 109 ft. from center line 
of head pulley to center line of tail pulley, operating at a speed of 300 
ft. per minute, with a capacity of 100 tons per hour. The account for 
material stands as follows: 


Cost Freight Total 


Beltitentrneis ih atten ccna eee ee $837.72 $59.26 $896.98 
Wonveyor material’... ote occa oa 913.60 | 
2 automatic trippers & track........... 1,000.00 { aa ae wets 
PL WOE. Pie TOLOTS 2 +: aeciahavs it rk acne ceca ne ee ea 174.08 
2 centrifugal switches................. 68.00 4.42 72.42 
Drive belt src ine rk ess TN, SE tec ee 30.79 
hum ber; decking paint: 4). sy aay avai anne Rare an are 123.90 
SPOUTS trOM* GON VEVOLIL2 amie) ahora ee ee ee eaten an ae ee 11.54 
Mig Gellan Cousid., bes. s hoa ar, aestwic’ each OE ee 12.57 
$3,472 .33 


(See Fig. 91.) 


Account 8113.2—Stile over Conveyors 13! and 13”. 
These stiles were made of structural steel, purchased from the Kansas 
City Structural Steel Co. and erected by the Arizona Copper Co. 


ROASTER DUST CHAMBER 


Account 8121—Excavation. 
Same as 8101. 


\ 
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Account 8122—Foundation. 
Same as 8102. 


Account 8123—Steel Structure. 
(See account 7308.2.) 
There were 14.8 tons of No. 14 Keystone plate, 376.4 tons of struc- 
tural steel used here and 27.63 tons of No. 11 Keystone plate. (See 
Figs. 103 and 131.) 


Account 8123.01—Wire Baffles. 

This account covers the cost of material, labor, and. repairs entailed 
in installing 60,480 wire baffles in the roaster dust chamber. The 
wires with hooks on one end like shepherds’ crooks were hung 4 in. 
on centers both ways from chains supported from the lower members of 
the roof trusses 4 in. apart. The segregation of material is as follows. 
The wires hung a few inches off the dust chamber bottom and were 
thus of various lengths. (See Fig. 131.) 


1,008 3-in. chains 20 ft. 6 in. long with two hooks......... $1,451.00 
Gaol LOAN On LOnwlres (blacks) Bann anus’: 2k cr oae3 fast 2,877 .82 
Gono Nor LO ware) (placke)\yae me nrcun lates laxaareans 6 ok 361.96 
TRUE eye aN aye Reem 2s ak Sete Oo ROR ccc ene 67.35 

$4,758.23 


(See Fig. 131.) 


Account 8123.1—Tile Work. 
The sides of the roaster dust chamber and inclined bottom were built of 
4-in. hollow tile. This material, labor of masons and their helpers, 
lumber for scaffolds, carpenter labor, mortar, material and power for 
hoisting are here included in the cost. 


Account 8123.11—Tile Unloading. 
This account covers the cost of unloading, wheeling, checking quantities 
and leveling up ground to receive tile. 


Account 8123.2—Painting Outside. 
The outside of the tile portion of the chamber, namely, sides and 
bottom, was given one coat of mineral red and linseed oil. The mor- 
tar was scraped from the tile before applying. This account covers 
the labor and material. 


Account 8123.3—Painting Inside. 
The tile work on the inside of the dust chamber was given one coat of 
silicate of soda used as a paint. This account covers the labor and 


material of this operation. 


- 88 UNIT CONSTRUCTION COSTS 


REVERBERATORY PLANT 


Account 8301—Excavation. 
This was the making of a deep surface cut for the building. The 
material was principally red clay and boulders. In many cases powder 
was used. In general the ground was plowed, scraped with fresnos 
through a trap into narrow-gauge side-dump cars and hauled 2,000 ft. 
by steam locomotive to make a railroad fill. 


Account 8301.01—Backfilling. 
This covers the cost of backfilling in the reverberatory bottoms and 
between the reverberatories. The dirt was red clay soil. It was 
plowed, hauled in wagons, dumped, shoveled into a derrick box and 
lifted by a locomotive crane over the reverberatory sites and dumped. 
It was then distributed with wheelbarrows and tamped in 4-in. layers. 


: eee 


Account 8302—Foundation. 
This work consisted of long walls averaging 230 ft. long, 4ft. at top bid 
6 ft. at bottom, and of beams to withstand the reverberatory buck stay 
pressure, ay SePete, 660 ft. long by 3 ft. by 3 ft. The walls were 
reinforced with #-in. rods, spaced about 4 to 6 in. on centers, while 
the beams were reinforced with 2-in. and 1-in. rods about 4-in. center 
lines one way. 
The mixture used was 1 part cement and 5 parts sand and gravel, 
machine mixed, transported 100 ft. average, with wagons, cars, wheel- | 
barrows and concrete carts as the situation demanded. 100 per cent. 
of the vertical surface was formed. : 
. 
{ 


et ay er A A a 


Account 8302.1—Concrete Counterweights. 
These are used for the cross and header flues. Some are 1 ft. square 
from 6 ft. to 10 ft. long, cast in woodenforms. Others are circular, cast 
in steel cylinders. The concrete was mixed in a machine, wheeled 150 
ft. and made plain with 1 part cement to 5 sand and gravel. 


2 


Account 8303—Steel Structure. 


There is in this building 55.31 tons of sete iron, and 405. is tons of 
structural steel. 


Account 8304.—Reverberatories—Brickwork. 
This account covers all the brick, mortar material and mason labor used 
in laying the brick of three reverberatories. The overall dimensions of 
the furnaces are 104 ft. long by 27 ft. wide and about 10 ft. 6 in. to the . 
crown of the arch. The side walls are 2 ft. 6 in. thick and the arch is 20 
in.deep. In the three reverberatories there were used 106,350 red brick 


laid in lime mortar and 257,288 various shaped silica Beck dipped in 
silica slimes. (See Figs. 77, 78 and 79.) 
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Account 8304.01—Unloading Brick. 
This account covers the cost of preparing the unloading site, building 
three brick sheds of 84,000 cu. ft. capacity, the unloading of the brick, 
checking the quantities, and piling separately 31 different shapes. 


Account 8304.02—Centering. 
This account covers the cost of material, fabrication of one center 
together with the labor and erecting and tearing it down three times. 
The arch was made of 2 by 12 centers with 1-in. sheathing tacked on 
top. The 2 by 12 centers were spaced 18 in. centers, supported on 6 by 
8 stringers held up by 4 by 8 posts suitably braced. (See Fig. 130.) 


Account 8304.05—Rehandling Brick. 
This account covers the transporting at many different times of the 
silica brick from the sheds to the reverberatories a distance of 500 ft. by 
one-mule carts. ; 


Account 8304.1—Steel Work. 
This account covers the cost of the material and labor of installing the 
steel buck stays for the reverberatories. Below is a list of material: 


Buck stays 276 12-in. 31.5-lb. beams on sides 
Buck stays 84 12-in. 31.5-lb. beams on ends 
Rails 1,212-ft. 60-lb. rails 
Rails 594-ft. 75-lb. rails 


Cross stay rds. 781%in. diam. 31 ft. 8 in. long 

Longitudinal rds. 27 12 in. diam. 110 ft. 

6 steel supports for longitudinal rods made of 2 to 8-in. angles 113 lb. 
(See Fig. 78.) 


Account 8304.2—Silica Fill. 
This cost is for the silica purchased, crushed in a variety of ways, 
transported to the furnaces and tamped in place there in layers. It 
came from the Calumet & Arizona Mining Co., at Douglas. The seg- 
regation of the account per ton is as follows: 


First cost Freight Crushing and placing Total 
$2.757 $1.749 $3.134 $7.64 


Account 8304.3—Hoppers and Chutes. 
This account covers the cost of material and the installation of feed 
hoppers and chutes with their gates and levers to the reverberatories. 


Cast-iron hoppers, chutes, weights, levers, bars.......... $1,216.20 
300 ft. 4-in. steel sash cord, 100 clips, 50 thimbles......... 23.00 
TOO Dear e Me ORIAbHLONE: c\ we chew cis, dint nee cua srab iar aae 44 2.45 
200 Ib. 142-in. shafting.............. ook. Lae See 12.09 
IMenGeI ANE GUS wi eiee pes eons see a rad co cide oo ey castes ahs 9.85 

$1,263 . 59 


(See Figs. 81 and 82.) 
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Account 8305—Cross and Header Flues—Brickwork. 
This covers the cost of the tile, brick, mortar, lumber for scaffolds, 
mason and carpenter labor incident to building the cross and header 
flues from the reverberatories to the boilers. They are 11 ft. from the 
ground and 8 ft. 6 in. by 8 ft. 6 in. in section. The roof is a brick arch 
held by buck stays. There were red brick, fire brick and 4-in. bottom 
tile used in the construction. (See Figs. 80, 83, 84 and 85.) 


Account 8305.1—Cross and Header Flues—Unloading Brick. 
This covers the unloading, checking quantities and preparing site for 
the brick used in the flues. 


Account 8305.02—Cross and Header Flues—Centering. 
This covers the cost of material and labor for making, installing and 
wrecking the arch center for the flues of 8305.01. Centers were made 
for about one-half the length and then moved to the other half. 


Account 8305.2—Cross and Header Flues—Painting Brick. 
This covers the cost of painting the outside of the flues with one coat 
of mineral red and linseed oil when the flues were in service. The steel 
work of the buck stays was given at the same time one coat of graphite 
paint. 


Account 8306—Flues, Boilers to Reverb. Flue—Excavation. 
This work covers small pier excavation in red clay. It was picked, 
shoveled into barrows and transported about 15 ft. 


Account 8306.1—Flues, Boilers to Reverb. Flue—Foundation. 

_ This foundation is some small piers of plain concrete mixed by machine, 
1 part cement to 6 parts sand and gravel, transported by wheelbarrows 
125 ft. About 40 per cent. of the vertical surfaces was formed. Every 
pier has 2 3-in. anchor bolts. 


Account 8306.2—Flues, Boilers to Reverb. Flue—Steel Structure. 
(See account 7308.2.) 
This covers seven 6-ft. diameter flues of }-in. steel with their supports. 
There were 34.78 tons. 


Account 8307—Boiler Building —Excavation. 
This account covers the digging of two long deep cuts for retaining 
walls. ‘Two feet of clay were encountered, followed by sand and gravel 
and boulders with caliche. The ground was partly blasted, all picked, 
shoveled into wagons and hauled a distance of 600 ft. 


Account 8307.01 Waste Heat Boilers—Excavation. 
This work was digging shallow trenches for small foundations, through 


red clay and small boulders. The ground was picked, shoveled and 
hauled 600 ft. . 
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Account 8307.02—Oil-fired Boilers—Excavation. 
Same as 8307.01. 


Account 8307.03—Boiler Feed Pumps—Excavation. 
This was a deep square cut involving 659 cu. yd. through red clay and 
boulders, into sand, gravel and boulders tightened with caliche. It 
was partly loosened with powder, picked, shoveled and hauled by 
wagons 400 ft. The lower half was handled twice, once onto scaffolds 
and the second time out of the pit. 


Account 8307.04—Backfill, Back of Boiler Wall. 
This was filling behind a long retaining wall. This dirt was adobe, 
wetted and tamped in 5-in. layers. The dirt was wheeled 60ft. to place. 


Account 8307.1—Boiler Building—Foundations. 
This work covered a reinforced wall 240 ft. long, 11 ft. high, 1 ft. at 
top, 2 ft. at bottom, with pilasters connected at top with horizontal 
reinforced concrete beams forming the support for waste heat and oil- 
fired boilers. Three-fourthinch and 7-in. rods spaced about 6 in. to 8 in. 
were used together with many foundation bolts. The mixture was 5 
sand and gravel to 1 cement, made in a machine and hauled 175 ft. in 
wagons, thence by wheelbarrow 10 to 15 ft. into place. One hundred 
per cent. of the vertical surfaces was formed. 


Account 8307.11—Waste Heat Boilers—Foundations. 
This work covered the reinforced concrete beams noted in 8307.1 
required for the waste heat boilers. The other conditions were the 
same, save 50 per cent. only of the vertical surfaces was formed. 


Account 8307.12—Oil-fired Boilers—Foundations. 
(See account 8307.11.) 


Account 8307.13—Feed Pumps—Foundation. 
This account covered the reinforced cantilever walls for a pit 26 ft. 
by 36 ft. in plan, 14 ft. high and 1 ft. thick. The rods were 3 in. 
and 2 in. The mixture was machine mixed 5 sand and gravel to 
1 cement, hauled 175 ft. in wagons to place. Seventy-five per cent. of 
the vertical surfaces was formed. 


Account 8307.2—Floor over Slag Track Cut—Floor. 
This covered the laying of a 6-in. reinforced concrete floor 30 ft. by 
240 ft. over steel I-beams with a mortar finish troweled smooth. The 
mix was machine made 5 sand and gravel to 1 cement, with 2 to 
1 top finish. A 3%;-in. woven wire triangular mesh was used and 50 
per cent. of the surface was formed. The concrete was wheeled in 
barrows an average of 175 ft. (See Fig. 86.) 
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Account 8307.3—Floor around Boilers. 
This is a 4,000-sq. ft. plain concrete floor of 4 in. laid in blocks with — 
sand joints and given a 2 to 1 top finish. The concrete was machine : 
mixed 7 sand and gravel to 1 coment and wheeled in barrows about — 
175 ft. on the average. 


Account 8308—Boiler Building—Steel Structure. 
(See account 7308. 2.) 
There are in this building 35.03 tons of corrugated iron and 257 tons of 
structural steel. 


: 
: 
Account 8308.5—Platforms and Brackets. | 
These were structural steel walkways installed after the boilers had 
been piped and bricked, furnished by the Kansas City Structural 

Steel Co. and erected by the Arizona Copper Co. construction force. 

There were 29.5 tons of material. The installation necessitated | 

boring for connections and much removing of steam piping. . 
7 
: 


Account 8309—Waste Heat Boilers, Including all steel. 

This account covers the cost of the 7 waste heat boilers with the steel 
framework of the settings erected. These boilers are class M No. 26 
Stirling waste heat boilers, for 180 lb. pressure. They have 7,460 
sq. ft. of total heating surface and occupy each a space of 16 ft. by 20 ft. 
4 in. by 26 ft. 42 in. The waste heat from the flue, common to all 
the reverberatories, enters the front of the boilers at the top. (See 
Fig. 87.) | 


Account 8309.01—Waste Heat Boilers—Brickwork. 
This account covers all red and fire brick and tile with mortar and 
lumber for scaffolds, as well as mason and carpenter labor entering into 
the bricking of the waste heat boilers. The unloading of the brick 


and handling from the pile to the boiler site are taken care of elsewhere. 
(See Fig. 87.) 


Account 8309.02—Waste Heat Boilers—Unloading Brick. 


This covers the cost of preparing the site, unloading and checking all 
brick used under this account. : 


Account 8309.03—Waste Heat Boilers—Painting. 
When the boiler settings were warm, they were given one coat of min- 


eral red in oil. This account covers the labor and material incident 
to this operation. 


Account 8309.05—Waste Heat Boilers—Rehandling Brick. 


This covers the cost of handling brick a distance of 250 ft. from piles 
to site of waste heat boilers in wheelbarrows. 
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_ Account 8309.10—Oil-fired Boilers, Including all Steel. 
_ Same as account 8309. (See Fig. 88.) 

_ Boilers were 3, Class M, No. 14 Stirling for oil firing, having each 
4,017 sq. ft. of heating surface. Each boiler occupied a space of 10 ft. 
by 20 ft. 4in. by 26 ft. 42 in. The oil burners are not here included, 
but 3 stacks are of 48-in. diameter each and 60 ft. high above ee 
frame, made of No. 10 and No. 8 steel. (See Fig. 88.) 


Account 8309.11—Oil-fired Boilers—Brickwork. 
Same as account 8309.01. (See Fig. 88.) 


_ Account 8309.12—Oil-fired Boilers—Unloading Brick. 
Same as 8309.02. 


_ Account 8309.13—Oil-fired Boilers—Painting. 
Same as 8309.03. 


"Account 8309.15—Oil-fired Boilers—Rehandling Brick. 
Same as 8309.05, save distance was about 300 ft. 


Account 8310—Superheaters—Waste Heat Boilers. 
This account covers the cost of the material and the labor of installing 
7 Foster superheaters for class M, No. 26 waste heat Stirling boilers. 


OY CE Sg Dien | es ete an Bea a gma ENS pan Se Oe $8,256.40 
PEER Soh See Se ee eat ee ae ne 32.31 

¥ - $8,288.71 
(See Fig. 88.) 


Account 8310.10—Superheaters—Oil-fired Boilers. 
__ This account covers the cost of the material and the labor of installing 
_ 3 Foster superheaters for class M, No. 14 oil-fired boilers. 


Zz 


SOLES Eig es 7 aes fn a $2,675.03 
oA (eh ee eh ae 81.38 
$2,756.41 


Account 8312—-Miscellaneous Piping. Boilers and Reverb. Building. 
This account covers the cost of material and installation of miscel- 
laneous piping in the boiler and reverberatory buildings. The sizes 
are various. It is not valuable for unit costs. 


Account 8312.1—Excavation. 
This account covers excavation and backfill for a long deep trench. 
The material met with was red clay filled with boulders and sand and 
gravel. It was done with picks and shovels, and handled 300 ft. with 
wheelbarrows and slips. Two hundred feet of the trench were cribbed 
and lagged 20ft. high. Much of the dirt had to be handled three times 


in removing it from the trench. 


abe 
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Account 8312.11—Feed Piping from Heating Plant to Feed Pumps. 
This account covers the cost of the pipe, pipe conduit, insulating 
material and the labor incident to installing them in a trench running 
from the hot water heating plant to the boiler feed pump house back 
of the boilers. The conduit was ordinary vitrified 15-in. sewer pipe 
split in halves. The first half was laid in the trench, the joints 
cemented, followed by the laying of the 8-in. standard wrought iron 
pipe. About this the asbestos filler was packed and after each section 
of the conduit top was laid, the filler was stuffed in over the top of the 
8-in. pipe to thoroughly cover it. The material account is segregated 
as follows: 


557 ft. 15-in. J. M. sectional conduit....................- $2,273.47 
HOLA bolle. Wroug hb-1rON pipe ae wes caitetete teen eer 374.49 
Asbestos filler and miscellaneous..................-.---- 109.83 

$2,757.79 


Account 8312.20—Feed Piping from Pumps to Boilers. 

This cost is not valuable for unit purposes. It represents pipe fittings, 
pipe covering, paint, and the labor of erecting pipe and fittings, cover- 
ing some of the pipe with insulation, and painting all pipe. The piping 
was about one steam and two electrical feed pumps at the boilers. It 
also covers a hot water line the length of the boiler building, a cold 
water line the same length with connections from each line to each 
boiler. The two main lines are 6 in. The connections to the boilers 
are3in. The hot water lines are covered throughout. The pipes are 
of standard strength and the fittings are extra heavy. The labor costs 
include also the manufacture of all pipe hangers. A further segre- 
gation of the material is as follows: 


Pipe Avert ea 13¢ av giiestal tt ayasudls vane als OFipaN eR ade RET etie HELE NEE Po $416.39 
LOUDLY OAR By ind athe taal aianar Meher WRG oe oR RL eee 2,408 .89 
IBIPesCOVENIO Es Ohh oi iw eo elim Ace ee ee ee ace ee 137.26 
Hangers and miscellaneousiaecss . os gieeed. oe eteoreertie oe ae 78.46 

$3,041.00 


Account 8312.5—Blow-off Piping and Drum. 

This cost is not valuable for unit purposes. It represents the cost of the 
material below and the labor of installing it. The blow-off piping runs 
about 10 ft. beyond the end of the boiler building and discharges 
there into a steel drum 4 ft. diameter by 4 ft. high, with an 8-in. 
diameter pipe riser. From the base of the drum it discharges into a 
sewer pipe nearby. The drum foundation is included in the concrete 
cost. A segregated material cost is as follows: 
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225 ft. 22-in. standard wrought-iron pipe............ ) 


25 ft. 8-in. standard wrought-iron pipe............. | $447 .93 
fic: 


20 ft. 23-in. extra heavy non-rising stem gate valves { 
20 ft. 23-in. asbestos packed cocks 
1 blow-off drum, 4 ft. diam. by 4 ft. high....... .. 79.84 
$527.77 


Account 8313— Wiring Electrical Feed Pumps. 
This covers the wiring of the two 40-h.p. motors of the feed pumps to 
the mains. The material was as follows: 


PACIECIT DLCAKGrS races hae Ean eet ees Poe $31.70 
Condiuiian dscoverint yet ante et rae waht oan nte) clk. 85.20 
Wittincuaacdemiscellancousietsti ita mcs hencet: Wilts dm oleic 60.99 

$177.89 


Account 8313.1—Lighting for Reverb. and Boiler Building. 
This represents the material and labor of hanging 104 drop lights in 
the boiler and reverberatory building. 


8 tungsten lamps, 40 watt 
96 carbon lamps, 16 c.p. 
AOU OTe WEE COU G atta a hie Rieti) tain ats fc Oe $473.19 
2,720 ft. 1-in. conduit 
Wire, switches, etc. 


- Account 8314—Slag Launders. 

All the material cost and labor installation of these reverberatory slag 
launders and two converter slag launders arehereincluded. Therever- 
beratory slag launders at the slag end of the furnace consist of a settler 
and spout. The settler is about 6 ft. by 3 ft. by 2 ft., made of 2-in. 
steel plate and 3-in. by 3-in. angles. The spout leading from the settler 
to the slag cars is of cast iron 6 ft. 6 in. long and 1 in. thick. The con- 
verter slag launders are built of cast iron about 1}-in. thick on the 
average, in 4-ft. 6-in. sections and are 24 ft. 6 in. long. They are set 
up aloft in the converter building on a structural steel frame made of 
10-in. 15-lb. I’s and 23 by 23 by 7 angles attached to the framework 
of the building, and lead into the top of the reverberatory furnaces. 


Account 8315—Matte Launders. 

These launders lead from small settler boxes at the tap holes of the 
reverberatories along the dirt floors in which they are set to a height of 
10 to 12 ft. above the converter building floor, where they discharge 
into properly located matte pots. The small boxes are of §-in. 
plate with 8 by 3-in. and 23 by 25-in. angles. The launders are 
of cast iron average 232 in. in thickness. Here is included the cost 
of the above materials together with the labor of installing them. 
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Account 8316—Six No. 14 Wilgus Oil Systems. 
This account covers the cost of 6 Wilgus oil pumps, asbestos covering 
for portions of these pumps, the labor of installing the pumps, the labor 
of thoroughly overhauling them, required because of the unsatisfactory 
condition existing in the leaking steam heating coils, and the labor of 
applying the asbestos covering. The 53-in. by 33-in. by 5-in. 
duplex oil pumps were set directly on the concrete floor in front of the 
oil-fired boilers. 


Account 8317—Two Electrical Feed Pumps. 
These pumps located back of the boilers were lowered into the 13-ft. 
pit onto their foundations and set ready for piping connections. They 
are two vertical triplex, 8-in. by 10-in. Aldrich, electrical driven pumps 
each attached with flexible couplings to a 40-h.p. motor. The cost 
covers the material segregated below and the labor of installing the 
same: 


Factory Freight Clifton 
Tword0-h:p! motors... Siac saseasee ae $1,700.00 $24.44 $1,724.44 
Two vertical triplex pumps........... 2,794.00 
Spare parts for pumps................ 518.00 BEI Oia Oe 
Miscellaneous: ..):\pesalya cata sos yo hiels aie eaten etcetera roe 50.46 


$5,633 .97 


Account 8317.1—One Steam Feed Pump. 
Here is given the labor of installing and the material cost of one 10-in. 
by 6-in. by 12-in. duplex boiler steam feed pump. This pump is 
located next to the two electrically driven Aldrich pumps of 8317. 


Account 8317.2—Crawls and Chain Blocks in Feed Pump House. 
This gives the cost of delivering and hanging in place in the feed water 
pump house two 2-ton steel plate crawls for lower flange of 8-in. I-beam, 
one 2-ton duplex chain block for 16-ft. lift, together with the material 
cost as segregated below. 


; $112.05 
Account 8318—Fettling System. 
Here is given the cost of installing fettling tracks and cars over the three 
reverberatories. A structural steel frame to support an 18-in. gauge 
car and walkway was erected along each side of each reverberatory, 
being attached to the steel frame of the building. The cost of this 


material as given below and the labor of installing the same are here 
covered: 
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Three 18-in. gauge bottom dump cars with Hyatt roller 


IL SERS Ms gt 2S ag ee eo $196.83 
So sveel turn plates }in. by 72 in. by 138 in.....:.......+<.> 93.24 
18.25 tons fabricated structural steel and rail............. 1,492.66 
Ze by 12 bamberifor-walkways).% 0 o.se.' is og. ecacbn les’ 18.48 
Power for riveting and miscellaneous.................... 141.87 

$1,943 .08 


CONVERTER PLANT 


Account 8401—Excavation. 
This was a large slice, similar to side hill work, through red clay and 
boulders into sand and gravel tightened with caliche. It was shaken up 
with powder, plowed, fresnoed through a trap into narrow-gauge side 
dump cars and conveyed 1,000 to 2,000 ft. by a narrow-gauge locomotive. 


Account 8402—Foundation. 
This was a big wall same as under 8301, with about 30 piers 5 ft. by 
6 ft. by 8 ft. deep. The concrete was machine mixed, 7 parts sand 
and gravel to 1 cement, transported 75 ft. in concrete buggies and 
wheelbarrows. About 50 per cent. of the vertical surfaces was formed. 
Each pier had four 2-in. anchor bolts 6 ft. long. 


Account 8403—Converter Building—Steel Structure. 
(See account 7308.2). There is in this building 94.01 tons of corru- 
gated iron and 689.85 tons of structural steel. 


_ Account 8404—Converter Stands—Excavation. 
This excavation was small rectangular cuts in sand and gravel, made 
* with picks and shovels and handled in wagons 900 ft. 


: Account 8404.1—Converter Stands—Foundation. 
This concrete was the same mix as 8402, but 100 per cent. of its vertical 
~ surfaces wasformed. It was hauled 300 ft. to place in dump wagon and 
cars. 


- Account 8405—Converter Stands and Shells. 
This account covers the cost of the material noted below, together 
with the labor required to install the stands, put together the parts of 
the converters, erect motors, controllers, solenoid brakes and attach 
blast connections. The unloading of this material from the cars is in 
account 8411. The shells were 12 ft. in diameter, of the Great Falls 
type, having each 28 tuyéres of 13 in. diameter, extra heavy pipe. 


Three cast-iron converter stands, with 50-h.p. motors, 


uses weommoller,-ClO,.25-sb ysis vay soon sae aie eee p alae ® $9,801.01 
Rounel 2 tiaecomyertershellsn nc. 5 2.4 cchscrdds, ysatse Situs vote wae 12,115.46 
Blascpconmm CCuONss sVHlViCSkCUC 3.) a pat acl aie uel alas cca = aeetenes 321.81 
22,238.28 


(See Figs. 126 and 127.) 
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Account 8405.01—Repairs to No. 2 Stand. 
When No. 2 converter shell was let into place by the crane, it was 
allowed to fall a short distance and cracked the cast-iron stand. The 
stand was then taken off its foundation and patched with a steel plate. 


Account 8405.10—Converter Shells—Brick Lining. 
This account covers both the labor and material incident to lining four 
converter shells and tops with magnesite brick. In bottom of each 
shell there is an average of 9 in. of silicate of soda and burnt magnesite 
beneath the brick. Around the sides there are 43 in. of this mate- 
rial laid in behind the brick. The top is laid with brick only. The 
material required for one converter is as follows: 


28 sacks (286 lb. each) of magnesite cement. 
50 sacks (234 lb. each) of burnt magnesite. 
5 bbl. (635 lb. each) of silicate of soda. 
4,385 magnesite brick of various shapes. 


Account 8405.11—Converter Shells—Unloading Brick. 
-This covers the cost of the shed together with the checking, unloading 
and piling of all magnesite brick, cement, magnesia and sodium silicate. 


ee ee ee ate i a tte 


Account 8406—Cranes. 
This covers the cost of two 40-ton Morgan cranes and the labor of in- 
stalling them on the craneway, and putting together the equipment 
ready for operation. It does not include the wiring. They were 
hoisted in place on the craneway by the use of two erecting engines. 
These cranes are of 40-ton capacity, have four motors, span 55 ft. from 
rail to rail, and are rigged for a 50-ft. lift. Each crane has a 15-ton 
auxiliary hoist. (See Fig. 90.) 


Account 8406.1—Wiring Cranes. 
This cost is not valuable as it represents 30 per cent. more labor than 
should have been spent. The cranes were wired twice because the first 
time was done improperly. The wiring is largely in conduits. Here 
too is the cost for the trolley lines from which the cranes take their 
power. 


Account 8407—Clinkering Machines. 
These two machines are set 24 ft. above the floor of the converter 
building on structural steel supports. The steel supports are a part 
of the converter building and have been costed in that account. The 
main body of the machine, the mixer, is the frustum of a cone 13 ft. 
6 in. long, whose head end is 5 ft. diameter and whose discharge end 
is 9 ft. 6 in. diameter. It is made of 3-in. steel plate, lined with 1-in. 
cast-iron liners. The whole is mounted on trunnions operated by a 
50-h.p. motor. The ladle which feeds the converter slag into the head 
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end is 60 cu. ft. capacity and is tilted by a screw operated by a 15-h.p. 
motor. 

The feeder which lets siliceous ore into the head end to agglomerate 
with the slag extends from the silica bins to a pipe discharging into the 
dropping stream of slag. It is a screw conveyor 4 ft. 94 in. long. 
Each machine has a hood connected to a steel flue 2 ft. 6 in. diameter 
by 36 ft. 8 in. long, leading into the converter dust chamber. 


The machinery for two machines enumerated above cost $11,872.82 


WOUDD-N Py MOLOrsAd ADOVEAM Go le. sac thes ed we 828.61 
WOM D-beat OFOTS As, ADOVEN. «-. 560 Malekaacs. hls oe 820.16 
2 brakes for ladle tipping motor............-.......<-. 176.51 
2 iraveling switches for brakes 4... 4.5 sidan 186.44 
2 circuit breakers..... cs De SOR ance oo eee 102.80 
Wiscellai COUshsreestns taki ete tac cots We eat caseh wae ame 44.60 

$13,981.94 


This cost includes the price of the machines and the cost of install- 
ing them. 


Account 8407.01—Clinkering Machines—Alteration No. 1. 
The teeth on the drive gears had to be chipped off and trued up so as 
to mesh properly. 


Account 8407.02—Clinkering Machines—Alteration No. 2. 


’ Account 8407.03—Clinkering Machines—Electrical Alterations. 


a 


Account 8407.1—Wiring Clinkering Machines. 
This covers the labor and material of wiring the two 50-h.p. motors and 
two 15-h.p. motors operating the clinkering machines. 


- Account 8409—Wiring for Converter Control. 


- Account 8409.1—Lighting. 


This covers the labor of installing the material incident to lighting the 
converter building, as well as the material itself. There were used 
thirty-four 16-c.p. carbon lamps, twenty-six 250-watt tungstens, 440 ft. 
of No. 8 and No. 12 weatherproof wire exposed, 880 ft. of No. 12 wire 
in 2-in. conduit, 684 ft. of No. 12 wire in 1-in. conduit. 


Account 8410—Air Pipe from Power House—Excavation. 
This covers the cost of digging a trench through sand, gravel and big 
boulders for a 24-in. pipe, with pick and shovel and backfilling the same. 


Account 8410.1—Air Pipe from Power House—Laying. 
This covers the cost of the material segregated below and the labor of 
installing it. The pipe was placed underground and ran from the power 
house to connect with all of the converters. It was built to carry air 


ae 
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under 12 lb. pressure, of No. 8 U. 8. gauge plate, riveted, tested for 
25 lb. pressure and painted with asphaltum paint. It was made in 30- 
ft. sections and fastened together with forged steel flanges. 
400 ft. 24-in. pipe, 10 in. cast-iron nozzles, tees and ells.... $1,332.70 
22 ft. 10-in. pipe and two 10-in. flanges.................. 27.54 
Two 24-in. cast-iron gate valves......................- 415.25 
Three 10-in. cast-iron gate valves....................-. 1388.55 
Miscellaneous........... Peete ete eet eee teeter eees 127.85 
$2,041.89 
(See Fig. 89.) . 
Account 8411—Ladles, Boats, Bails, Tools, Etc. 
This account covers the cost of the material segregated below, the 
labor of unloading it, the labor of unloading material in account 8405, 
and the cost of material and manufacture of several converter collar 
pullers, as well as alterations upon the slag ladles and scrap boats. 
Factory Freight Total 
One 7-ft. by 7-ft. slag boat complete 
Wibh ge Gh adres. a tects uct tae terete $362.00 $38.00 $400.00 
2 converter scrap boats 9 ft. by 2 ft. 
34 in. high by 2 ft. 5in. wide ...... 512.60 28.02 540.62 
3 cast-steel slag ladles................ 745.90 283.04 1,028 .94 
2 cast-steel matte ladles (20 tons capac- 
LAT) F Nnce aecctentee Ea RSL eee Reread 1,152.45 
3 UG oY anc al heb: eRe rhe ERS ce 400.00 
i ball detent walle Meas aN eng go0.00 (812: 22) 4:0 eile 
LS PArLbervits bacheea ys Gretta RN oem we oee eas 100.00 
4 chains and converter lifting devices.................... 340.63 
Ascast-iron ‘skull breakers Pan, £6 beaten cet eceeene te erent 124.99 
Miscellaneous material for collar, etc.................00. 125.65 
$4,932 .39 
Account 8413—Casting Machines—Excavation. ; 


This covers 2 deep rectangular cuts in sand, gravel and big boulders 
with pick and shovels. It was loaded into carts and hauled 600 ft. 


Account 8414—Casting Machine—Foundation. 

The foundation for each machine consisted of a rectangular sump with 
plain concrete floor enclosed by reinforced concrete retaining walls. 
The walls were about 6 in. thick, 8 ft. high, reinforced with 2-in. 
and {-in. rods. The concrete was machine mixed, 5 parts sand and 
gravel to 1 cement, hauled in cars 150 ft., dumped, and handled to site 
in wheelbarrows 150 ft. 100 per cent. of the vertical concrete surfaces 
was formed. 


Account 8415—Casting Machine—Cost and Erection. 
This account covers the cost of all the material composing 2 casting 
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machines, and all the labor required to erect on their foundations ready 
to operate. Hach machine has a steel cradle to receive a ladle of mol- 
ten copper. This cradle is controlled from a pulpit and is tipped by the 
power from a 20-h.p.motor. It is set high enough to pourinto a casting 
spoon of 1}-in. cast iron whose approximate dimensions are 2 ft. wide 
by 3 ft. 63-in. long, and from 7 in. to 1 ft. 53-in. deep. This cast- 
ing spoon pours into the molds which are attached to a heavy steel 
conveyor. The molds are 39 in number, made of 2-in. cast iron 
reinforced with ;’s-in. perforated plate. Their inside dimensions are 
2 ft. 4 in. by 1 ft. 63 in. by 33 in. deep. From the pulpit, by use of 
power from a 20-h.p. motor, the conveyor with the molds moves 
along under a spray of water from needle holes in pipes placed above 
them until they reach the end of the conveyor, where a device in the 
bottom of the molds loosens the ingots, allowing them to drop intoa tank 
of water. This bosh is made of ,%,-in. plate, 3 by 3 and 4 by 8 angles. 
It is 7 ft. wide, 23 ft. 52-in. long, and varies in depth from 7 ft. 10 in. to 
2ft.10in. The copper bars are removed from here by a steel drag con- 
veyor operated by an 11-h.p. motor, controlled from the pulpit. When 
the bars leave the bosh and fall onto the striking plate they are handled 
by a radial crane whose moving end travels on a 40-ft. curved I-beam. 
Along the radial crane beam travels a small air hoist capable of picking 
4 up 1 ton. It operates under an air pressure of 16 lb. A jib crane is 
so located, attached to a building column, that it can handle the molds 
, for removing and replacing. It has a 3,000 lb. capacity triplex block 
, and 8-in. I-beam trolley. Below is a segregated material list: 


zZ Be sCAs LiMo UnIaChINes sar aris Ate <n arhene & oo wegereciens $18,657.89 
3 Two lt-h-p. and four 20-h.p, motors)... 2.2 .- aes. oe ee 2,933.88 
e. FRAN ay ROTEBINCIE altos ol cic hed cael Act o Molec CR TORCMELOLSG caer tee ke Ptars see 327.22 
7 ZETA a CrAMesreaniar crear leg mtote ny. ce..poMarbeta tes arvacyayct 1,167.91 
;- PEATAV EMM OU SWACCIOS 3 Med ge, We etna casa ayia «ern oress Sle cea: 135.75 
: Zsprakes tor ladle tipping Motors)... 2 4. ee ey oe 176.51 
g PPCITGULER Tea KCTS = mittee SERA Cameras «Nihon ston cte Jot eer snk seis) tee 103.50 
a INDSLIGIER AEH Ars cen ANS Gene CBeN OC RE Pm SERN Orc RON sf 708.55 
F $24,211.21 


(See Figs. 128 and 129.) 
- Account 8415.1—Casting Machine—Repairs. 


: - Account 8416—Loading Platform—Excavation. 
4 Same as 8413, except that it was not hauled away. 


Account 8416.1—Loading Platform—Foundation. 
This was a low retaining wall of gravity section 300 ft. long, machine 
mixed, 7 sand and gravel to 1 cement, transported in cars 150 ft., by 
wagon 350 ft. and by wheelbarrow 70 ft. One hundred per cent. of 
} its vertical surface was formed. 


s 
ue 


a 
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Account 8416.11—Loading Platform—Floor. 
This was a plain concrete floor mixed and handled as above, with a 
1_in. finish of 2 sand to 1 cement. There were no joints in the con- 
crete. The finish was troweled smooth. 


Account 8416.2—Loading Platform—Backfill. 
Behind the 300-ft. wall 8416.1—sand and gravel was backfilled. The 
material lay 8 to 10 ft. from the wall. 


Account 8416.3—Loading Platform—Striking Plates. 

Two striking plates, one at each casting machine are placed so that 
the copper ingots discharged from the casting machine elevator fall 
directly upon them. They were made by setting 4 by 4 by 43-in. 
wood blocks dipped in hot tar and placed on end upon a concrete base. 
Over the blocks a steel plate 6 ft. 3 in. by 9 ft. 10 in. by 3 in. was 
laid and secured by 16 2 by 23-in. bolts, grasped by cast-iron 
fasteners set in concrete below. 


283! fe bm. Lumber afta ce oceece ee eer eee eee $8.59 
2 steel plates......... AE are Sat Ment Oe iced tc 99.19 
$2 cast-iron’ fasteners, and) bolts. cae. pol ce eee eine 18.91 
$126.69 


Account 8417—Hoods and Smoke Boxes. 


This account covers all the material of the converter hoods, smoke 


boxes, flues leading to converter dust chamber, together with the labor of 
erectingthem. Itlikewiseincludesremoving the stacks 4 ft. in diameter, 
making new ones 5 ft. in diameter and erecting them, together with change 
required to put large doors in the back of the boxes. The smoke boxes, 
of which there are three, are made of 3-in. plate, and 4 by 4 by 3 
angles. They are 16 ft. high and about 9 ft. in diameter. The hoods, 
of which there are three, are made from 4-in. plate and 4 by 4 by 
g angles. They hang on the front of the smoke boxes and direct the 
gases into the flues. The original stacks, of which there were three 
connecting the smoke boxes and the converter dust chamber, were 4 ft. 
diameter and 26 ft. long, made of ;‘;-in. plate. They were replaced 
by similar ones 5 ft. in diameter. (See Fig. 92.) 


Account 8417.1—Hood to Protect Converter Operator. 
Only one of these was made. Three-sixteenth inch plate was used. 
The dimensions are 7 ft. 2 in. by 7 ft. 2 in. by 7 ft. 8 in, high, one 


end is open. The account covers material used, fabrication and 
erection. 


Account 8418—Spouts, Gates and Hoppers at Silica Ore Bins. 
This account covers the material cost of the gates with operating 
R devices, the 10-in. pipe chutes and the labor of erecting same, together 


a ae 
‘*! 
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with the labor of erecting the hoppers. The hoppers were furnished 
by the Kansas City Structural Steel Co., and are costed with the 
building. The hoppers are situated below the silica bins, above the 
converters, and by a spring device and pointer indicate to an operator 
on the ground when they have been filled to the desired amount. The 
gates allow the material to flow through a 10-in. pipe chute directly 
into each converter. These chutes can be turned aside from the 
converter mouth by a chain, wheel and gear so as not to interfere when 
out of use. (See Fig. 93.) 


Account 8419.1—10-ton Bullion Scales—Excavation. 
The excavation consisted of small cuts made in sand and gravel with 
pick and shovel and cast to one side, 


Account 8419.2—10-ton Bullion Scales—Foundations. 
This concrete was cast plain in low 8-in. thick walls about a pit 4 ft. 
by 6 ft. in plan. The mix was machine made, 6 sand and gravel to 
1 cement, and transported a distance of 1,900 ft. in wagons. Seventy- 
five per cent. of the walls’ vertical surface was formed. 


Account 8419.3—10-ton Bullion Scales—Cost and Erection. 
This represents the cost of the scales and the labor of installing them. 
The scales were pit pattern, 10-ton copper bullion class, with type 
registering beam weighing to1 lb. They came complete with all neces- 
sary structural steel framework and cast-iron platform plate. 


Account 8419.4—10-ton Bullion Scales—Scale House. 
This is a shed roof building without sides about 16 ft. by 20 ft. The 
roof is of l-in. sheathing, covered with composition roofing. It was 
painted 2 coats of oil and lead. 


Account 8425—Conveyor No. 15. 
(See account 7405.) 
Conveyor No. 15 is a 20-in. belt, making a conveyor 165 ft. long, run- 
ning perfectly flat, operating at a speed of 300 ft. per minute, capable 
of handling 100 tons per hour. It receives material from conveyor 14 
and delivers it to the silica bins of the conveyor building through an 
automatic tripper. The account is segregated as follows: 


(Beltpwer tet ep esti ieee are ha lao Sector utter ee Taatin, « $664.19 


ROLES ELEV LOT LOU Me etter te ey aye ats. Cie) eke Sethe tt urrale loots: Mhsalal 1,231.91 
Wenprine alia Clipe r gerade ter, orcicrcke ta. epoca Shee, 36.20 
Luanere (COOKING, CLOs) saciid sa + nie once, wmpeiganay mec dasa ¥ « 67.05 
Spout from No. 14 to No. 15............-. 265. e eee ees 31.21 
DO ft eiGMne Ol o-Unen Glendive DElben. . 2.0m es lotteene ane ou 612+ 20.82 
TEER TOCGU EMRE acre Fook Rid ete obit ne d= gat? 138.75 
IMirscelllamec Useepaetsractoe meshes oc. cet caekeatuaash caup caper tTA py eliske 61.34 
$2,251.47 


(See Fig. 91.) 
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Account 8426.1—Wet Pan—Excavation. 


Account 8426.2—Wet Pan—Foundation. 
This concrete was hand mixed. Owing to some conditions not satis- 
factorily ascertained the concrete did not set. This necessitated its 
being put in twice. The yardage is that of one installation and the 
cost two. The mix is7 to l. 


Account 8426.3—Wet Pan—Cost and Erection. 


This mill was installed to furnish ‘‘mud” for the converters and | 
reverberatories. The account covers the material segregated below and ~ 


the labor of installing the same. 


One 5-ft. wet pan; size of mullers 36 in. by 43 in.; pulley 34 


in. by 10 in.; 4-arm type friction clutch ............... $634 .34 

One 15-h.p. motor, 860 r.p.m. squirrel-cage with starting 
COMPENSALOL sss. woes liao octets eee taeda ee ptealn. eh telat cdl 248.45 
One 18 by 10 solid hub cast-iron pulley.................. 15.47 
One 38 by 7 solid hub cast-iron pulley.................. 24.71 
Two 2 44-by 24-in. drop-hangers. (deo oh asd gay aise tele 23.48 
Littya2 ine 2 4sshatting scollars, Class aa cir. ae eee 13.10 
30 ft. 6-in. double leather belting........................ 25.39 
35 ft. 9-in. double leather belting................... oe 44.42 
Miscellancous.. setjccSeraenotl cere enue eles Seve 20.74 
$1,050.10 


Account 8426.4—Wet Pan—Bins and Spout. 
This bin with spout was made in the: smelter shops, using }-in. steel 
plate. It hasacapacityof 260 cu.ft. The account covers the material 
used, labor of fabrication and erection. 


CONVERTER DUST CHAMBER 


Account 8421—Excavation. 
This account covers the making with pick and shovel of small cut for 
a retaining wall, and digging a number of small pier holes. The mate- 
rial was red clay and stones, running into sand and gravel, which was 
loaded into carts and hauled 600 ft. 


Account 8422—Foundation. 
This concrete was cast as piers about 4 ft. by 4 ft. by 5 ft. about 45 
per cent. of whose vertical surface was formed. It was mixed in a 
machine, in the proportions of 7 sand and gravel to 1 cement, 
transported by cars and wheelbarrows 200 ft. The pier tops were 
finished to a perfect elevation to receive structural steel columns. 


Account 8423—Steel Structure. 
(See account 7308.2.) This structure contained 228.18 tons of struc- 
tural steel and 10.12 tons of Keystone plate roofing. (See Fig. 94.) 


a“. avr” 
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Account 8423.01—Wire Baffles. 
(See account 8123.01, for description.) This:account covers the cost 
of the material below and the labor incident to its erection. 


12300 1b. No..10 steel wire baffle. ... 26.6. scone os oe $670.34 
8,500 lb. Z-in. steel chains, 2-in. links.................... ' 430.91 
AV EIAR SCR TSO on Os lh oe Ee el oa a 0.70 

$1,101.95 


(See Figs. 94 and 95 ) 


Account 8423.1—Tile Work. 
This is identical with 8123.1. 


Account 8423.11—Unloading Tile. 
This is identical with 8123.11. 


Account 8424—Iron Doors and Frames. 
This covers the cost of the cast-iron doors, etc., set in the tile work of the 
converter dust chamber. The labor represents hauling the same to 
the site. The labor of setting is included with the tile work. 


5 cast-iron peep doors and frames, doors 4 ft. 6 in. by 2 ft. 6 in...... $158.93 


Account 8428—Smoke Box Track. 
This is a track back of the smoke boxes for the converters. The mate- 
rial is second hand, picked up from construction equipment. The 
account is of no value. 


CONVEYING SYSTEM 


Account 8501—Excavation. 
This covers excavation made at various times for piers and trenches for 
walls to support the conveying system structures. The ground was 
mostly red clay and boulders, sometimes sand and gravel. The exca- 
vating was donewith pick and shovel and the material cast to the side 


of the cuts. 


- Account 8502—Foundation. 


This account covers plain concrete cast in a great many piers, and rein- 
forced concrete cast in a shape to make two long tunnels through which 
conveyors 11 and 14risefrom below conveyors 10! and 10? located under 
the bunker bins. The tunnels are 6 ft. by 6 ft. with 12-in. walls, rein- 
forced with 4-in. and 2-in. rods, spaced 6 in. About 80 per cent. of 
the vertical surfaces was formed. All concrete was machine mixed in 
different proportions and transported variously to the many different 


situations. 
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Account 8503—Steel Structure. 
(See account 7308.2.) There were here used 30.94 tons of corrugated 
iron, and 180.79 tons of structural steel. These structures are ele- 
vated steel conveyor ways. 


Account 8504—Woodwork. 

This account represents the labor and material of flooring the steel 
conveyor ways for conveyors 3, 4, 5, 6, 11 and 14. The lumber used 
was 2 by 12S1S2E No. 1 merchantable Oregon pine. On No. 14 
the 2 by 12’s were rabbeted. Considerable cutting was done to frame 
about conveyor steel framesupports. This costincludes also attaching 
nailing strips to the steel work to which the flooring was nailed. (See 
Fig. 96.) 


Account 8504.1—Floor Battens. 
This account covers labor and material incident to nailing battens 
beneath the floor boards of conveyors 3, 4, 5,6 and11. The lumber 
here used was not rabbeted. 


Account 8505—Conveyors No. 3, 4, 5, 6, 11 and 14. 
(See account 7405.) Conveyor No.3 hasa 20-in. belt, making a conveyor 
182 ft. 53 in. long, rising 46 ft., operating at a speed of 250 ft. per 
minute, with a capacity of 150 tons per hour. It conveys concentrates 
from No. 2 belt into the sampling mill. 
Conveyor No. 4 has a 20-in. belt, making a conveyor 220 ft. 9 in. long, 
rising 64 ft., operating at a speed of 250 ft. per minute, having a capacity 
of 100 tons per hour. It takes crushed ore from the crushing plant to 
the top of the sampling mill. 
Conveyor No. 5 has a 20-in. belt, making a conveyor 127 ft. long, having 
a rise of 26 ft. 4 in., operating at a speed of 250 ft. per minute, with a 
capacity of 150 tons per hour. It carries the fines from the sample mill 
on their way to the beds. 
Conveyor No. 6 has a 20-in. belt, making a conveyor 113 ft. 8 in. long, 
having a rise of 25 ft. 6 in., operating at a speed of 250 ft. per minute 
with a capacity of 100 tons of ore per hour. It carries material from 
the sample mill on its way to the bunker bins. 
Conveyor No. 11 has a 20-in. belt, making a conveyor 369 ft. 83 in. 
long, having an 87-ft. rise, operating at a speed of 300 ft. per minute 
with a capacity of 100 tons per hour. It conveys the product from 
conveyor 10' to conveyor 12 at the roasters. 
Conveyor No. 14 has a 20-in. belt, making a conveyor 271 ft. 5 in. long, 
having a 71-ft. rise, operating at a speed of 300 ft. per minute with a 
capacity of 100 tons per hour. It takes ore from conveyor 10? beneath 
the bins to conveyor 15. 
The material for these conveyors somewhat segregated is as follows: 


—— 
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Factory Freight Clifton 

Belt..... Bath RA2e ke eee ae ae $5,351.03 $365.88 $5,716.91 
PUODINT MALETION. hogs we eee see 4,290.86 530.49 4,821.35 
Peer ap Ue Vette or hes oe , be. xen cig, Seah w <iebhrech 38.00 
4 centrifugal switches....... ae 136.00 8.81 144.81 
One 10, one 15, and four 20-h.y p. eae SN fo 3 anata erie sae 1,309 .68 
DrOvierload releases. ass. 2. soe oe. 65.00 6.25 71.25 
Miscellaneous, deckine, ete: y>4 dsc... oO. 403 .62 
$12,505 .62 


Account 8505.1—Chutes. 
This. cost is of no value. 


Account 8505.2—Guides. 
The belts in the conveying system could not be made to run true on the 
troughing idlers. To overcome their riding out of position long boards 
were fixed at the sides of the belts to guide and keep them in position. 
These boards were picked up about the plant and the cost represents 
only the labor of installing them. 


_ Account 8505.3—Weightometer. 

This account covers the cost and labor of installing a Merrick weight- 
ometer on conveyor 11. The weightometer is installed on a 20-in. 
inclined conveyor belt with a speed of 300,ft. per minute, whose angle 
of inclination is 13 degrees 28 minutes and whose troughing idlers are 
4 ft. on center lines. The belt has a normal capacity of 100 tons per 
hour. 


Account 8506—Lighting. 
This represents installing the following lights: 


33 drops 
1,285 ft., No. 12 weatherproof wire 
120 ft. of conduit 


CHIMNEY 


_ Account 8601—Excavation. 

This was a deep hexagonal cut made through clay, caliche and well 
into sand and gravel containing big boulders. The material was 
loosened with picks, slipped out with fresnos, dumped through a trap 
into carts and hauled 2,700 ft. 


~ 


Account 8602—Foundation. 
This was a very large block of concrete cast in a hexagonal shape 20 
ft. deep and 50 ft. inside least diameter. In the bottom of the block 
3 layers of 1-in. rods laid 1 ft. on centers were placed. The mixture 
was machine made, 8 parts sand and gravel to 1 cement, using lots 


| 
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of large rock. About 40 per cent. of the vertical surface was formed. 
The concrete was transported in cars 100 ft. 


Account 8603—Brickwork. 
The stack was contracted erected by the Alphons Custodis Chimney 
Construction Co. It is 300 ft. high, 26 ft. 8 in. inside diameter at the 
base and 22 ft. at the top. The average thickness of the walls is 
about 244 in. Every 25 ft. inside the stack is corbelled out to hold 
the lining of radial perforated fire brick, laid in acid-proof mortar. 
The base of the stack is of red brick and the round portion is of per- . 
forated radial blocks. The outside upper 75 ft. of the stack were 
pointed with acid-proof mortar. There was used in the construction: 


138,000 lb. lime 652 tons wire cut brick : 
290 bbl. cement 56 tons wedge brick 
1,638 tons radial brick 100 bbl. acid-proof mortar 


The cost here given includes constant inspection by the Arizona Copper 
Co. organization. (See Fig. 97.) 


REVERBERATORY FLUE 


Account 8611—Excavation. . 
This covers the excavating of some long deep trenches for footings and ~ 
a large amount of back filling. It was done in red clay and gravel — 
with picks and shovels. The back filling was wheeled 25 ft. to place 
and tamped in 5-in. layers. 


Account 8612—Foundation. ; 
This concrete was cast in 2 long reinforced concrete cantilever type 
retaining walls. The walls were 12 in. at the top, 14 in. at bottom, — 
and 5 ft. high. One-half-inch and #-in. rods, spaced 6 in. centers, were ; 
cused. The mixture was machine mixed in the proportion of 5 sand and _ 
gravel to 1 cement, transported in wagons, wheelbarrows and concrete 
carts 250 ft. to place. Ninety-five per cent. of the vertical surface of 
the concrete was formed. - 

Account 8613—Brickwork. 
This account is similar to others of the same nature, including cost _ 
of tile, mortar, scaffolds, and the labor of masons, their helpers, and 
carpenters. (See Figs. 98 and 100.) 

Account 8613.01—Unloading Brick. 


This covers the cost of preparing site, unloading tile, and the checking 
of same. 


Account 8614—Steel Structure. 


(See account 7308.2.) There were 32 tons of structural steel used here 
and 9.61 tons of Keystone plate roofing. (See Fig. 99.) 


—— a 
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Account 8614.1—Clean Out Doors. . 
This covers the cost of labor of altering and material i in the clean out 
doors and frames for this flue 


18 cast-iron frames and steel plate doors, 3s in. by 163 in. by 2 ft. 23 


Meese eee eee Dt 5 Ch PAG BONNE os A RO RR Ce ARIES nM yt gage AU $128 .27 
Pini eebecy Stee wan dams CCl AMCOUS sae) <: cums <usostiichst aeitis ciate le Gee ate 25 34 
$153.61 


Account 8614.2—Calking Roof. 
This account covers the labor and material of making as nearly air- 
tight as was possible the roof to this flue. Asbestos wicking was 
calked into all the bad joints. 


CONVERTER FLUE 


Account 8621—Excavation. 
This was a small amount of excavation for a number of piers through 
red clay with boulders and sand and gravel. It was done with pick 
and shovel, the dirt being cast to the sides of the holes. 


Account 8622—Foundation. 
These foundations were 14 plain concrete piers about 4 ft. 6 in. by 
4ft.6in. by 5ft. The concrete was machine mixed, about 7 parts sand 
and gravel to 1 cement, and transported 200 ft. in wheelbarrows and 
concrete carts to place. Seventy-five per cent. of the vertical surfaces — 
was formed. 


Account 8624—Steel Structure. 
(See account 7308.2.) 81.99 tons of structural steel were used here. 


(See Fig. 101.) 


ROASTER DUST CHAMBER FLUE 


Account 8626—Excavation. 
This excavation covers the cuts for a number of piers through red clay 
containing boulders, made with pick and shovel and thrown to one side 


of the excavation. : 


Account 8627—Foundation. 
This concrete was cast in 12 piers about 4 ft. 6 in. by 4 ft. 6 in. by 5 ft. 
It was plain concrete, machine mixed in proportions of 7 sand and gravel 
to 1 cement, and was transported to place 200 ft. in cement cars and 
wheelbarrows. Seventy-five per cent. of the vertical. surface was 


formed. 


Account 8628—Brickwork. 
This is the same as 8123.10. (See Figs. 99, 100, 102, and 104.) 
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Account 8628.01—Unloading Tile. 
This is the same as 8123.11. 


Account 8629—Steel Structure. 
There were 85.21 tons of structural steel used here and 9.25 tons of 
Keystone plate roofing. The flue is 6 ft. 6 in. by 12 ft. in cross sec- 
tion and connects-the roaster dust chamber with the stacks. (See 
Fig. 102.) 


BOILER AND BLACKSMITH SHOP 


Account 8701—Excavation. 
This excavation involved making a 6-ft. slice to get the proper grade 
for the building site, together with piers and small wall excavation. 
It was plowed and slipped away in fresnos 400 ft. 


Account 8702—Foundations. 
These foundations were the small walls and piers for the brick and steel 


column supports. The concrete was plain, hand mixed in the propor- 


tions of 6 sand and gravel to 1 cement, and handled 100 ft. in wheel- 
barrows tothe forms. Fiftyper cent. of the vertical surface was formed. 
This was the first concrete cast at the smelter. 


Account 8703—Steel Structure. 
There were 32.72 tons of structural steel used in the framework of the 
building. (See Fig. 105.) 4 


Account 8703.1—Doors, Windows and Frames. 

This account covers the purchase price of all doors, windows, their 
frames, lintels and glass. It also covers the labor of installing the 
steel lintels which run from building column to building column; the 
erection of the steel door and window frames; the erection of the 
steel sash and doors; and the glazing of these doors and windows. 
After the lintels had been framed in, the tile work brought up to sill 
base and the sill set, the frames were put in place, bolted to the lintels 
and tied by rods back to the building columns. When the frames had 
been entirely bricked in, the steel sash were bolted in place and later 
glazed. A segregated material list is as follows: 


Thirteen 11 ft. 7 in. by 12 ft. % in. steel sash 63 lights, 2 mullions, with 3-6 
light ventilators, not glazed. 

One 10 ft. 3in. by 12 ft. % in. steel sash 56 lights, 1 mullion, no ventilators, 
not glazed. 

One 10 ft. 3 in. by 12 ft. % in. steel sash, 48 lights, 1 mullion, no ventilators, 
not glazed. 

One 4 ft. by 9 ft. steel sliding door, with six 14 in. by 20 in. lights, not glazed, 
lower panels steel plate. 

One 8 ft. by 9 ft. steel sliding door, with eighteen 14 in. by 20 in. lights, not 
glazed, lower panels steel plate. 

One 14 ft. by 20 ft. Kinnar steel rolling door. 
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One 10 ft. by 10 ft. Kinnar steel rolling door. 
Eleven 14-ft. 10-in. lintels built up of 8-in. channels. 
Two 13-ft. 4-in. lintels built up of 8-in. channels. 
Two 11-ft. 6-in. lintels built up of 8-in. channels. 
One 10-ft. 4-in. lintel built up of 8-in. channels. 
' One 11-ft. 6-in. lintel built up of 8-in. channels. 
850 lights 14 in. by 20 in., $ in. factory ribbed glass, 
164 lights 13% in. by 19 in. factory ribbed glass. 
82 lights 14 in. by 193 in. factory ribbed glass. 
~ 44 lights 132 in. by 20 in. factory ribbed glass. 
Steel windows and door frames for above made of two 34 by 23 by } angles. 
(See Fig. 106.) 


Account 8703.11—Concrete Sills. 
This account covers the labor and material used to make the following 
list of concrete sills. The sills were made 3 parts sand and gravel 
to 1 cement, cast in collapsible molds and later finished. Three 
3-In. rods are used in each sill. 
11 sills, 82 in. by 10 in., 14 ft. 10 in. long. 
1sill, 82 in. by 10 in., 11 ft. 6 in. long. 
1sill, 8iin. by 10in., 8 ft. 6 in. long. 
2 sills, 8 in. by 10 in., 12 ft. 2 in. long. 
(See Fig. 21.) 
Account 8703.2—Tile Walls. 
This cost includes the cost of tile, mortar and scaffolds, together with 
the mason and carpenter labor used to build the walls. The walls 
were non-bearing 8 in. thick, built of hollow tile, laid in between the 
steel building columns. The mortar used was 1 cement, 1 lime and 
5 sand. 


Account 8703.21—Unloading Tile. 
This covers the cost of preparing site, unloading, and checking quantity 


of tile. 


Account 8703.22—Coping. 
This covers the cost of labor and material incident to coping the walls 
at the top, beneath the roof. A two by four was bolted to the top 
course of tile and another to the underside of the roof. These were 
lathed across with metal lath and plastered with cement mortar. (See 
Hae: -17.) 

Account 8703.30—Roof. 
This account covers the cost of the material and labor incident to 
roofing the boiler and blacksmith shop. Oregon pine sheathing, 2 by 
8, surfaced, tongued and grooved, was nailed to strips bolted to the pur- 
lins. Over this 3-ply asbestos roofing paper was laid. (See Fig. 17.) 


Account 8703.31—Ventilators. 
This covers the cost of labor and material incident to installing shied 48 - 


in. Burt ventilators on the peak of the boiler and blacksmith shop roof. 
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The ventilators were skidded up onto the roof with hand tackle along 
a runway, bolted to the purlins and flashed. (See Fig. 18.) 


Account 8703.4—Dirt Floor. 
This account covers the labor incident to bringing the dirt floor of this 
building to the required grade. The dirt was wheeled in and tamped in 
3-in. layers. 


Account 8703.5—Benches. 
This account covers the labor and material of making from time to 
time benches, racks and the like used in this shop. 


Account 8703.6—Painting. 
This covers the cost of painting all the steel sash one coat of “turkey 
red,’’ and the woodwork, namely, the under side of the roof two coats 
of white lead and linseed oil, cream color. 


Account 8704—Crane. 
This covers the purchase of the crane listed below, the labor of over- 
hauling and erecting it. 


One 3-ton hand power traveling crane, chain block transfer type 18-ft. 
span, complete with roller bushed geared trolley and provided with 3-ton 


triplex chain;block-for Wott. lifts... tees sane e eee a tometer pian: $378 .35 
MisGellanGots woe Poecis oe we oars ete eee CO ee te Roe ee re nee 60.06 
$438.41 


Account 8705—Tools. 


This account covers the purchase price of the tools enumerated below 
and the labor required to install them. 


Factory Freight Clifton 

1 No. 2 punch and shear, Hilles & Jones.......... $1,530.00 $435.00 $1,965.00 

HNO; O bending Tolls: s.. eu, ay cckd nti eee ee 580.00 75.00 655.00 

One 1,100-lb. stm. hammer, Niles-Bement-Pond Co. 1,015.00 408.00 1,423.00 
One blower, size 5, type D, American Blower Co.; 
one 5-h.p. 440-volt, 3-phase, 60-cycle 1,720-r.p.m. 


BPOOGON si Fan. cp os Scere ah MRORR Os Ee, es aed 160.00 19.90 179.90 
URIN GO OVA CuO LOOK tinsel Rive cca cieo a daecetcls Abus whale tte toe He a, 35.08 
ie Peter Wright anvil; weight497 Ib... ¢.c.ek ee ctmice | oc oes 70.57 

10: galwairon pipe and connectionsy., -...0. osase..ae 2c. 106.63 
Soaneets steam, + in. by 48 in. by 120 in..:..... 1 «..00 peewee en ote ee 16.02 

' One 2-in. heading, upsetting and forging machine, 

Acme Machinery Co.......... eg. ae cic ont ih 2,790.00 440.70 3,230.70 
PRIMED SOUSA TLD ,':.. « cays asia thre ASO he ae a a ee 46.60 
1 Hay Budden anvil, 420lb............... PER ORAS Ree ed hard. 48.10 
a0 derehein, Tebeam.. ... .s.< isi (Ue ae een eee ea ee 12.62 
ORS GUND ere tere ees sie, «sw Siete ole DEE Ae RMR De? ene aa 41.00 
INDE (aE AON eae he ea SRA ania ewan Set cde: omg ro Gute. 29.14 


$7,859.36 
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Account 8706—Shafting, Pulleys, Belting. 
This account covers the purchase price of the list of material below and 
the labor of installing the same, and the Repessany wooden bridge trees. 


33 ft. of 275-in. and 18 ft. of 248-in. shafting. 
5 pulleys, varying from 26 in. to 52 in. with bearings and hangers. 
1 length of 8-in. double leather belt, 104 ft. long. 
1 length of 6-in. double leather belt, 140 ft. long. 


(See Fig. 19.) 


Account 8707—Motor. 
This account covers the purchase price of the material below and the 
labor of installing it. This motor furnished the power for the boiler 
and blacksmith shops. 


One 20-h.p. 440-volt, 3-phase, 60-cycle, 850-r.p.m. motor. 


Account 8708—Lighting. 
This account covers the cost of the material below and the labor of 
its installation. 
14 carbon lamps, 16 c.p. 260 ft. brewery cord 


3 tungstens, 250 watt 300 ft. No. 12 wire 
100 ft. conduit. 


MACHINE AND CARPENTER SHOP 


Account 8715—Excavation. 
Same as account 8701. 


Account 8716—Foundation. 
Same as account 8702. 


— Account 8717—Steel Structure. 
This building is the same as 8703 account. There were used here 


38.23 tons of structural steel. (See Fig. 105.) 


- Account 8717.1—Doors, Windows and Frames. 
This account is the same as 8703.10, with the following list of peaterial 


a Thirteen 11 ft. 7 in. by 12 ft. 3 in. steel sash, 63 lights, 2 mullions, with 3- 


6 light ventilators, eeeacee 
Two 10 ft. 3 in. by 12 ft. % in. steel sash, 56 lights, 1 mullion, no ventilators, 


unglazed. 
Two 10 ft. 3 in. by 12 ft. % in. steel sash, 48 lights, 1 mullion, no ventilators, 


unglazed. 
Two 4 ft. by 9 ft. steel sliding doors, with six 14 in. by 20 in. lights, unglazed, 


lower panels steel. 
One 11 ft. by 12 ft. steel sliding door, with forty le in. by 20 in. lights, unglazed, 


lower panels steel. 
Two 14 ft. by 20 ft. Kinnar steel rolling doors. 


VOL. XLIX.—8 
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Fourteen 14-ft. 10-in. lintels, made of 8-in. channels. 

Six 11-ft. 6-in. lintels, made of 8-in. channels. 

Seven hundred forty 14 in. by 20 in., } in. thick factory ribbed glass window panes. 
One hundred sixty-four 134 in. by 19} in., $ in. thick factory ribbed glass — 


window panes. 
Lighty-two 14 in. by 19% in., 3 in. thick factory ribbed glass window panes. 
Twenty 15 in. by 20 in., }in. thick factory ribbed glass window panes. 


Steel window and door frames for the above list. (See Fig. 106.) 


Account 8717.11—Concrete Sills. 
Same as account 8703.11, but the following product: 
Thirteen 83 in. by 10 in., 14 ft. long sills. 
Two 8} in. by 10 in., 11 ft. 6 in. long sills. 
Two 8tin. by 10in., 6 ft. 6 in. long sills. 
(See Fig. 21.) 


Account 8717.20—Tile Walls. 
Same as account 8703.20. 


Account 8717.21—Unloading Tile. 
Same as account 8703.21. : - 


Account 8717.22—Wall Coping. 
Same as account 8703.22. 


Account 8717.30—Roof. 
Same as account 8703.30. This roof contains 77.21 squares, equal to 
14,543 b.m. 2 by 8 lumber. 


Account 8717.31—Ventilators. 
Same as account 8703.31. Three 48-in. Burt ventilators used here. 


Account 8717.40—Floor. 
This account covers the cost of the material and labor required to lay 
this floor. Six inch by eight inch stringers were laid 2 ft. 6 in. on 
_ centers with earth tamped in between them. On the stringers No. 3 
grade, 3 in. by 12 in. white cedar planking of various lengths was ; 
spiked down. (See Fig. 24.) 


Account 8717.50—Benches. 
Same as account 8703.50. 


ee) 


Account 8717.60—Painting. 
Same as account 8703.60. 


Account 8718—Crane. 
This is the same as account 8704, with the exception that the crane here 
used is of 5 ton capacity. 


UNIT CONSTRUCTION COSTS 


Account 8719—Tools. 


This account covers the purchase price of all the material listed below 
and the labor cost of installing it: 


115 


Factory Freight Clifton 
1 Prentiss machine bench vise, No. 21. ........ ...:.. $20.15 
Pesnonine benoh vise,NO. 206 oe. A ce lees ae 20.16 
Pemiachine bench wise, No. 22) .0.066ck usec bere meee ne 28.85 
fees (TR ACHINeuMI per vase, |NOcBA natie cc nich sodas Mo boon ck 2.38 
deuaachinespipe: vise, NOn4A..c.ccc cee cess e ha one eee thes Chl 
i-stationary bench vise, No. 56....... 0 ©. .....- wseaes 20.72 
PUREE WORM EN DIDO ts ti tis On teense law ea 2.97 
DeENO« tS pOwel Srindstone: wee awn eee sea. 56.62 
ROM CHV MVOC Saree eer raw Nt! dec vii, veer Tenis cates ent ved Pe 8.90 
mem eryn whee me hinG Cr wares wars c,tolie lent vat Sos Padi t ree 17.00 
1 No. 40 special turning-machine..... ........ ...... 36.22 
issetiiacesHorwiting machinem.. a. as) cel aee | eee 5.56 
MES RAN OC Seat Nene etme eer a sencs afl aM on hwe Eee ati 2.35 
(burma chme and stand. s:ectad-eie se eee © oh 9.92 
LaNOm on Eecrunper andsstandis. ) 5) oases etudae- 10.77 
TONOY ocbeadine mM AChINe =A miarn pings f.acntatinoe Phan cs 26.79 
LINO WO2SO SqUanIN SrShEareen recruiter =F ee co darse ss Se 180.86 
dpstake-holdermind stakes piseeric.cciat «Se cccie.) Geuene oat 42.15 
DCivC (Scheie ee ee eer eats omer ek weer cbee ee Pent 2.65 
Nos Olstimmner srulertson tise, Pewee LTR 2.73 
pow ershackasawolNOwounee sais facie: . cata cigtae sy, “dae als 29.63 
it apsoh ray lite gle ovielsisy 42 swale ces canto eaeerh ede al eine ies Sinmorere ons 752.20 
Miscellancous sata mare ae ie trices kone ane 21.92 
HOO COMmlicenDrakelar ate. cr Mees se crieee Te ee 155.96 
eel Gain eri DasAW Nese pacoth woe eka one oe. 4.30 
Cashin gamete tenes ee tee eat ae setts ed oak Ue les Rae 10.10 
HNO neal fGhiiclkswisere crs teria okelsd) Du senbegatects oevailiicy 5 5.61 
MONG PORT CUCkMMen ies site ceratian! rv acunlys O° © Syerenaine Th Ove 
AN ACKESs WADI RU CS cmp, Mic rctia dere tev Ae heli 5.55 
issuriacers 20 ine by; Gly. es) ty. 2556 a0 $180.00 $26.70 206.70 
eNO OOsDar UES ween tee ae ay ncruae 175.00 27.45 202.45 
elathe wm Acimeb yas tbs. a-.+ ects si 563.75 81.40 645.15 
1 lathe, McCabe patented double 2,111.00 277.15 2,388.15 
spindle. : 
1 Crescent saw table..<............. 168.75 51.34 220.09 
One 20-in. Rockford shaper......... 425.00 175.07 600.07 
One 2-in. bolt cutter’.........%6.... 355.00 47.10 402.10 
1 Crane pipe machine 2in........... 192.00 16.56 208 . 56 
1 Crane pipe machine 4 in.. 480.00 44.10 524.10 
1 Crane pipe machine 12 in. 1,500.00 163.59 1,663.59 
Small tools, miscellaneous pa ecocan ee Teta a 394.36 
$8,953.13 


Account 8720—Shafting, Pulleys and Belting. 
This account covers the purchase price of the material below and its 


cost of installation: 


- i: | 
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pe. 30 ft., 27% in. diameter shafting. 

pe. 60 ft., 2 7§ in. diameter shafting. 

pe. 18 ft., 27% in. diameter shafting. 

pe. 18 ft., 2 7 in. diameter shafting. 

pe. 22 ft., 2 7% in. diameter shafting. 

pe. 10 ft., 2 ys in. diameter shafting. 

pe. 4ft., 27 in. diameter shafting. 


St 


Many pulleys ranging from 10 in. to 68 in. diameter, with necessary 
hangers, collars, boxes, etc. (See Fig. 19.) 


Account 8721—Motor. 
This account covers the purchase price and cost of installing the follow- 
ing motor. 


One 40-h.p., 440-volt, 3-phase, 60-cycle, 850-r.p.m. motor. 
(See Fig. 20.) 
Account 8722—Lighting. 
This covers the cost ‘of the following material and the labor of — 
installing it. . 
17 carbon lamps 16 ¢.p. : 
3 tungstens 250 watt 
240 ft. brewery cord 
100 ft. conduit 


360 ft. No. 12 weatherproof wire. 
(See Fig. 23.) 


GENERAL OFFICE ; 

Account 8804—Furniture and Fixtures. 
This account covers the furniture and fixtures purchased for the smelter _ 
office, which to date has not been ede The furniture is in use in the — 
temporary offices. ; 
WAREHOUSE 


Account 8810—Excavation. 
This was the same as 8701. 


Account 8811—Foundation. 
This was the same as 8702, save that the walls were higher. 


—E—— ee 


Account 8812—Steel Structure. 
This building is the same type as the boiler and machine shops, save 
a corrugated iron roof was used in place of a wood and paper covering. 


There were 26.5 tons of structural steel used and 13.26 tons of corru- 
gated iron. (See Fig. 26.) 


Account 8812.1—Doors, Windows and Frames. 
The doors for the warehouse were similar to the boiler and machine 
shops. The lintels over the windows and doors were the same as in 


Na 
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the shops. The small doors, all windows and frames were wood. This 
account covers the cost of the door and window material listed below 
and the labor of installing the same. 


51 windows, 3 ft. 9% in. by 7 ft. 82 in. by 18 in. 48 of these were 


wrouped mm triple franies, all’ glazed.. ........ feces sss ch cle cede $305.99 
apivrood frames for 48 0f above windows... ......<.0<++:ss:+ssccne+. 170.32 
Lumber for 3 window frames, all door frames and all hardware... . 83.78 

1 O. G. 1 light glazed door, 3 ft. 6 in. by 7 ft. 13/8in............... 7.91 
Two 9 ft. 10 in. by 7 ft. 63 in. Kinnar rolling doors ...... eee a ae 157.30 
Seely lin bela ieee ati Wane EEN CL tke rare ON AA hee vata Bab .01: 


(See Fig. 27.) 


$1,056.31 
Account 8812.11—Concrete Sills. 
See account 8703.11. Sills were made here for frames of account 
8812.10. (See Fig. 22.) 


Account 8812.2—Tile Walls. 
Same as for account 8703.11. 


Account 8812.21—Unloading Tile. 
Same as for account 8703.21. (See Fig. 26.) 


Account 8812.22—Coping. 
Same as for account 8703.22. (See Fig. 28.) 


Account 8812.3—Painting Roof. 
This covers the labor and material of painting underside of corru- 
gated iron roof 2 coats of lead and linseed oil, cream color. 


- Account 8812.31—Ventilators. 


Same as for account 8703.31. These three ventilators were 48 in. 
diameter with round base. (See Fig. 25.) 


Account 8812.40—Floor Excavation. 
This entailed cutting down the front in the warehouse 6 to 8 in. and 


backfilling in places. 


Account 8812.41—Floor Concrete. 

This concrete floor was cast in large 6 ft. to 8 ft. blocks, 4 in. thick, 
with sand joints between blocks. The concrete was hand mixed in 
the proportions of 6 sand and gravel to 1 cement. It was transported 
in wheelbarrows 100 ft. The top finish, 2 in. thick, was 2 sand 
to 1cement. This top was troweled smooth. 

Account 8812.50—Lighting. 
This account covers the cost of the following material and the labor 
of installation. 


26 carbon lamps, 16 c.p. 365 ft. brewery cord 
170 ft. No. 12 weatherproof wire. 


_ (See Fig. 29.) 
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Account 8813—Fixtures. 
This account covers the purchase price of the steel bins, shelving, 
counter scales, office partition and furniture, as listed below; also the 
erection cost. 


197 ft. Berger sectional steel bins and shelving. See sketch 30. 
Lineal feet refers to half of bins shown by sectional elevation. 


Bins received knocked down, gauge of material 16 to 20...... $1,116.82 

1 No. 1046 dormant warehouse scales, weighing 5,000 lb. 
to} The rn 5 eke ee Gre Nae ese a talent ie See 141.42 
Furniture, material for office partition, etc.................. 282.88 
$1,541.12 


Account 8813.10—Painting. 
This account covers the cost of material and labor of a lot of miscel- 
laneous painting at the warehouse. The steel doors were given one 
coat of turkey red. The iron lintels were given one coat of lamp 
black in linseed oil. The counter was stained and oiled. 


Account 8813.11—Painting Sash. 
This account covers the cost of material and labor used to paint all 
the warehouse sash. They were given two coats of white lead and 
linseed oil, cream color. 
LABORATORY 


Account 8820—Excavation. 
This covers the excavating for the laboratory walls and basement in 
red clay with boulders and gravel. It was done with pick and shovel, 
and wheeled 75 ft. in barrows. Some backfilling for the floors in 3-in. 
layers is also here included. 


Account 8821—Foundation. 
This covers the concrete building walls which were machine mixed, 
in the proportions 8 sand and gravel to 1 cement. The concrete was 
handled in wagons 250 yd. The walls were 12 in. at top to 18 in. 
at bottom. One hundred per cent. of the vertical surface was formed. 


Account 8821.1—Plain Concrete Floors. 
These floors were mixed, 5 sand and gravel to 1 cement, in a machine, 
transported 1,000 ft. in wagon and laid 4 in. thick with a smooth finish. 
Sand joints were used. The top finish was 2 in. thick, 2 parts 
sand to 1 cement, and was troweled smooth. 


Account 8821.2—Reinforced Floors. 
These floors were formed, two way reinforced with 3-in. and &-in. 
rods. In other respects they were the same as 8821.1. 
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Account 8821.3—Sills and Lintels. : 
The sills and lintels used at the laboratory were separately molded 
reinforced concrete. The concrete was made 3 parts sand and gravel 
to 1 cement. Three 3-in. rods ran the entire length of both sills and 
lintels. The lintels were 8 in. by 8 in. by 5 ft. The sills were 42 in. 
by 9in. by 4ft. lin. (See Fig. 34.) 


Account 8822—Tile Walls. 
‘This account covers the tile, mortar, scaffolds, mason labor, carpenter 
labor, and hauling incident to building the tile walls of the laboratory. 


Account 8822.2—Carpenter Work. 
This account covers the material and carpenter labor incident to 
the installation of the partitions, ceilings, and roof structure. (See 
Fig. 31.) 


Account 8822.5—Doors, Windows and Frames. 
This account covers the cost of the following material and the labor 
of installing the same, together with the necessary frames. 


16 windows 6 ft. 8 in. by 3 ft. 13 in. by 13 in. glazed. 

5 sash with four, 12 in. by 24 in. lights, glazed. 
sky light 6 ft. 375 in. by 6 ft. 92 in. with 36, 12 in. by 14 in. double 
strength glass 
sky light 6 ft. 3y/5 in. by 4 ft. 64 in. with 24, 12 in. by 14 in. double 
strength glass. ; 
sky light 4 ft. 1j in. by 4 ft. 6 in. with sixteen 12 in. by 14 in. double 
strength glass. 
4 doors 2 ft. 8 in. by 6 ft. 8 in. by 12 in., glazed. 
4 doors 2 ft. 8 in. by 6 ft. 8 in. by 12 in. glazed. 


— 


e 


ray 


(See Figs. 32 and 33.) 


Account 8824—Wood Fixtures. 
The account covers the cost of the laboratory hoods, stacks, benches, 
cabinets and the like. 


Account 8825—Lighting. 
This account covers the wiring in the laboratory for lights, hot plates, 


furnaces, etc. 


Account 8826—Plumbing. 
This account covers the purchase price of the material below and the 


labor of installing it. 


1 flush closet ik distilling apparatus 
2 sinks and drains 1 water tap 
Piping, fittings, lead, etc. 
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Account 8828—Painting. 
This covers the cost of the material and labor incident to painting at 
the laboratory. It is of no value for unit costs. 


Account 8829—Plastering. 
This covers the cost of plastering material, scaffolds, plasterer and 
carpenter labor used in plastering the inside tile walls of the laboratory. 
The plastering was contracted at 18 cents a square yard, while the 
company furnished all material and carpenter labor. 


Account 8830—Apparatus. 
This account covers the purchase price of the material segregated below, 
and the labor of setting up the same. 


Five 12 in. by 18 in. by 6 in. 110-volt hot plates...... $143.08 
1 Thompson’s analytical balance, style 28............ 91.65 
1. distilling: apparatus i 4ae.esch ae ee eee tee 62.70 
1» Hoskins:electric furnace. ee eee ee 225.53 
1 electric drying, Oven sytry. ce a ee rea ee 41.79 
Brushes, tubing, funnels) ete a1... 2. aes eee ree 54.23 
$618 .98 


Account 8831—Oil Centrifuge. 
This apparatus was located near the oil tanks in a corrugated iron shed, 
4 ft. by 4 ft. by 8 ft. The labor in this account was for the building as 
well as setting up the centrifuge and delivering the material. 


1 Braun oil centrifuge, vertical, direct compound type, 110 volt, 


alterna ting iva Seesmic: > chokes ste, vis ete toes eee $139.25 
Material for shed.) 2<:.5.:fhisocientee able ee eee 18.34 
$157.59 

SAMPLE ROOM ‘ 


Account 8841—Excavation. ' 
This excavation covered the making of a thin top slice and shaping the 
ground for a plain concrete floor. The dirt was red clay. It was done 
with pick and shovel and cast to one side. 


Account 8842—Foundation. 
This covers the making of a few small concrete walls, machine mixed, 8 
sand and gravel to 1 cement. Seventy-five per cent. of the vertical 
surface was formed. The concrete was handled about 450 ft. 


Account 8842.1—Concrete Floors. 
These floors were of smooth troweled concrete, 5 in. thick, machine 
mixed, 5 sand and gravel to 1 cement, the top finish 1 thick, 
2 sand and lcement. All of the material was hauled in wagons 500 
ft. The concrete was laid in blocks with sand joints. 


~ 
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Account 8843—Walls and Roof Structure. 


This account covers the purchase price of the following material and 
the cost of erection. 


Lumber for sides and roof rafters.................... $148 .12 
Corruraten tr Oniw ive ue sec tie scons fe gates slate Rath o ue 47.68 
INGUB FLMC RAR URE E GLa ee aie kas aaa ty 6.01 

~ $201.81 


(See Fig. 35.) 


Account 8843.4—Roof. 


This account covers the roof sheathing, composition paper, and the 
labor incident to installing it. 


OOS: bitsy tain, by, 12\Orevon pines a-4..206..40 ee ee $31.50 
10 squares 3-ply asbestos roofing.................. 45.07 
$76.57 


Account 8843.5—Doors and Windows. 


This account covers the cost of the following material, and the cost of 
installing the same: 


we ott. by Fit. by) leans doors. 5.2. oo a0 of. cs ee 

Twelve 2 ft. 114 in. by 5 ft. 3% in. by 12 in. windows, glazed. . > $115.24 
Piragied LOxsOOLS ANCA WIC OWS 5 sm «plete aieideicnse dips a catesss ners 

Wits GELla TOO Us ee tc tee = Seve sincera Pee eta e nos Suan agar ut Sebi eases 3.61 


$118.85 


Account 8844—Oven. 


This account covers the making of a drying oven, together with the 
cost of material and installation. The oven was made in the shops 
of ts-in. sheet plate, 4 ft. by 2 ft. by 6 ft. high, and lined with 7s- 
in. asbestos mill board. It had suitable shelves of pipe coils. 


ONERO VEN eee iene coder io ceeeeee Cited ke bi $46.77 
SLOAN DIDI CLO me pectin lace ue eye Geen 11.79 
$58.56 


Account 8845—Motor Platforms and Fixtures. 


This covered the cost of the following material and its installation: 


4 bucking boards, 3 ft. diameter by OF AGMMEK Ec oaache ees $61.80 
21 sheets galvanized iron (No. 18) for pans, etc............... 53.06 

Lumber for one bench top 3 ft. by 12 ft. for pulverizers, and one 
bench top 2 ft. by 12 ft. for cutting samples................. 14.74 
$129.60 


Account 8846—Lighting. 


This covers the cost of the lighting wiring for seven lights. 
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Account 8848—Painting. 


This covers the cost of material and labor incident to painting the sash 


of this building, two coats of white lead and linseed oil. 


Account 8849—Machinery. 


This covers the purchase price of the list of material given below, 


together with the labor of installing it. 


Factory Freight Clifton 


Two 2 by 6roll jaw crushers. (Sturtevant 


Milling Co.) sis05 saan ¢ciee se sates ae S200 7008DO1 OOMmE Dol EEoO 
A’ Jaw plates ..a..2 teapot caertare seis eines 10.00 0.80 10.80 
4 shields on. Sos. Ree Ome PEE ee alee 3.00 0.22 3.22 
Si togeles.....2}.ea cr esac eee tee 3.00 0.14 3.14 
4 toogle seats wen Jomscine eta eee ee eer 4.00 0.11 4.11 
2 Jones samplers 10 by 18in.............. 40.00 2.25 42.25 
4 Braun pulverizers; On. pulleyiveman sete) ete ieee 363.48 
2 Braun coal grinders, tight and loose 

pulleys, 121m, -dismetersperen erecta eee ee ree 147.62 

Moisture scales\.ce.e.cctec eee sock emt oer one tes 20.11 

pleves: And miscellaneous seston: tee ee tetas 15.47 

$912.00 


Account 8849.1—Motor. 


This covers the purchase price and cost of installing the following 


motor. 
One 5-h.p. Westinghouse motor................ $116.77 


Account 8849.2—Shafting, Pulleys and Belting. 


This account covers the cost of the material segregated below and the 


labor of installing it: 


One 24 in. by 6 in. by 1}§ in. bore wood split pulley........... \ 
Four 26 in. by 6 in. by 14§ in. bore wood split pulleys 
Two 22 in. by 4 in. Princeton clutch pulleys 
2O0vitedl In. OMlts in. Shatting we. Weimeanin ce eemete nme mea mn meee 
4 rigid ring oiling pillow blocks 
Twoltt In. safety set collara=+}>. S78 le Ga ee 
Leather belting, 2 in., 3 in. and 5 in. 


MISCELLANEOUS ACCOUNTS 


Account 8901—Derricks and Construction Equipment. 


This account is indirect expense, see 8999. The charge covers the cost 
of all derricks, concrete mixers, carts, wagons, picks, shovels, in fact 


every tool used during construction. 


$138.13 


32.04 


$170.17 
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Account 8902—Sewer System—Cost of Pipe and Laying. 
This account covers the cost of the material and labor of laying the 
same used in the sewer system. The sewer lines aggregated 2,967 ft. 
of vitrified sewer pipe, ranging from 6 in. to 15 in. in diameter. It 
was all laid an average depth of 4 ft. below the surface. Concrete 
manholes for the system are in account 8902.2. 


Account 8902.1—Sewer System—Excavation. 
This excavation covers the entire trenching or tunneling as was in 
some cases done for the sewer system. All kinds of soil were run 
through. The trenches varied from 18 in. to 60 in. wide, and from 
2 ft. to 20 ft. in depth. 


Account 8902.2—Sewer System—Concrete. 
This concrete covered a large number of small jobs including man- 
holes and the like along the sewer lines. In general the mix was 
7 sand and gravel to 1 cement. 


Account 8903—Permanent Outside Closets. 
This covers 3 latrines built of 2 by 4’s, 4 by 4’s and corrugated iron. 
In size they were 8 ft. by 19 ft. 6 in. by 8 ft. high. The closet was 
built of concrete and is cleaned by a periodical flushing of water which 
is siphoned into a sewer. 


Account 8904—Telephone System. 
This account is indirect expense, see 8999. It covers the cost of a 
telephone line from Clifton to the smelter, together with all phones 
and connections about the plant during construction. 


Account 8905—Permanent Outside Lighting. 
The material account here is as follows: 


Houma Oivoliyiamine arc Wamipsy..2 > ste cisken eres oe = $142.40 
GOTICHILGMWALCMOLC Heer UMM Trt cchecoe:. OMT ciivaayoys Dalaaele oad alee 35.59 
$177.99 


The poles here used were old ones previously charged out to construc- 
tion equipment. The lights were placed at various needed points 
about the plant and then connected to the nearest 110-volt circuit. 
Labor costs cover the setting of poles, the connecting of lamps, running 
a conduit line down each pole to a switch box, and installing the switch 
box. 


Account 8905.1—Temporary Outside Lighting. 
This account is indirect expense, see 8999. 


Account 8906—Water Pipe Lines—Excavation. 
This excavation covers the trenching for all the water lines. It repre- 
sents all sorts of material excavated from 8 ft. to 15 ft. in depth. 
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Account 8906.01—Water Pipe Lines—Concrete. 
This was a small amount of concrete used to anchor the 6-in. line at the 
foot of the hill, as it comes down from the tank. 


Account 8906.02—Water Pipe Lines—Cost and Laying. 
This account covers the cost of the material and labor of laying all the 
water lines about the smelter. 
There was 2,052 ft. of 6-in. pipe 
1,058 ft. of 4-in. pipe 
200 ft. of 23-in. pipe 
268 ft. of 2-in. pipe 
115 ft. of 14-in. pipe 
50 ft. of 1-in. pipe 


4,253 ft. 
Total of 4,253 ft. with all necessary fittings, valves, and fire hydrants. 


Account 8906.1—Six-Inch Pipe Line from Clifton. 
This account covers the cost of the material and labor incident to laying 
a 6-in. water pipe line, 8,988 ft. long, from Clifton to smelter. It 
includes excavating, painting, and backfill. 


Account 8906.2—Water Supply Tank—Excavation. 
This covers the making of a 3-ft. slice for a water tank foundation. It 
involved the use of powder, and was handled with picks, shovels, and 
wheelbarrows. 


Account 8906.4—Water Supply Tank—Cost and Erection. 

. This tank was erected on a hill at an elevation of 200 ft. above the 
tracks where the material was received. It is 40 ft. in diameter, 26 
ft. 93 in. high, and has a steel cover. Its capacity is 250,000 
gallons. The tank steel was erected by contract. The account stands 
thus: 


FROSG WOLKE sje ec <5 latte ere oC ee ene $72.80 
IATL yon ak ot deen Oe eee Re a8 ae 121.31 
40.07 tons, tank erected: anita.ekie ke ee ee 3,550.00 
Hreight:on tank... .rycited kyaieactn 6 atin er eens 235.69 
Powerton riveting: s- Since cies aa 92.31 
INTISCOLANICOUS 58s sac', widt gett esetta etl eM ue Rea 64.92 

$4,137.03 


Account 8907—Watchman. 
This account is indirect expense, see 8999. It covers the pay of watcb- 
man during the construction period. 

Account 8908—Power Distribution. 


This account covers the cost of material and labor incident to the fol- 
lowing work. ‘T'wo- and three-inch conduits were run underground 
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from the power house to the heater house and to the converter building. 
Along these lines four concrete manholes or pull boxes were installed 
At the converter building the wires from the conduits run up a steel 
column and from thence on steel brackets through the reverberatory 
and boiler building to a point of distribution by poles. From this 
point the wires go to the roasters, sample mill, crushing plant, 
and bedding plant. The wire ranged from 1,000,000 c.m. to No. 12 
weatherproof. 


Account 8908.1—Temporary Oil Tanks. 
This account is indirect expense, see 8999. It covers the cost and 
erection of an oil tank with pipe lines used during the construction 
period. 


Account 8909—Permanent Air Line—Excavation. 
This covers the cost of trenching and backfilling for the air lines. The 
trenches were in every kind of soil, 18 in. to 6 ft. deep and 1 ft. to 8 ft. 
wide. 


Account 8909.1—Permanent Air Line—Laying. 
This account covers the cost of material used and the labor of installing 
the same. The lines together are 2,316 ft. long and composed of the 
following quantities of different sized pipe. 


526 ft., 1-in. pipe 656 ft., 2-in. pipe 
36 ft., 14-in. pipe 838 ft., 3-in. pipe 
80 ft., 13-in. pipe 180 ft., 4-in. pipe 


Account 8910—Transmission of Power to Various Departments. 
This is a suspense account which has been charged away. 

Account 8911—Watchman House. 
This account is indirect expense, see 8999. It covers the cost of a 
temporary building. 

Account 8912—Tool Shed. 
This account is indirect expense, see 8999. It covers the cost of a tem- 
porary building. 

Account 8913—Barn and Corral. 
This account is indirect expense, see 8999. It covers the cost of the 
corral and barn. 

- Account 8914—Temporary Blacksmith Shop. 
This account is indirect expense, see 8999. This is a temporary build- 
ing used during construction. 

Account 8916—Temporary Power Plant. 
This account is indirect expense, see 8999. It covers a large com- 
pressor, Maune type boiler and temporary building, together with the 
labor of installation. 
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Account 8917—Temporary Crushing Plant. 
This account is indirect expense, see 8999. It covers the cost and 
installation of a 10-in. by 20-in. crusher, 65-ft. bucket elevator, rock 
and sand bins, shafting, belts, pulleys and motors. 


Account 8918—Temporary Water Tanks. 
This account is indirect expense, see account 8999. It covers several 
small tanks erected for use at the temporary camp site, as well as a 
large general supply, wooden tank. 


Account 8919—Temporary Electrical Shop Equipment. 
This account is indirect expense, see 8999. It covers a temporary 
shop equipment. : 


Account 8920—Wagon Roads. 
This account is indirect expense. It covers the building of many 
roads and trails required during the construction period. 


Account 8921—Temporary Pumping Plant. 
This account is indirect expense. It covers a timbered shaft, pump 
and pipe line. 


Account 8922—Temporary Pipe Lines. 
This account is indirect expense. It covers the cost of all temporary . 
water and air lines laid during the construction period. 


Account 8923—Temporary Warehouse. 
This account is indirect expense. It covers the cost of the temporary 
warehouse and equipment. 


Account 8924—Temporary Cement Sheds. 
This account is indirect expense, see 8999. It covers the cost of 
corrugated iron sheds for storing cement. 


Account 8925—Horses, Harness and Carts. 
This is indirect expense, see 8999. This covers the cost of some carts, 
- work harness, and the purchase price of an animal killed during 
construction. 


Account 8926—-Temporary Office. 
This account is indirect expense, see 8999. This covers the cost of 
the construction office. 


Account 8927—Temporary Lavatories. 
This account is indirect expense, see 8999. 


Account 8928—Temporary Machine Shop. 
This account is indirect expense, see 8999. This covers the cost of 
temporary machine shop. 
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Account 8929—Employees’ Railroad Transportation. 
This account is indirect expense, see 8999. During the construction — 
period 300 to 500 men were employed, over three-fourths of whom 
lived in and around Clifton. The cost of transporting these men back 
and forth each day was borne by the construction. 


Account 8930—Clearing Land. 
This account is indirect expense, see 8999. 


Account 8931—Test Holes. 
This account is indirect expense, see 8999. 


Account 8933—Furniture and Fixtures. 
This account is indirect expense, see 8999. It covers the temporary 
office fixtures. 


Account 8934—Miscellaneous Supplies. 
This account is indirect expense, see 8999. 


Account 8935—Shop Equipment. 
This account is indirect expense, see 8999. It covers material used in 
various temporary shops. 


Account 8936—Overhead Shop Expense. 
This account is indirect expense, see 8999. This account covered all 
labor and supplies used in the shops not directly charged to the work 
in hand. 


Account 8937—Stock Lumber. 
This is a suspense account. 


Account 8938—Powder Magazine. 
This account is indirect expense, see 8999. 


Account 8939—Miscellaneous Labor. 
This is indirect expense, see 8999. 


Account 8941—Temporary Railway Receiving Bins. 
This account is indirect expense, see 8999. 

Account 8942—Water Supply. 
This account is indirect expense, see 8999. It covers the cost of water 
from Clifton used during construction. 

Account 8943—Corral Expense.. 
This was suspense account distributed at the close of each month, on 
the basis of the cost per animal-day. 

Account 8944—Switching and Freight from Clifton. 
This account is indirect expense, see 8999. It was impossible to place 
these charges to the material freighted, owing to incomplete records. 
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Account 8945—Office Stationery and Supplies. 
This account is indirect expense, see 8999. 


Account 8946—Warehouse Operating Expense. 
This account is indirect expense, see 8999. It covers the expense of 
running the warehouse during the construction period. 


Account 8927—Timekeeping Expense. 
This account is indirect expense, see 8999. It covers the expense of 
the timekeeping and distribution during the construction period. 
Account 8948—Form Lumber. 
This is a suspense account. Its money was apportioned to all concrete 
costs on the basis of board-feet of lumber used on each job. 
Account 8949—Cement. 
This was a suspense account. It was apportioned to all concrete 
accounts on the basis of sacks used. 
Account 8951—Sand and Gravel. 
This is a supense account. Its money was apportioned to the different 
concrete accounts on the basis of cubic yards of concrete cast. 
Account 8952—Employees’ Quarters. 
This account is indirect expense, see 8999. It represents the cost of 
a boarding house, bath house, and 42 tent houses, less the rent they 
paid on during the construction period. 
Account 8953—Crushing Plant Operating Expense. 
This is a suspense account. Its money was apportioned to the different 
concrete jobs on the basis of cubic yards of concrete benefiting. 


Account 8954—Concrete Power and Repairs. 
This is a suspense account, see 8953. 

Account 8955—Mortar Sand. 
This is a suspense account. It was apportioned to the brick-work 
on the basis of the amount used by the various jobs. 


Account 8955.1—Mortar Lime. 
This is a suspense account, see 8953. 


Account 8955.2—Mortar Cement. 
This is a suspense account, see 8955. 


Account 8955.4—Fire Brick Mortar. 
This is a suspense account, see 8955. 


Account 8955.5—Silica Brick Mortar. 
This is a suspense account, see 8955. 


ee 


— een I i en ey Om at ame 


UNIT CONSTRUCTION COSTS 129 


Account 8956—Operating Temporary Power House. 


This is a suspense account. It was apportioned to the various jobs on 
the basis of horse power days. 


Account 8957—Maintenance of Track in Yards. 
This account is indirect expense, see 8999. It represents the upkeep of 


tracks during construction, and the cost of many temporary construc- 
tion tracks. 


Account 8958—Ditch at Tunnel No. 2. 
This account is indirect expense, see 8999. It represents a ditch built 
by the Arizona & New Mexico Railway, to protect their main line which 
has been endangered by surface water as a result of the site chosen for 
the smelter. 


Account 8961—Steam Heating System—Excavation. 
This covers the making of a long neta trench and backfilling it. 
The ground was red clay. 


Account 8961.1—Steam Heating System—Cost and Installation. © 
This covers the cost of laying 260 ft. of 2-in. steam pipe and 236 ft. of 
23-in. steam pipe in a 2-in. lumber box. The pipe was covered 
with double standard magnesia covering. 


Account 8975—Cleaning Up. 
This account is an indirect charge, see 8999. It represents cleaning up 
about the plant after construction. 


Account 8976—Rehandling Brick and Tile. , 
This account is an indirect charge, see 8999. It represents handling 
tile not directly chargeable to the jobs where the tile was used, but as a 
result of other considerations. 


Account 8998—Direct Charges. 
This account is indirect expense, see 8999. It represents direct charges 
to indirect expense. 


Account 8999—Indirect Expense. 
This account is a summation of the accounts, as listed under charges to 
indirect expense. As the total of indirect expense, they represent a 
percentage of the total cost of the smelter, less the engineering and 
indirect expenses, and have been so reported. In the making of any 
total estimate based on the unit costs derived from this sheet, it is as- 
sumed that of the total estimate, 7.53 per cent. will be taken to 


ascertain the item of indirect expense. 
VOL. XLIX.—9 
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POWER PLANT 


Power House 


Account 9001—Excavation. | 
This excavation was a large cut, about 55 ft. by 280 ft. by 10ft., for the 
basement of the power house, the machine foundation and the building 
piers. The material encountered was red clay and boulders on top, 
with sand and gravel beneath which was saved for concrete material. 
Powder was used, followed by plowing, picks, shovels, fresnos, and 
carts. The material was hauled 450ft. (See Fig. 53.) 


Account 9002—Building Foundation Piers. 
This concrete was cast in piers which supported the steel columns. The 
piers were about 3 ft. by 4 ft. by 3 ft. plain concrete, hand mixed, in the 
proportions of 7 sand and gravel to 1 cement, and transported 150 ft. 
in wheelbarrows to place. A great deal of difficulty was experienced 
here in keeping out the sand and gravel which constantly sloughed in 
from the sides. Fifty per cent. of the vertical surface was formed. 


Account 9002.1—Building Foundation Walls. 

This concrete was cast as a long reinforced wall running around outside 
and bearing against the columns of the building. It is 12 in. at top, 
20 in. at bottom, 11 ft. high, designed as a slab to withstand earth 
pressure on a 20-ft.span. The concrete was machine mixed in the pro- 
portions of 5 sand and gravel to 1 cement, wheeled 150 ft. to place and 
reinforced with j- and {-in. rods variously spaced. Ninety-five per 
cent. of the vertical surface was formed. (See Fig. 47.) 


Account 9002.2—North Tunnel. 
This concrete was cast as a box culvert in anopencut. It is about 6 ft. 
by 7 ft. by 300 ft. long. It was hand mixed in the proportions of 5 sand 
and gravel to 1 cement, wheeled 100 ft. to place and reinforced with 3 
in. and }-in. rods. Fifty-five per cent. of the vertical surface was 
formed, as well as the roof of the culvert. (See Fig. 50.) 


ee ee 
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Account 9002.3—Concrete Drain. 
This concrete forms a drain through the middle of the power-house 
basement. There are two walls, 10 in. thick, 18 in. high, 3 ft. apart, 
with a 9-in. bottom in the drain laid on grade. The concrete was one- 
half machine and one-half hand mixed, in the proportions of 7 sand and 
gravel to 1 cement, wheeled in barrows 150 ft. to place. Ninety per 
cent. of the vertical surface was formed. 


Account 9002.4—Basement Floor—Concrete. 
This concrete was cast as a floor on grade in the basement of the power 
house. It was laid in 6-ft. blocks with sand joints. The mixture, 
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machine made, was 7 parts sand and gravel to 1 cement. The top 
finish was ¢ in. thick and made2 parts sand to 1 cement. The total 
thickness of the floor is 4in. The concrete was transported in barrows 
on an average of 125 ft. 


Account 9002.45—Basement Floor—Painting. 
This account covers material cost and labor of cleaning floor and 
applying two coats of Toch Brothers cement filler. 


Account 9002.6—Preparing of Concrete for Painting. 
This covers the cost of preparing basement concrete walls for paint- 
ing. The air holes were filled, rough surfaces smoothed, and one coat 
of cement grout applied. 


Account 9002.7—Painting Concrete. 
This account covers the cost of the material and labor of applying it 
to the power house basement walls. One coat of Wadsworth Howland 
Bay State cement coating was put on. This cost $1.88 a gallon 
f.o.b. Clifton. The material account is as follows: 


LoOrallonsiotepaintia ec meer sta eisces bscoaichoe oetaiace alerts $281.40 
ISEMSH Gs Seer ee ere merry es oor, a cic’ nds ngs bresio tee 8.42 
SIUM Eta bITO Seo ie Bem hove evo nes oes ee cc) Clone ashe hee eh hes 5.71 
Niiscellameotsene haeiteceee en sees s acteaetentelee 6.08 

$301.61 


Account 9003—Steel Structure. 
(See account 7308.2) 
This account covers all the structural steel including railings and the 
like used in the power house building. There were 254.29 tons. (See 
Fig. 54.) 


Account 9003.1—Tile Walls. 

This account covers the cost of all the tile, mortar material, scaffolds, 
z mason labor, carpenter labor, and hoisting power required to lay up 
3 the walls. The walls were 40 ft. high on the average from the ground 
F level. The walls were 8 in. thick, laid directly upon the concrete walls. 
(See account 9002.1.) Two mortars were used in laying up the tile, 
one with lamp black in to give the outside joint a pleasing appearance. 
The joints were struck. The mortar mixture was 1 cement, 3 sand, 
and 1 lime. (See Figs. 52 and 54.) 


Account 9003.11—Unloading Tile. 
This account covers the preparing of the site for unloading, checking 
é quantities and unloading the tile used in the power plant. 


Account 9003.12—Wall Coping. 
Similar to account 8703.22, which see. The depth of this coping was, 
however, 18 in. against 12 in. at the warehouse and shops. 


“~~ >" 
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Account 9003.2—Doors, Windows and Frames. 
This account covers the doors, sash, hardware and frames listed below, 
together with the labor cost of installing the same. The steel frames 
were made by the Kansas City Structural Steel Co. 


Factory Freight Clifton 
105 single sash, 2 ft. 8§ in. by 5 ft. 13 in. by 13 
in. glazed with 15 ribbed glass lights, fixed 
Ch] a ner Se Ratna: Arye hci 6s ae oes $325 200 "3. che eee 
single sash, 2 ft. 8§ in. by 4 ft. 4 in. by 13 
in. glazed wiih 12 ribbed glass lights, fixed 


— 


73 windows, 2 ft. 8% in. by 6 ft. 3 in. by 13 in. 
glazed with 18 ribbed glass lights, double 


hung tes Meee wheats ee estates Gee, eiereetea A oh Olin ook apie pe el a 
40 sash, 3 ft. 2 in. by 2 ft. 63 in. by 13 in 
glazed with 6 ribbed glass lights, hinged. ... 56.00 


$93.05 $785.25 
Steel frames for all but the 40 6-light sash 
and 6 door frames, 3 ft. 1 in. by 7 ft. 6 in... 1815.20 "292.70 = 2.107297 


eee ana eat ln som mt eee eT Ht: me ID Pm 


300° Caldwell’sash balances, Noxl8... cee kee ae | oeeae i atbe meats 111.95 
3,884 ft. b.m. lumber for frames for 40 singlesash. .........  ...... 91.44 
Locks, hinges, nails: etic scce.- sh ajc che ere crete sion dae tek eee eae te 223.32 

$3,319.93 


(See Fig. 51.) 


‘Account 9003.21—Concrete Sills. 
This account covers the material used and the foes expended in making 
the power house concrete sills. About one-half of the sills were cast 
in place and the remainder as separately molded members. They 
were 8 in. by 10 in. for the windows and 3 in. by 10 in. for the fixed 
sash at the top of the building. The material was hand mixed, 3 sand 
to 1 cement, and 3 3-in. rods ran the length of the sills. (See Fig. 51.) 


Account 9003.3—Ventilators. 
This covers the cost of 6 48-in. Burt ventilators with square base and 
the labor of installing them on the roof of the power house. They were 
lifted onto the roof with a locomotive crane. 


* 


6 Burt ventilators.......,;....0... $280.17 $152.57 $432.74 
Miscelancotiss.2s..0.5 2 eee eee 7.02 
$439.76 


Account 9003.4—Main Floor Columns. 
This account covers the cost of the material, fabrication, and labor of 
erecting 57 pipe columns and 11 structural steel columns to support 
the steel beams of the power house floor. The 57 pipe columns were 
made of 4-in. pipe, with a cast-iron base and capital, and were so placed 


: 
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that they might be easily shifted a foot or two along the low flange of 
the I beams they support, should they interfere with future piping 
schemes. The structural columns were permanently located. The 
material segregated is as follows: 


Cape and pases eset Ole obi... hac. cb-0a shoe ek $227 .80 
GOSiitrotet-mes pipe stn ais cas oc le 186.40 
piuruchuralssteel anderivetsy. sos). peek ee ne 136.99 
Niscellancous pee eeee, scarce oy eo ee, 10225 

$626. 44 


Account 9003.41—Main Floor Slab—Concrete. 

This account covers the cost of the Berger multiplex plate laid on the 
steel I beams of the power-house floor, and covered with concrete rein- 
forced with 3-in. and }-in. rods. The Berger plate was laid upon 
steel beams and not wired; }-in. and 3-in. rods, 1 ft. on centers, 
were laid in the concrete at right angles with the grooves of the plate. 
The concrete mixture was 7 parts sand and gravel to 1 cement, machine 
made. The top finish was proportioned 2 sand to 1 cement. It was 
laid 2 in. thick, smooth troweled, and marked off in 6-ft. squares. 
The material account stands thus: 


102.1 squares, 3-in. Berger plate.................. $2,101.88 
}-in. and 3-in. reinforcing steel....... ie ray ee 62.06 
Concretenmatertalseacecasetcte were cascades lidideiOd 

$3,341.61 


(See Fig. 55.) 


Account 9003.42—Painting Under Side Main Floor. 
The Berger plate exposed beneath the floor of 9003.41 was cleaned of 
rust and painted two coats of linseed oil and white lead, cream color. 
This necessitated low scaffolds. The square yards in which the unit 
cost is reported are the yard measurements derived from developing 
the plate. This cost covers the material and the labor. 


_ Account 9003.43—Painting Top Main Floor. 
This account covers the labor and material used in painting the upper 
surface of the power house Berger plate concrete floor. It was given 
two coats of Toch Brothers cement filler and one coat Toch Brothers 
warm gray cement paint, after the floor had been well cleaned and 
dried out. 


Account 9003.5—Berger Multiplex Plate. 
This account covers the material and labor used in putting Berger 
plate upon the power-house roof. The eaves of the roof are 41 ft. from 
the ground and the roof is # pitch. The Berger plate was hoisted 
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to place by use of a single pulley and hand rope. When laid in position 
it was wired to the purlins with No. 10 wire. The segregated account 
stands as follows: 


Berger’ plate’ ;.)33., sw. -i «sis ga ee ee eee $2,962.25 

Wires oa sev nas, crcl te! CSS Sis eae ee 20.41 

Todls,-66C) ¢sic..0\s'os Rg oe eer 80.52 

$3,063 .18 
(See Fig. 56.) : 
: 
Account 9003.51—Roof—Concrete. : 
This account covers the concrete placed on the roof. It was hoisted : 
to the eaves at various places and transported to position in hand : 


buckets. The concrete was hand mixed, 5 sand and gravel to 1 cement. 
The top finish was not used, but the concrete was straight-edged to 
proper level and troweled as smooth as possible. (See Fig. 56.) 


Account 9003.52—Roof—Tar. , 
This account covers the cost of the material below, and the labor used : 
in applying it to the roof. A composition of tar, cement and coal oil 


was made and painted directly upon the concrete roof in an effort 
to make it waterproof. 


11 barrels of tar 
J pBAckSicementas.ce.k os eee te Sore ee eee 4.95 
54 gallons coal oil... ioc cect Peter oh eee - 6.48 
Miscellaneous 


$127.73 


Account 9003.53—Roof—Down Spouts and Tile Drain. 

This covers the cost of the material used in 10 down spouts and drains, 
together with the labor employed in erecting them. The down spouts 
are 4-in. galvanized iron spouts which, after leaving the gutters, pass 
directly through a hole prepared in the building wall to the inside of 
the building, and thence to the basement floor. At this point they 
enter a 4-in. vitrified sewer pipe which is laid beneath the floor, dis- 
charging into the drain down the center of the building. The 
material account stands as follows: 


F 
—_ 
—_ 
w 
~I 
= 
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355 ft. 4-in. vitrified sewer pipe.................005 $117.90 
550 ft. 4-in. galvanized iron drain pipe............... 90.87 
PAACCHAMOOUS 3. 5 o's 6 cin dc a de RANA Macarthur 31.67 

$240.44 


Account 9003.54—Roof—Painting Underside. 
This account covers the cost of the paint material, brushes, scaffolds, 
etc., together with the labor required to paint the underside of the 
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power-house roof. High swinging scaffolds from the roof truss purlins 
were used to work from. They were slow and difficult to move 
from place to place. The rust was cleaned off and it was given two 
coats of white lead and linseed oil, cream color. 


Account 9003.55—Roof—P and B Roofing. 

This account covers cost of material and labor incident to applying 
a paper roof. Wood strips were imbedded in the concrete around the 
‘base of each ventilator, and across the roof at the juncture of the lean-to 
roof with the main building roof. A cement coating was then applied 
to the concrete followed by application of hot maltha, with sheets of 
felt imbedded in the maltha. The felt was so lapped one piece upon 
another as to give three thicknesses over the entire roof. Another 
application of hot maltha was swabbed over this ground work, followed 
by one course of three-ply P and B roofing paper. 


Account 9003.60—Painting Sash. 
This account covers the material and labor incident to painting all 
the power-house sash three coats. Linseed oil and white lead was 
used. 


Account 9003.61—Painting Woodwork. 
This account covers the painting of the power-house doors and 
miscellaneous woodwork. 


Account 9004—Crane. 
This crane has a capacity of 20 tons. It is operated by hand and 
spans the power-house floor, a distance of 50 ft. It has a 40-ft. 
lift and runs on 50-lb. rails. The account covers the material as 
shown below, and the labor of erecting the crane: 


Wnex20-tonshand traveling Claes .el.c oi eg leos= sue me conus meee $1,278.00 
HUTeTe MI AOMPSAITLO aap reer ieetinc ori oret arneeee eS rtye a tes 408 .00 
IMigceMAmeOUs..ni... une ci ek ee 28 = eer Te ee Eee B27 

$1,723 .27 


Account 9005—Well Grading. 
This covers the cost of grading off a point of conglomerate rock in 
preparing a site for a well. Large blasts of dynamite were used. 


Account 9005.1—Shaft Sinking. 
This covers the cost of sinking a shaft in conglomerate at the water’s 
edge upon the site prepared by account 9005. The shaft was 6 ft. by 
8ft.and wenttoa depth of 45 ft. It was necessary to install and run a 
No. 7 Cameron pump to handle the water. 
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Account 9005.2—Timbering. 
The timbers used were 8 in. by 8 in., Oregon pine square-shaft sets, 
making two compartments in the shaft. The shaft was lagged. 


Account 9005.31—Aldrich Pump Installation. 
The money expended under this account was for unloading two pumps 
which were not installed. 


Account 9006.01—Nordberg Blowers—Foundation. 
These two concrete foundations were each about 30 ft. by 15, ft. by 20 
ft. The concrete was mixed 6 parts sand and gravel to 1 cement by 
machine, and transported 50 ft. to place. 100 per cent. of the vertical 
surface was formed. Each foundation had over thirty bolts set exact 
with template and piped. The pipes were in short pieces pulled up as 
the foundation raised and out at the completion. The cost of these 


pipes and the bolts are in every case given in the concrete cost. 
(See Fig. 49.) 


Account 9006.1—Nordberg Blowers—Cost and Installation. 

This account covers the cost of the material as listed below, together 
with the labor of erecting the same. These engines are two Nordberg 
cross-compound blowing engines, designed to compress 10,000 cu. ft. 
of free air at an altitude of 3,500 ft. to 12 lb. pressure, while 15 lb. may 
be carried if desired. The high-pressure steam cylinder is 20 in., the 
low-pressure 42 in., while the air cylinders are 44 in., all having the 
common stroke of 42 in. The engines are furnished 160 lb. steam 
pressure, superheated 75° F. The speed is 71 r.p.m. The labor of 
grouting, and the labor of testing out and starting up are included 
here. : 


2 Nordberg blowing engines, with receivers................ $30,967 . 34 
eget Crane tilt traps, ac. c% cadet cary oth php dare Bee 107.78 
CTT OMUIRO CG ein hn ts Mo Meier oe er ee Re toh ee Eee 1,438.90 

$32,514.02 


Account 9006.2—Nordberg Blowers—Painting. 

This account covers the cost of material and labor of painting the two 
Nordberg blowing engines. All of the power-house machinery was 
painted by contract for the sum of $820. Thissum covered thelabor and 
all tools, such as brushes, putty knives, light ladders, etc. The paint, 
oils, colors, driers, and scaffolds where necessary were furnished by the _ 
company. ‘The money covered by the contract and material used was 
apportioned to the painting account of the different pieces of machinery 
on the basis of the time spent on each piece of machinery. Every 
machine was given one coat of paint, one coat of filler, and two coats 
of olive-green enamel. 


. *” 
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Account 9007.01—Turbines—Foundation. 
This concrete is identical with 9006.01. 


Account 9007.1 Turbines—Cost and Installation. 

This account covers the purchase price of thrée Curtis turbines and 
material as listed below, together with the labor of erection, grouting, 
wiring from generator to switchboard, testing and starting up. The 
turbines are 2,000-kw. Curtis-type horizontal shaft engines and direct 
connected to 2,500-k.v.a., 6,600-volt, 60-cycle, 3-phase, 1,900-r-p.m. 
generators. The approximate size of each unit is 23 ft. 8 in. long by 
10 ft. 6 in. wide by 9 ft. 7 in. high, with a net weight of 108,300 lb. 


SE CUTLITENCS Meee Tyee ey coe tn 8 Mr get ee $77,828.10 
486 gallons of gargoyle turbine oil........................ 233.04 
Croubmelectrical material sts. = waco aa soei ets side anc whee < 1,525.35 

$79,586.49 


Account 9007.2—Turbines—Painting. 
(See account 9006.2.) 


Account 9007.3—Turbines—Air Pipe Making. 
(See Fig. 57.) This account covers the making of the air ducts for the 
three turbines. They were fabricated in the smelter shops of No. 16 
steel with 2} by 23 by + angles. The total length for the three 
was 103 feet. 


Account 9007.4—Turbines—Air Pipe Erection. 
This account covers the labor of erecting the air ducts in account 
9007.3. The material used was cloth insertion packing, rivets, hangers, 
anchors, etc. 


Account 9007.51—Transformer Trucks and Transfer Table. 
This account covers the placing of 325 ft. of 40-lb. rail for installing 
15 transformers with trucks, and the cost of those trucks. (See Fig. 
58.) 


Account 9007.52—Auto Transformers. 
This account covers the cost of the 10 transformers, oil and wire as 
listed below, together with placing wiring, trying out and testing the 
same. 


10 oil-cooled auto transformers for raising voltage from 6,600 to 13,200 

volts, G.E. Type “‘H,” 60 cycles, 417 k.v.a. Y connected (3 trans- 

formers to a turbine and one spare)... 1.6.00. 1s e se ee eee ees $11,801.81 
Oiland! wire.:.....<.. © he 5 es IE eR NS STS A A ae 243.10 


$12,044.91 
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Account 9008.01—Condensers—Foundation. 
These were plain foundations machine mixed, in the proportions of 


1 cement to 6 sand and gravel. The vertical surfaces were 100 per 
cent. formed. 


Account 9008.1—Condensers—Cost and Installation. 
This covers the cost of 3 Alberger surface condensers and the labor 


of placing and grouting them in position. Each condenser has 
7,600 sq. ft. of surface. 


8 Condensers: f.cinc.t os Hotere ace eee eee $19,436.04 
Growting Gbo tees oe arisen ye prone cae te in oes oko eee eee 127.51 
$19,563.55 


Account 9008.2—Condensers—Painting. 
(See account 9006.2) 


Account 9009—Jet Condenser—Hot Well Excavation. 
This covers the cost of making small excavations for a few piers in red 
clay with pick and shovels. 


Account 9009.01—Jet Condenser—Hot Well Foundation. 


This covers a small amount of concrete for piers, hand mixed— 
6 sand and gravel to 1 cement. 


Account 9009.02—Jet Condenser—Hot Well Supporting Structure and 
Tank. 
This account covers the cost and erection of 5.76 tons of steel. There 
was a quadrangular tower 19 ft. 6 in. high, with about 12 ft. base, sur- 
mounted with a 10 ft. diameter by 8 ft. 6 in. high steel tank. It 
was furnished by the Kansas City Structural Steel Co. 


Account 9009.03—Jet Condenser—Cost and Erection. 
This covers the cost of one 28-in. Alberger type “F,” barometic jet 
condenser and erection above the tank of account 9009.02. 


Account 9009.12—Jet Condenser—Dry Vacuum Pumps. 
These air pumps remove the air from the barometic condenser and are 
located in the power house. The account covers the cost of the 
material listed below and the labor of erecting the same. 


Two 15-h.p. slip ring motors, 440 volts, 3 phase, 60 cycles, 565-r. p. m., 
with resistance controllers 


Two 16 by 12 single-stage Alberger dry vacuum pumps.......... 1,888.22 
2 circuit breakers 


$2,860.01 


1 me 
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Account 9009.13—Jet Condenser Dry Vacuum Pump—Painting. 
(See account 9006.2.) 


Account 9009.21—Circulating Pumps—Foundation. 
These are about 15 ft. by 20 ft. by 10 ft. and are similar to 9006.01 in 
other respects. 


Account 9009.22—Circulating Pump—Cost and Erection. 
_ These pumps furnish the circulating water for the barometic con- 
denser. The cost here includes the price of the material listed below 
and the labor of installing the same. 


Two 35-h.p., 440-volt, 60-cycle, 570-r.p.m. motors,......... $1,087.50 
Two 2 lobe cycloidal pumps, 14,.by 12, 17.8 gal. per rev..... 2,341.41 
AROUSSWAILCHCS MOGO VOL chet ema amet ain een es 39.89 
DA IBCRMEN GUNS as eniCey pace tee Lee pate fuer’ i ee Mas 66.88 

$3,535.68 


Account 9009.23—Circulating Pumps—Painting. 
(See account 9006.2.) 


Account 9010.01—Air Compressor—Foundation. . 
This concrete is 10 ft. by 20 ft. by 15 ft. high. In other respects it 
is similar to 9006.01. 


Account 9010.02—Air Compressor—Erection. 
This account covers only the erection at the smelter of the following 
Ingersoll-Rand two-stage compressor. It was brought from the mines 
and erected at the smelter power house. The compressor has a 
steam-driven cross-compound Corliss engine. The steam cylinders 
are 13 in. and 22 in. and the air cylinders are 22 in. and 13 in. and the 
common stroke is 36 in. 


Account 9010.04—Air Compressor—All Piping Except Steam. 
This account covers the cost and erection of all the piping to the 
Ingersoll-Rand compressor except the steam piping. 


Account 9010.05—Air Compressor—Wrecking and Transportation. 
This account covers the labor of tearing down this compressor at 
Morenci, loading it on cars and the freight to the smelter. Such 
material is charged as was incident to these operations. 


Account 9010.06—Air Compressor—Installation of Air Receivers. 
This account covers the labor of installing a small air receiver in the 
power-house basement, for the compressor. No charge was made for 
the receiver. 
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Account 9011.01—Two Exciters, Two Air Pumps, Two Circulating 
. Pumps—Foundation. 
This is a large foundation about 15 ft. by 20 ft. by 10 ft. In other 
respects it is the same as account 9006.01. 


Account 9011.02—Two Exciters—Cost and Installation. 
This account covers the cost of the material listed below and the 
labor of installing the same. These are the exciters for the turbine 
generators. They are Ridgway tandem, compound, balanced, slide- 
valve engines, direct connected to 75-kw., 125-volt direct-current 
generators with a speed of 275 r.p.m. 


2 OXOUOTE vai tec ose PES ee ee es ee $5,744.96 
Cabletwire, ete... steed ee ok en eee 286.28 
Miscellamneouis ies \-seevaracncetee soccer ase eo a Ae ie as eee ee 87.02 

$6,118 .26 


In the labor cost is included wiring and connecting the machines to 
the switchboard, as well as erecting, grouting and trying out. 


- 


Account 9011.03—Three Dry Vacuum Pumps—Cost and Installation. 
These pumps are for the surface condensers. The account covers their 
cost, erection, grouting and trying out. The three weighed 14,000 lb. 


3 dry vacuum pumps 8-in. steam by 20-in. air by 12-in. stroke. $3,136.11 


(rout, PACKING \OlOk: 4 Bis ly idl g Ace to PORE eae: Ek dele ae cana 53.99 
$3,190.10 
Account 9011.04—Three Circulating Pumps and pearag nancy and In- 
stallation. 


These pumps furnish the circulating water for the surface condensers. 
This account covers the cost of the material listed below and the labor 
of erecting and trying out. 


Three 2-lobe, 18 by 20, cycloidal pumps, capacity 49.5 gallons 


per rev., and three 27-in. flexible couplings.............. $4,425.25 

Three 11. by 14° Ridgway, simple, balanced, slide-valve 
engines for direct connection to above pumps ............ 4,124.69 
Grout packing; ete x wo Ace peal iartak cous eortg Bae ae ae 179.43 
$8,729 .37 


Account 9011.05—Two Exciters—Painting. 
(See account 9006.2.) 


Account 9011.06—Three Air Pumps—Painting. 
(See account 9006.2.) :] 


Account 9011.07—Three Circulating Pumps—Painting. 
(See account 9006.2.) 
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Account 9012.01—Two Motor Generators, One Air Pump, One Circulat- 
ing Pump—Foundation. 
These foundations are 28 ft. by 18 ft. by 11 ft. In other respects they 
are similar to 9006.01. 


Account 9012.02—Two Motor Generators—Cost and Installation. 
This account covers the material listed below as well as the labor of 
- unloading, erecting, grouting, wiring to switchboard, and trying out. 


Two 150-kw. synchronous Oe -generator sets to supply 250 


WOLUML Crete tenis cis hiamiaree oo hae olen Us DY ae safeties Fa Foe $6,450.16 
Cond udtvamcdawite sweet ae ct ets. the kee Me ther dik ieee oie 317.36 
IVEISGe Ears COUIS Meets weitere ter ho cere er ee. ete ot ee rd 62.81 

$6,830.33 


Account 9012.05—Two Motor Generators—Painting. 
(See account 9006.2.) 


Account 9013—Transfer Table Pit—Concrete. 
This is principally a plain concrete slab, 8 in. thick, mixed by hand in 
the proportions of 6 sand and gravel to 1 cement. About 10 per cent. 
of the vertical surface was formed. It was chuted to the basement 
and wheeled in barrows 100 ft. to place. 


/ 


Account 9013.0i1—Switchboard—Concrete Compartments. 

This is a concrete switchboard, the large dimensions of which are 40 ft. 
4 in. long, 4 ft. wide and 13 ft. 2in. high. Down the center of the board 
is a 4-in. wall and on each side are 30 pockets made with 2-in. dividing 
walls. Reinforcing was done with Clinton wire mesh in the 4-in. wall 
and 3-in. and 3-in. rods were used elsewhere. A great many bolts 
and insulators were set in the board. The entire board was cast 
sectionally in place, using 5 parts of sand and gravel to 1 part cement. 
This cost includes rubbing down the concrete with pumice stone and 
filling all the air bubble holes and small voids. 


Account 9013.02—Switchboard—Cost and Erection. 
This account covers the material price of the secondary switchboard 
slabs. The primary or concrete switchboard construction, however,. 
is in account 9013.01. Here, too, is the material price of the entire 
equipment for all of the switchboards, both primary and secondary, and 
the labor of installing the same. 


Account 9014—-Steam Piping North and South Mains—Excavation. 
This covers the excavation for numerous piers done with pick and 


shovel and cast to one side. 
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Account 9014.01—Steam Piping North and South Mains—Foundation. 
This concrete composes the piers which support the long structural 
steel steam pipe supports. They were part mixed by machine and part 
by hand, in the proportions of 6 sand and gravel to 1 cement. About 
50 per cent. of the vertical surface was formed. 


Account 9014.02—Steam Piping North and South Mains—Steel Support- 
ing Structure. 
In these steam-pipe trestle supports 11.8 tons of corrugated iron and 
75.01 tons of structural steel were used. (See Fig. 60.) 


Account 9014.03—Steam Piping Mains—Hangers and Anchors. 
This covers the cost of material and making of all hangers and anchors 
used for the steam piping between the boilers and the machines in the 
power house. The hangers were made of 2-in. rods and 3-in. by 23-in. 
clamps running around pipe. Anchors were of same material fabri- 
cated to suit conditions surrounding place used. (See Figs. 60 and 61.) 


Account 9014.04—Steam Piping—Cost and Erection. 

Under this account all the material listed below is costed, together 
with the labor of its erection. These pipes run from the boilers to the 
power house in duplicate, making a complete loop about 1,120 ft. 
around. The main lines are 10 in., branches from boilers 8 in. and 
branches to engines of suitable size ranging from 4 in. to 8 in. All the 
joints are Van Stone, all valves and fittings are of cast steel. The 
line is required to stand 180 lb. pressure with 100° F. superheat. The 
gaskets used are corrugated bronze. The 10-in. lines are fitted with 
six 10-in. Harter expansion joints. (See Figs. 60 and 61.) 


Six 10-in. Harter expansion joints......... ahaa e wate Pa $1,684.77 
One 6-in. cast iron separator ...... 20.06. esse cece wees 126.55 
Two 10-in. cast steel vertical separators............... 843.47 
One 10-in. cast steel horizontal separator.............. 372.48 
Two 6-in. separators and receivers (bot. outlet)......... 591.77 
One 5-in. cast steel separator and receiver (bot. outlet). . 261.40 
Three 4-in. cast steel separators and receivers (bot. outlet) 687 .43 
Two 4-in. cast steel separators and receivers (bot. outlet) 476.28 
Corrugated bronze gaskets....... 0.660. sec e bes wees eve 251.93 
Ten: $-in, Lagonda valves in hol scheme Satine « 1,315.52 
TwelyerlO-ins gate valves. uy. aise 0 ahiew i Come eee 2,079.00 
Two 34-in. and one 33-in. Crane tilt traps............. 143.69 
Best Mfg. Co. pipe and fittings....................... 8,738.89 
Extra pips end, fittings. i. 0.5 civit tinier iin Wced a ees eae 526.18 
Miscellaneous 2.5.25 2c tiachaane ahs ore enero teres: 522.89 


$18,622.25 


.\ 
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Account 9014.05—Steam Piping—Covering and Erection. ; 
Part of this work was contract by the people who furnished the material 
and part was force account. Therefore the material figure given covers 
a large portion of labor. The total unit cost is the only valuable unit. 
The steam lines and all fittings were all covered with 85 per cent. 
magnesia blocks of double standard thickness, wrapped with 6-oz. 
duck. All of the line was then painted two coats—cream color. 


Account 9015—Exhaust Pipe—Cost and Erection. 

This covers the cost of the material as listed below and the labor 
incident to installing it. Some of the piping is cast iron, designed for 
a vacuum of 14 1b. persquare inch. The rest of the piping is lap-welded 
wrought steel with cast-iron fittings. The installation covers the 
three 20-in. atmospheric exhausts from the turbines, as well as the ex- 
haust from the blowers, compressors, exciters, engines, and circulating 
pump engines, to the jet condenser. It covers likewise the connections 
between the exhaust of the dry vacuum pumps, exciters, engines, sur- 
face condenser circulating pumps and the heater house. The pipe 
ranged in size from 3 in. to 42 in. 


Three 42 by 13 Wainwright turbine expansion joints. . $656.70 
Three 20-in. atmospheric relief valves.................. 804.50 
Three 42-in. low-pressure flanged base élbows. - ee er alos OL 
Three special 8-in. emergency stop valves.............. 234.36 
One 14-in. automatic atmospheric exhaust relief valve... 123.27 
FEAT @pevTAClmLUt CANT OTS eteepe te ep asetaiss yey ser ice ee Sysreiol aaeie ona wastes 4,585.74 
Miseellane cits ity ce meged kicn. Cnet ore oar AEN we oles sl sisi 882.48 

$8,715.66 


Account 9015.01—Exhaust Pipe—Painting. 
All exhaust pipe was given one coat of green silica graphite paint. 


Account 9015.05—Exhaust Pipe—Covering and Erection. 
The exhaust pipe from the engines in the power house to the heater 
house were all covered with 85 per cent. magnesia single standard 
thickness, wrapped in 6-oz. duck. Where the magnesia is exposed to 
the weather, it is wrapped with No. 28 galvanized iron. This account 
covers the labor and material incident to the above work. (See 


Fig. 62.) 
Account 9015.10—Air Piping—Cost and Erection. 
This is not a valuable cost. 


Account 9015.11—Air Pipe—Painting. 
This covers the painting of 9015.01. It is of no value. 


Account 9015.2—Exhaust Pipe—Foundation. 
This covers a number of small concrete piers. 
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Account 9015.21—Exhaust Pipe—Supporting Structure. 
This account covers the cost of a number of exhaust pipe hangers, 
supports and staging used in erecting exhaust pipe. It is not a good 
cost. 


Account 9015.22—Exhaust Pipe—Excavation. 


Account 9016—Water Pipe—Excavation and Backfill. 
This account covers the excavation of a trench about 3 ft. deep, 
through red clay and boulders, for a 16-in. wood stave pipe and the 
backfill after the laying of the pipe. 


Account 9016.01—Water Pipe—Cost and Erection. 

This account covers the cost of all the material listed below and the 
labor of its installation. Here is listed all the water piping about 
the power house; the 30-in. cast-iron suction pipe line from the cooling 
tower to the pumps; the 20-in. wooden lines from the pumps to the 
equalizing tank; the 16-in. wooden line from the jet condenser to the 
cooling tower, and the 16-in. wooden lines from the equalizing tank 
to the cooling tower; the 12-in. cast-iron lines from the circulating pumps 
to the jet condenser; the 8-in. line from condenser to condensed water 
pump house; the 6-in. line from condensed pump house to heater 
house, etc. (See Fig. 63.) 


1,998.7 ft. 4-in. machine banded redwood pipe with collars. (Not used at 


Now Surveltert) ie h 2h osc aneharat ovat omg 5,0 bs Shae ak, ane canter MOR $397 .74 
354.6 ft. 20-in. machine banded redwood pipe with collars........... 365.24 
1,104.2 ft. 16-in. machine banded redwood pipe with collars.......... 861.28 
22 Hanged Couplings’. pri nicl acs oho, ae cole unn eeciah eke i ceetoese ty ae 590.00 
Breight on the abovesitOMin «4 cist icine sc aie son eesaie ei ighe sek Gite nee enna: 632.00 
Dwovl2-ins check jvalvesianis.ycr< aaiereee ten deeb tel eee ee 97.00 
Four’ 12-in. gate valves. inn sss ess em eye den Bes) St Pa went Nic eA 172.00 
A ENOG Saris COte VOLVER, 5 anes. gsumansoGae sb votes an eke ee 283.50 
BYOIENE OD COS ADOVO THOUS ions, x coe be leme newts o 03 reacted ie omnes 176.38 

' Three 20-in. flanged, iron body, bronze mounted, double gate valves... 403 .49 
Five No. 20 gauge copper plates.......... NACE ieee DE ee 36.28 
Two cast-iron bell and flange fittings, 6 bell bends................... 81.11 
Hreightiand Moatierns On, AbOVE si raiyicre cle carers ts ss Waren Gn ae ele ee 78.00 
220: Dc clothwinsertlony PACKING Hance us ck pesicie s «/sfekataitasinns oe eae nee 91.50 
Best, Mig. | Govipipetrs.n ta song ston att « Rattan, daca career eater aes 9,668.92 

> Pine, ttings) ming) Material 5% << 4s. das AeA ncn cuba Ore oe 2,503.44 

$16,437.88 


Account 9016.02—Water Pipe—Painting. 


This covers the painting of the pipe in 9016.01 that was above the 
ground, 


. ‘ eset pe at 9 ia tt 
an —— 


EE 


UNIT CONSTRUCTION COSTS 145 


Feed Water Heating Plant 


Account 9017—Excavation. 
This covers the excavation of the sump and piers, of the feed water 
heating plant. The material was red clay, with boulders and sand and 


gravel. The work was done with pick and shovel, cast into Gants and 
hauled 300 ft. 


Account 9017.01—Foundation. 
This account covers some miscellaneous concrete cast as piers, low 
reinforced walls, 4 in. to 8 in. thick, and floor slabs. The walls and 
slab were reinforced with 2-in. rods on 6-in. centers. The concrete 
was hand mixed in the proportion of 6 sand and gravel to 1 cement 
and wheeled 50 ft. in barrow to the forms. Seventy-five per cent. of 
the vertical surface was formed. 


Account 9017.015—Reinforced Floors and Stair Treads. 

These floors were cast over I-beams in the building structure by using 
forms which allowed the encasing of the I-beams with concrete. The 
stairs were structural steel with channel treads. The treads were 
filled with concrete. The floor and the treads were reinforced with 
4-, 2- and 3-in. rods variously used and spaced. The concrete was 
hand mixed in the proportions of 5 sand and gravel to 1 cement, 
hoisted from the ground 20 ft. to place by means of a small air hoist. 
(See Fig. 65.) 


Account 9017.016— Waterproofing Concrete Tanks. 
This consisted of plastering the inside of the concrete tanks at the heater 
house with the following mixture. One cubic foot cement, 2.5 cu. ft. 
sand, 1 lb. Medusa waterproof compound mixed with sufficient water. 
The account covers the labor and material. 


Account 9017.02—Steel Structure. 
There were 26.63 tons of structural steel in this building. 


Account 9017.021—Distribution and Equalizing Tank. 
“This account covers the material, labor of fabrication and erection of 
this tank. Its dimensions are 13 ft. by 138 ft. by 5 ft. high. It has 8 
holes in the bottom averaging 20 in. in diameter. It is located on a 
concrete floor base 23 ft. off the ground. The weight of the tank is 
4,800 lb. A material list shows the following. (See Fig. 69.) 


17 sheets steel 4 in. by 48 in. by 120 in. : Men eee pL Oe OO 
4 pieces angle iron 3 in. by 3 in. by $ in. co: 20 ft. Sang’ Peet del Oo 
1;110 bm. tumber.....:- oT EE DER Rt orga AO Te BE eee RO tae 31,55 
Rivets, bolts, nuts, Ct......:15 2s eee eee eee etter tenet ees 20.89 

$260.58 
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Account 9017.03—Tile Work. 
The walls were started on the concrete floor of the feed water heating 
plant at an elevation of 26 ft. from the ground. The material was 
hoisted up by means of a small air hoist. In other respects this account 
is similar to the tile work elsewhere about the plant. 


Account 9017.031—Unloading Tile. . 
Same as 9003.11. 
Account 9017.032—Coping. 
Same as account 8703.22. 
Account 9017.033—Sills and Lintels. — 
The concrete sills and lintels for this building were separately molded 


as 8821.3, which see. The sills are 3 in. by 8 in. by 3 ft. 9 in. and the 
lintels 4 in. by 8 in. by 3 ft. 


Account 9017.034—Painting Tile Walls. 
The tile walls were given one coat of Bay State cement paint after the 
small holes had been filled and mortar cleaned from the face of the 
brick. 

Account 9017.035—Doors, Windows and Frames. 
This account covers the cost of the doors, windows and frames set in 
place. A segregated material list isas follows. (See Fig. 70.) 


3 doors 2 ft. 10 in. by 6 ft. 10 in. by 13 in. with frames ........ $20.86 
7 windows, 2 ft. 9§ in. by 5 ft. 9 in. by 13 in. with frames...... 59.88 
12 sets Caldwell sash balances, nails, locks, etc................. 19.24 
$99.98 


Account 9017.04—Roofing. 
This account covers the material listed below, and the labor of install- 
ing the same. The wood sheathing was nailed directly to nailing strips 


attached to the purlins. The paper was laid over the sheathing. (See 
Fig. 72.) 


2,166: b.i.+2 Dy .S Orezorpine SLOLEla sce teiiek pie Ae eae $47 .60 
Li squares asbentos faOMNgy. oan itrgk bn ican kee tele e oe 49 .00 
MUisGallanCOUs scr: cia toe citdhah Merete coco Gols hace eehSP Lae ote oath MGT eae 13.28 

$109.88 


Account 9017.045—Ventilators. 
This account covers the material used to make two 8 ft. 6 in. diameter 
ventilators, and the labor of installing one. The ventilators were made 
of No. 18 gauge galvanized iron. (See Fig. 71.) 

Account 9017.05—Treating Tank—Concrete. 

This is a concrete tank 9 ft. in diameter by 31 ft. 3 in. high, with a con- 
ical bottom, the tank is set directly upon the ground. The concrete 


pe ch 


ee ee te oe 


aan 
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was mixed by hand 5 parts sand and gravel to 1 cement, and hoisted 
to place. The wall of the tank is 5 in. thick suitably reinforced in both 
directions with 3-in. rods. Two sets of forms were used each 3 ft. 
3 in. high. This cost covers all the material and labor of building this 
tank save the waterproofing in 9017.016. (See Fig. 68.) 


Account 9017.06—Receiving Tank No. 1. 
This is a concrete tank 6 ft. 6 in. high with 5-in. walls, suitably rein- 
forced in both directions. The tank rests on a concrete floor about 23 
ft. from the ground. The concrete details are the same practically as 
9017.05. (See Fig. 67.) 


Account 9017.07—Receiving Tank No. 2. 
This concrete tank is 12 ft. in diameter, 6 ft. high, with 5-in. reinforced 
wall, supported on reinforced concrete columns 7 ft. high. The columns 
are here included. In other respects the tank account is similar to 
9017.06. (See Fig. 66.) 

Account 9017.08—Calibrating Tank. 
This account covers the material, fabrication, and cost of erecting 
the following tank: 

1 tank 54 in. high, 6 ft. diameter, of 7°;-in. plate. 

Account 9017.081—Tipping Meter. 
This account covers the cost of material as listed below and the fabri- 
cation and erection of the same. The tipping-meter is set directly 
over No. 2 receiving tank, in a wood frame attached to the top of the 
tank. The meter is shown in sketch No. 136. 


Thumber}, 2-by 4’s, 6 by 8's) eter, 876 Dime tiene wa ce ae $24.47 
Galvanized irony NOw Ol amd INGOs 12s. jen cms ae ar ale sits o -)eeareneccters 112.03 
Woy cael Vee SIO ATO a. edie tats. y 00 oR iby Cohan ve e's oR rs era 3.69 . 
One! Gawheelsrevolutionncoumber ssl tacts. ais oicleca eis eee ae 34.74 
iBoktsaawasherssn ails sCtC eer cram sister cts eave lel sah. Greets icbacpecekatetens 62.57 
$227 .50 


Account 9017.09—Heater and Recorder. 
This account covers the material listed below and the labor of in- 
stalling it on the concrete floor of the feed water heating plant, 26 ft. 
off the ground. The magnesia blocks are the covering for the heater. 
Factory Freight Clifton 
1 No. 760 Cochrane feed water heater and receiver $776.75 $204.48 $981.23 


1 Wainwright closed feed water heater.......... 775.00 74.64 849 . 64 
One 6-in. Lea recorder and extra float valve..... 589.00 123.51 712.51 
OnerG-inwhoatsorreceiyinge tank NO» 2oncucsrsa sles: vee oe fell 44.60 
600 sq. ft. magnesia blocking on AY A GELUGES tere Cdn s oF cota, Peat Co )ces oe 161.03 
SOMA D re TAGINOHIA COLDON LG ooh glale e olereie oh oisurst cca clin et = einttun) ude )ele a elena 22.53 

42.30 


ICEL ATIOOLS Meee oie io ch onset ipke Oe niey eis saa coget. azeuet dere ess 


$2,813.84 
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Account 9017.1—Sewer Excavation and Backfill. 
This was a long trench about 3 ft. deep through red clay and boulders. 
Both excavation and backfill are here taken care of. 


Account 9017.11—Sewer Pipe—Cost and Laying. 
This covers the cost of 100 ft. of 24in. vitrified sewer pipe, cement 
and miscellaneous material, together with the labor of laying the 
same. 


Account 9017.12—Lighting. 


This covers the cost of wiring for lights in the feed water heating 
plant. 


Account 9017.13—Painting. 
This covers the cost of painting the underside of the roof, doors, all 


frames, and window sash: It was done with two coats of white lead 
and linseed oil, cream color. ; 


' Account 9017.14—Wood Walkway and Tank Covers. 
This covers the cost of material and its installation as listed below: 


tank cover 1 by 6 O.P. SISIE 
rails 2 by 3 and 3 by 3 S48 
Lumber 1,564 ft. b.m. 4 sills, 2 by 8 ROP 20 in. 
centers on tank 
Js walkways 2 by 8 O.P. SISIE 


- Account 9017.115—Alterations. 


Condensed Water Pump House 


Account 9017.20-—Excavation. 
This was a side hill cut. It includes a backfill made later inside the 
building foundation for a concrete floor base. The excavation was in 


red clay, with boulders and sand and gravel. It was done with pick, 
shovels and wheelbarrows. 


Account 9017.21—Foundation. 
This concrete was cast as the walls of some square tanks. It was 
reinforced, mixed by hand in the proportions of 5 sand and gravel to 


1 cement. One hundred per cent. of the vertical surface was formed. 
(See Figs. 73 and 74.) 


Account 9017.2—Floor. 


This concrete covers the small building walls, large side hill wall, floor 
slab and tank bottom. Three-eighth inch and three-fourth inch rods 
were used as reinforcing. One hundred per cent. of the vertical sur- 


face was formed. Hand-mixed concrete, 5 sand and gravel to 1 
cement, was used. 


—— ina es eS ee 


UNIT CONSTRUCTION COSTS 149 


Account 9017.24—Doors, Windows and Frames. 
This account covers the cost of material below with its installation. 


2 windows 2 ft. 9$ in. by 1§ in. glazed, with factory ribbed glass. $6.51 


aM AMCs Ol, SDOVChePn rie err TG fo ne katy eyed en 9.28 
medoores 46.10 1m by G.ttol0 im. by ad ing... cans ea ho on 3.02 
if: GNGYage Aaah aaXey Siwy ella a ck at ee aban teede lee pO RO ORD lS ad 3.87 

$22.68 


Account 9017.242—Tile Work. 
This covers the cost of tile, mortar, mason and carpenter labor and 
hauling. The tile was handled 400 ft. 


Account 9017.243—Coping. 
Same as 8703.22. 


Account 9017.25—Roof. 
This account covers the material entering into the roof frame, as well 
as the sheathing paper and labor of installing the same. ‘The rafters 
were 2 by 10, with 2 by 8 sheathing tongued and grooved, covered with 
* asbestos paper. (See Fig. 75.) 


OSA ites Darin mt DCT Aare etic REN ter NEIL c Chek, ta ena! el tea is cots $33.49 
5 rolls asbestos composition roofing paper................. 24.50 
INGE CECH Tir wemere Art oS tien ha een eee Rt os reo a ee 2.84 

$60.83 


Account 9017.26—Pumps and Piping. 
This account covers the purchase price of the material listed below and 
the entire labor cost required in installing the same. 


2 Goulds No. 23 single stage, single side suction, centrifugal pumps, 
arranged for direct connection, capacity of pump 200 gallons $530.83 
MC IMUMILe wa aIIsbaoO Lt eMCACesy nae.) oeiwe Deine s has eens dnramete es : 
Two 10-h.p. induction motors, 1,710 r.p.m., with starters........... 
(Grouting ppipes, tibomeswvalyed | CCH. cn .0-2\tctoa caw eels eos chia oe 160.54 


$691.37 


Account 9017.27—Lighting. 
This covers the lighting of the condensed water pump house. 


Power House Miscellaneous Accounts 


Account 9018.1—Power and Lighting Transformers. 
This account covers the material as listed below, with the labor charge 
of installing the same, the labor of unloading, erecting, connecting 
up, drying out, and testing the transformers noted. These are located 
in the basement of the power house. 
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2 Burke air break. switches... Js. ieee ee eee $134.97 
Four 200-k.v.a. transformers, 13,200-volt, 440-volt......... 2,999.80 
Two 20-k.v.a. transformers, 440-volt, 220-volt............. 304.40 
One 20-k.v.a. transformer, 440-volt, 110-volt.............. 152.18 
Freight on transformers: 5 jc. vas secneraieeys este rere eee ree 90.48 
Wire, conduit, electrical material......................--.- 614.04 
Transformer oll. acc. So gs etero ns Bare eee 282.34 
Miscellaneous s:7'.425 shea ores aie ee Oe eee ee are 1386.12 

$4,714.33 


Account 9019—Lighting. 
This account covers the material and labor of installing the lighting 
in the power house. The work was all in conduit. 
Forty-eight 250-watt tungstens with reflector. 
Forty-six 16-c.p. carbon lamps. : 
610 ft. 1§-in. conduit with weatherproof wire No. 12. 
1,710 ft. 1-in. conduit with No. 12 weatherproof wire. 
25 ft. brewery cord. 
Account 9020—Power House Oiling System. 
This covers the cost and labor of installing the power house oiling 
system. Two 60-gallon feed tanks are so located that the oil is piped 
to all the engines by gravity. The waste flows to a water separator, 
thence through filters into a closed tank, from whence by air pressure 
it is forced up to the feed tanks. 


Account 9021—Benches, Bolt Racks, Etc. 
Under this account were built a number of benches, a rack for bolts, 
a telephone booth, wrench board, and a number of miscellaneous car- 
penter jobs about the power house including the replacing of about 50 
broken panes of glass. The material account stands as follows: 


Ceiling lumber cy esse cfavacaice, teole i hatan he aes ee ay eee eee oer ee $8 . 23 
COMMON WUMDEr 4, sides slave 5's aural casita ten Gano ae oh ee Lear 
Glassy te techn Pires fk ce una rereieee eae cake cL ee iene CREE 6.39 
Miscellaneousads ® dics oceick ad scien dace Wooten Hie «Rome wens eer 5.94 


$51.80 
Account 9022—Instruments and Gauges. 


This account covers the purchase price of the following material, and 
the labor of installing the same: 


Gy LESUADUS VACUUIN MANGOS.|,. in, .ccusk nese oe ante ae Pe oe ae $92.58 
1f Tagliabue thermometera s/t sc gakncks oe eberes sb s ouus ws 92.85 
Levaictitim, Page iss ii hx seca Matches Mae eens ace Mek 30.86 
dL Brishol pressure. gauged oo os <thstes earnatinn eee ke 25.30 
1 Bristol gauge cook Po Bean Se ee Oe eae 22.95 
Ly Bristol gauges. sis ce eae a ene dae ee ee ee SL 21.35 
Le clog parce cd dn. Cica Sekai oe aig eee eeees CAO eee 46.63 
Misoellaneais' orn jie sss 5 os.33 2a) ine Ln Ree En oe 10.54 
$343 . 06 
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Cooling Tower 


Account 9050—Excavation. 
This excavation entailed the making of a surface cut and two long 
trenches. The material encountered was red clay filled with caliche. 


It was done with pick and shovel and handled in carts and wheel- 
barrows. 


Account 9050.01—Backfill. 
This backfill was made to bring the ground up to proper level for the 
cooling tower floor. Fresnos and scrapers were used to transport the 
dirt which was tamped in 4-in. layers. 


Account 9051—Foundations—Sumps and Gutters. 

This concrete was cast as a large number of piers about 1 ft. by 1 ft. 
by 4 ft. as a sump 35 ft. by 10 ft. by 13 ft. with reinforced walls 8 in. 
thick, and as two gutters 626 ft. long, in cross section about 3 ft. 
by 3 ft. having 4-in. reinforced concrete walls. The concrete was hand 
mixed; for the piers 7 sand and gravel to 1 cement; for the gutters 
and sump, 5 sand and gravel to 1 cement. In the sump 32- and 3- 
in. rods were used and in the gutters 3-in. The vertical surfaces 
of all the above were 100 per cent. formed. (See. Fig. 107.) 


Account 9051.02—Floor. 
Between the gutters of the cooling tower is a reinforced concrete 
slab about 28 ft. 6 in. by 600 ft. by 4 in. thick. Clinton wire cloth 
86 in. wide with a 4 in. by 4in. mesh was used. No top finish was used 
but the concrete was straight edged and troweled. It was mixed by 
hand, 5 sand and gravel to 1 cement, and wheeled 150 ft. to place, 
in barrows. (See Fig. 107.) 


Account 9051.03—Waterproofing Concrete. 
-See account 9017.016. \ 


Account 9052—Woodwork. 
The tower is built of wood and is 626 ft. long, 35 ft. 6 in. wide at the 
base, by 20 ft. 6 in. high. Sketch No. 76 shows the design in other 
particulars. 


Account 9053—Alterations. 


Oil Supply Sump and Pump House 


Account 9060—Excavation. 
This excavation consisted of two deep cuts through red clay and 
boulders into sand and gravel. The work was done with plow, slips, 
picks and shovels. 
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Account 9060.01—Concrete. 
This covers the making of a covered reinforced concrete sump, the 
general dimensions of which are 5 ft. by 10 ft. by 140 ft. with walls 
8 in. thick—top and bottom slab 53 in. thick, also a pump house 
about 20 ft. by 20 ft. by 20 ft. high, with walls 10 in. at top and 
20 in. at bottom. The walls were reinforced with #-in. rods and the 
sump with §-in. rods properly placed. The concrete was machine 
mixed in the proportions of 5 sand and gravel to 1 cement, wheeled in 
barrows an average of 125 ft. About 80 per’cent. of the vertical 
surface was formed. (See Fig. 37.) 


Account 9060.02—Pumps. 
This account covers the cost of the following material and its erection 
in the pump house. 


Two 5 by 8 Aldrich vertical triplex, single-acting pumps, 37 r.p.m. 


with metallic'packing' 25 ; cis tere et ee eae aoe ae $1,597 .91 
Two 10-h.p. induction motors, squirrel-cage, 3-phase, 60-cycle, 440- 
Volt:850-r- po a Tea ue hee Saved eer ene tg, 2s Se hee ae 287 .22 
AMAUGO BERLLETES srsracte st eccke's Geaaneenceterae tee STEALS BRO ARNE, Ber octet 124.36 
2 overload releases calibrated from 6 to 18 amperes per terminal... ‘ 
Miscellaneous: g.cercod tociit. tamed Rik ies Akh t= is, ee See ees 26.09 
$2,035.58 


Account 9060.03—Inlet Piping to Sump. 


This covers the cost of the following material and its installation — 


between unloading tracks and the oil sump. (See Fig. 38.) 


Six 10-ins wrought: pipes. 18 f{t.long: ic 144 5 ARs ee $85.54 
Sixs10-ins cast-iron, ellis. 4 chapvon is sotlycy Nel eA eee ee 38.64 
IMISCEHAMEONS :c.1.. Stick cit ate & wheres aa lete caaterae ak ate eee 2.30 

$126.55 


Account 9060.04—Lighting. 
This covers the cost of material and the labor of installing four drop 
lights in the pump house. 
Account 9060.05—Roof Steel Work. 
This covers the cost of the following material and the labor of installing 
it. (See Fig. 39). 
1,876 lb. 10-in. I-beams 
320 lb. 8-in. I-beams 
Account 9060.06—Doors, Windows and Frames. 
This covers the cost of the following material and the labor of installing 
it in the pump house. (See Fig. 41.) 


Aisagh, 3 atuyee 1b. OF in, DY Le in sen ores eeeenee een aol yo 
2>sashy So itebyedett: bys Le itiehioaaee: Meher eee rere eee 14.05 
2.8ash, 2 ite Gumby. '4 46) iby) Fol pyt: elaine teen ena aaneeee 12.13 
Lumber for.doora‘and all frames. 7... 44 Austen Gee oe 12.69 
Hard waresssccns cee 6's kp vaneeleties Cua ne ee ee ee 8.36 


] 


ee 
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Account 9060.07—Roof. 
This covers the cost of the roof material as given below with the labor 
of placing the same. The “‘hyrib” was placed upon the steel of 9060.05, 
wired in place, covered with 2 in. of concrete, 5 sand and gravel to 1 
cement, and plastered on top and bottom, with 1 part cement, 3 sand, 
3 hydrated lime. Later it was covered with Pand B roofing, see 9003.52. 
(See Fig. 39). 


hOGA A sp |e, Baga al Ok ee Sk Re a a Oe $77.41 
PRemareee LE AU PAPOONEY Fr Sh chic y ie ess LE bo eoalen 48.39 
WOMcCleus PAs DOr material \ 5. Gatfise sles. peek os eta ot sates 8 36.86 

$162.66 


Account 9060.075—Ventilators. 
This covers the cost of material in the making and placing of two — 
ventilators shown in Fig. 40. 


1 ventilator is 18 in. diameter, 40 ft. high made of No. 20 galvanized iron, using 
130 ft. f-in. guy wire. 
1 ventilator is 18 in. diameter, 11 ft. high, made of No. 20 gauge galvanized iron 


Two.500,000-Gallon Oil Tanks 


Account 9060.10—Wrecking and Transportation. 
This account covers the labor and material incident to taking down at 
Lordsburg, New Mexico, and transporting to Clifton, two 500,000- 
gal. oil tanks which had been in use there. The labor item is the 
cost of tearing down and loading these tanks. The material item is 
the freight on the tanks between Lordsburg and Clifton. 


Account 9060.11—Excavation. 
This account covers the making of a top slice to prepare the site for the 
foundation of the two 500,000-gal. oil tanks. It was done with plow, 
slips, pick and shovel and handled 150 ft. 


Account 9060.12—Foundation. 
This concrete was cast as two low circular walls, 1 ft. thick and 2 ft. 
deep, 62 ft. in diameter. It was mixed by machine, 8 parts sand 
and gravel to 1 cement, reinforced with two {-in. rods and hauled to 
place 150 ft. 


Account 9060.13—Erection. 
This covers the erection of the two 500,000-gal. tanks, part on force 
account by the Kansas City Structural Steel Co. and part by the 
Arizona Copper Co. It likewise covers the cost of giving them one 
coat of paint, testing them out, and calking. Here too are the material 
prices of the ventilators and gauges. The tanks were 60 ft. in diameter 
and 25 ft. high. (See Fig. 42.) 
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Account 9060.131—Roof Supports. 
This account covers the cost of the material and labor of installing the 
same, used for supporting the sheathing over the two tanks. This 
material amounts to 10,000 ft. board measure for the two tanks. 
(See Figs. 42 and 43.) 


Account 9060.132—Sheathing, Lath and Plaster. 
Over the roof supports 1l-in. sheathing was laid. On this No. 27 
painted expanded metal lath was placed and plastered with a mixture of 
1 cement to 3 sand, which was waterproofed with hydrated lime. 
Each tank has a cornice which ventilates by screened openings through 
its bottom. (See Figs. 42 and 43.) . 


Account 9060.14—Railroad Grading. 
Along each side of the oil sump a large railroad grade was made. This 
account covers it. 

Account 9060.15—Track Laying and Ballasting. 


On the grade mentioned in 9060.14 the following track was laid. The 
account covers the material and labor of laying and ballasting. 


802: white: Obk’ ties J.22A- oecscs re Sibtreity oes bee ees eae eked da $852.60 
LiNos* G2trog'. Storm esp dicss ct tice Ac bos aoe clone Fe ae 158.39 
Miscellaneous track fastenings.................00eee eee 82.00 

$1,092 .99 


Account 9060.16—Oil Track Bumpers. 
This account covers the labor and material incident to making and 
putting in place two bumpers at the ends of the tracks on each side of 
the oil sump. The material is divided thus: 


Account 9060.17—Bridges over Wood Pipe. 
This covers four wooden bridges entirely buried in the fill over a number 
of wooden pipes. They were placed here to avoid the constant breaking 


of the pipes. The excavation and backfill are here included. (See 
Fig. 44.) 


EMI DED cfiieichs ccc. oh <lohed cao He NT Cs Ree ee $70.02 
BOLE Sb Gian,: eipseas:«, “+ Sinysie ARPA Re Acero eueutiok ARCO: Cay 17.12 
$87.14 


Oil Supply Tanks for Reverberatories and Boilers 


Account 9060.20—Excavation. 


This covers a deep cut for a retaining wall. It was in sand and gravel 
and made with pick and shovel. The material was hauled 300 ft. 


Ss 
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Account 9060.21—Foundation. 
This covers the concrete in a reinforced wall about 60 ft. long, 8 in. 
at top, 18 in. at bottom and 16 ft. high; 4-in. and 3-in. rods were 
used for reinforcing. The concrete was machine mixed 5 sand and 
gravel to 1 cement and wheeled 75 ft. in barrows to place. One 
hundred per cent. of the vertical surface was formed. 


Account 9060.22—Cost and Erection. 


This covers the cost of eight 163-bbl. steel oil tanks, with roofs and 
ventilators, erected on their foundations. 


Account 9060.23—Piping. 
This covers the material and labor cost for 785 ft. of piping, varying 
in size from 1 in. to 6 in. diameter. Here are also included the fittings 
and valves. The piping connects the tanks with the pumps. 


Account 9060.40—Piping Excavation. 
This includes all the trenching and backfilling incident to the oil 
lines from the 500,000-gal. oil tanks to the small 163-bbl. tanks. 
The trenches were 2 ft. wide and about 3 ft. deep on the average. 


Account 9060.41—Pipe and Laying. 
This account covers the cost of the pipe enumerated below and the 
labor of laying it. 
172 ft. 12-in. wrought-iron pipe 
270 ft. 16-in. wrought-iron pipe 
850 ft. 8-in. wrought-iron pipe 
596 ft. 2% in. wrought-iron pipe 


1,888 ft. total 


A 16-in. line runs from oil sump to pump house, also from pump 
house to storage tanks. The 8-in. line runs from pump house to the 
163-bbl. tanks. The 23-in. line runs from the Wilgus oil pumps 
to each of the reverberatories. 


Account 9060.5—Heating Installation. 
This account covers the material noted below and the labor required to 
install the same. This 23-in. steam line is tapped off the steam 
line at the power house, run under ground through conduit and is 
packed in asbestos fiber. At the other end the pipe connects with 
a cast-iron oil heater. 


1 cast-iron oil heater............ cit on anes RAE $303.82 
(MANGO SL OTANG AC UL tTADe eee seo he ac sheet skew ats e adcce folate roe 35.91 
SOP Gea ite COM CULE aabaeos nen ices nt enor eases wee ete hans hac sauste ys 547.49 
EX SDCSTORMEC Te Pea oe REM is ee Ge ae ie ARO Re eect eds 29.00 
DACIIE I Geis OMNES COLO Ay sks farsa RN Sta m4 Oe es eek eins 151.82 


$1,068 .04 
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The Mill and Metallurgical Practice of the Nipissing aor Co., Ltd., 
Cobalt, Ont., Canada 


BY G. H. CLEVENGER, PALO ALTO, CAL. 
(Salt Lake Meeting, August, 1914) 


Continuing the discussion of the paper of James Johnston, presented at the New 
- York meeting, February, 1914. See Trans., xlviii, 3 to 32 (1914). 


Turs paper cannot fail of being of great interest and value to all who 
are interested in the cyanide process, on account of the important develop- 
ments which it records. Mr. Johnston is to be commended for the large 
amount of detail which he gives, and the company and its management for 
permitting the publication of data of this character, which while of great 
value to others could well be considered private property. 

It might be discussed from a number of standpoints: First, as an ex- 
ample of recent practice in mill and cyanide plant construction; second, 
the mill practice; third, the cyanide practice; and fourth, the new features 
in cyanide treatment involved. Perhaps a more vivid way of expressing 
it wouldbe: First, the equipment or tools with which the various operations 
are carried on, are they the best and most efficient which could have been 
selécted for their respective uses; and, second, is the best use in every case 
made of these tools? It may be well inquired is the highest possible 
recovery of silver made at the lowest cost per ounce recovered? For 
after all, the making of the greatest ultimate profit is inseparably asso- 
ciated with successful metallurgical practice; there must therefore be at 
all times a careful balance maintained between recovery and cost of 
obtaining it. 

I wish to call attention in a very general way to the equipment used 
and to an anticipation of questions which are bound to arise in this con- 
nection. However, the bulk of my discussion will be confined to the 
presentation of certain additional data, together with a more or less general 
discussion’ showing the line of development which leads up to the present 
practice and the applicability of certain features of it to similar problems 
elsewhere. 

There are a number of vital points of broad general interest involved in 
Nipissing low-grade practice upon which metallurgists will by no means 
be agreed to which I wish to call particular attention in the hope that it 
will lead to the presentation by others of data of practice in other districts 
which will assist in reconciling this divergence of opinion. 
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Tt will be noted that the crushing equipment closely follows recent 
South African practice. The use of a silex lining in the tube mills might 
be questioned from the standpoint of economy; but quite aside from this 
point, upon which I am not prepared to give authoritative data, there are 
perhaps two distinct advantages possessed by this type of lining in this 
particular case. With the very fine grinding practiced at this plant there 
would be, with iron or steel liners, a much larger proportion of finely 
divided iron in the pulp. My experience with the treatment of the high- 
grade ore showed that the presence of iron interfered with the extraction 
of the silver. It is also a well-known fact that metallic iron in an ex- 
tremely finely divided state may cause an important cyanide consump- 
tion. The installation of the old type of mechanical agitator will be 
questioned by many operators, particularly as there is an air lift used in 
each tank in addition to the mechanical stirring gear. 

There has been considerable misconception regarding the character of 
the low-grade ore, and certain writers have made rather sweeping state- 
ments regarding the non-suitability of Cobalt ores for vacuum filtration, 
presumably upon the assumption that the low-grade ore had a heavy 
gangue similar to the high-grade ore. Thespecific gravity (2.70 to 2.72) 
of the low-grade ore is not very different from that of the siliceous ores of 
other districts. My own experience in making the large-scale tests was 
that it was a most favorable ore for vacuum filtration. This statement 
I do not wish misconstrued as meaning that the vacuum type of filter is 
unqualifiedly the best for Cobalt ores, for so far as I am aware comparative 
tests of the different types of filters have never been made in this district. 

Briefly the status of metallurgical practice in the Cobalt district at the 
time that we began the investigation of the treatment of Nipissing ores 
was as follows: The high-grade ore was separated by sorting and jigging 
at surface plants, and sold to smelters outside the district, there not being 
up to the time of the advent of the Nipissing high-grade mill any of this 
ore treated locally. The low-grade ore, constituting the portion rejected 
in separating the high-grade ore, the dumps, and the low-grade material 
taken directly from the mine, was originally treated exclusively by con- 
centration, the concentrates being sold to smelters. Later certain of the 
concentration mills provided cyanide annexes for the purpose of making a 
further saving from their tailings. Then came the building of mills which 
were primarily cyanide plants in which concentration was to be depended 
upon for the removal of the refractory minerals, and the major portion of 
the silver recovered as bullion through the medium of the cyanide process. 

While the mills using the cyanide process unquestionably made a 
higher ultimate recovery, the mills which had confined their efforts to the 
development of their concentration practice, although realizing a lower 
recovery, appeared to be making as great and in some cases a greater 
ultimate profit than the mills employing a combination process. In other 
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words, the greater recovery, which necessarily required a greater capital 
expenditure, did not in all cases mean a greater ultimate profit. ; 
Early in the course of our work we considered the treatment of the 
low-grade ore and in this connection made a number of small-scale tests. 
‘These clearly indicated that the ore could be treated by cyanidation, 
but they had not proceeded far enough for us to determine certain 
difficulties, and problems, which even at this early date we were quite 
sure would arise on account of the experience of others in the district. 
At this time we had not worked up to the maximum extraction or assured 
ourselves that concentration could be dispensed with. It might be 
mentioned that from the first we were determined to treat all the ore 
produced by the Nipissing company by hydrometallurgical processes 
and that nothing but refined silver was to leave the premises. Shortly 
after making the preliminary tests mentioned our efforts were centered 
upon developing and getting into successful commercial operation the 
process for treating the high-grade ore. This fully occupied our time 
until late in the summer of 1911, when the treatment of the high-grade 
ore was upon a well-established commercial basis, and we again turned 
our attention to the treatment of the low-grade ore. After a thorough 
study of the practice and results of other mills in the district, the manage- 
ment and ourselves were unanimous in the opinion that the issue lay 
squarely between the relative economy of straight concentration and a 
process, preferably as near straight cyanidation as possible, which would 
produce only refined silver. The middle ground involving concentration 
and cyanide treatment did not appear attractive for various reasons. 
Generally the object of concentration in cases where it is practiced 
in conjunction with the cyanide process is to recover gold and silver not 
soluble in cyanide solution, or to remove interfering elements, but experi- 
énce shows it to do this but imperfectly, and further, it invariably removes 
gold and silver which are readily soluble in cyanide solution, which could 
be to better advantage dissolved by the solution and recovered as bullion. 
In cases where it is feasible to concentrate after cyanide treatment this 
last objection of course is not valid; but this cannot be readily done, for it 
means repulping of the tailing and provision for a regular feed to the 
concentration devices; moreover, the conditions of fine grinding which 
make for the best results in cyanide treatment are not those most con- 
ducive to the best work in concentration. A more or less complete con- 
centration plant means a greater capital expenditure and it further means 
the control of two separate operations which involve entirely different 
principles and methods of operation. Generally you are attempting to 
operate a concentrator and a cyanide plant with neither up to full 
efficiency. The conditions of the two processes are therefore at variance 
and it is the constantly growing opinion that concentration in connec- 
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tion with cyanide treatment should only be used where there is a dis- 
tinct advantage to be derived. 

Many small-scale tests were made involving various combinations 
of treatment. The results of these, together with the other data which 
had been collected in the district, led us to make the first large-scale tests 
along rather conservative lines, particularly as regards the removal of the 
native silver and dyscrasite (an antimonide of varying composition). 
The preliminary examination of these ores indicated that the silver oc- 
curred in three general forms: First, native silver, of greater or less 
purity, and dyscrasite, which on account of their coarseness would not 
readily pass into solution; second, silver minerals readily dissolved by 
cyanide solutions; and third, some combination of silver which resisted 
ordinary cyanide treatment and was dissolved only after extremely fine 
grinding and a long period of agitation. 

In order to show the general character of the low-grade ore, the results 
of four large-scale tests made upon lots of ore representative of the type 
of ore produced by the Nipissing company, and involving a total of about 
36 tons, are quoted from rather fully. 

Each lot of ore was first sent to the sampler where it was weighed, 
crushed to 4-mesh and the assay sample separated. It was then 
transported to the point where the tests were to be made. It might be 
explained that these large-scale tests were run in the high-grade mill 
and the time available for them was determined by the time necessary 
to make certain necessary alterations and repairs to the mill. The tube 
mill had just been relined and therefore contained no amalgam. Agi- 
tator tanks, settler and other equipment were cleaned out very thoroughly, 
and before running the tests proper, low-grade ore was passed through 
the entire system. I have every reason to believe that in general there 
was no salting except in the case of perhaps four or five samples. At any 
rate, if there was any error the probability would be that the residues 
actually assayed higher than the true value, therefore the percentages of 
extraction noted would be lower than those to be expected in actual 
practice, when employing the same method. 

The general method of procedure in each case was to grind the ore, 2 


3 tons at a time, with a ton of solution, the proper amount of lime, and a 


part of the cyanide, for a period of 4 hrs. The time of grinding had 
been previously determined by grinding a sample of the ore in the tube 
mill for varying lengths of time and making sizing tests. The aim was to 
have practically everything pass a 100-mesh screen. This method of 
‘unit grinding had to be adopted on account of there being no arrangement 
for the ordinary method of continuous feed and discharge. After grind- 
ing, each charge was dumped into a settler containing 522 lb. of mercury, 
and after each charge the tube mill was rinsed out with cyanide solution 
which was also allowed to run into the settler. The oak-shod muller 
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was raised well above the bottom of the settler so that there would beno 
grinding effect upon the mercury. Each charge was agitated in the settler 
for a period of 1 hr. It will be noted that no mercury was used dur- | 
ing the grinding. The idea was to give an opportunity for any parti- 
cles of metallic silver or dyscrasite, which might have resisted grinding, 
to settle out so that they would not be carried down into the treatment 
tanks where they would cause trouble. The mercury at the bottom of 
the settler simply acted as a collector for these particles. Particles of 
native silver and dyscrasite fine enough to remain in suspension in the 
pulp during agitation were assumed to be fine enough for satisfactory 
extraction by solution in cyanide. My idea of this operation was that 
it was a mechanical method, involving settling rather than amalgamation, 
of separating a portion of the silver which either would not be dissolved 
in the treatment tanks or would require an undue amount of grinding 
to reduce it to a state of subdivision fine enough to be readily dissolved. 
After agitation in the settler the pulp was drawn off into agitator tanks of 
the ordinary mechanical type fitted with means of introducing air and 
so connected that the charges could also be agitated with a centrifugal 
pump. The progress of the treatment was recorded by determinations 
made upon samples taken every 6 hr. The effect of various forms of 
agitation was studied and in this connection pump agitation was found 
to be the most effective for the refractory silver minerals which dissolved 
very slowly at the last. A small amount of air was introduced during the 
whole agitation period. Pump agitation was not resorted to until at 
the last. 

The following assays of ‘the four lots of ore treated show the dis- 
tribution of the silver: 
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Lot A ot BY bot GC Lot D 
Ounces Ounces Ounces Ounces 
per Ton per Ton per Ton per Ton 


Pulp passing 100 mesh—(0.0055 in.)...... 29.70 30.10 47.80 27.10 
Metalli¢s‘on 100 mesh. ...50..0.0....6.... 0.01 0.01 0.16 0.05 
Metallics on 20 mesh—(0.0340 in.)........ ets aris 0.19 0.07 
Metallics on 8 mesh—(0.0900 in.)......... 4.18 3.23 5.29 2.79 
Metallics on 4 mesh—(0.1780 in.)......... L224: 1.33 0.46 0.98 
COmIMerGIal ASBAY 2 <shin sc cc coh oeeanee So. 1s 34.67 53.90 30.99 
WOrrectiOnIon PUP Aen. we re 1:30 2.00 2.90 1.10 
MOTTE GTO ASIA VaeIe hae. 0) cc 0010s Maas aaah 36.43 36.67 56.80 32.09 


The following analysis by Denny! of a sample of the heh ore 
will show its general composition. 


1 James Denny: Desulphurizing Silver Ores at Cobalt, Mining and Scienti 
vol. evii, No. 13, p, 487 (Sept. 27, 1913). 2 Hable 4 
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Per Per 

cent. cent 
LAE E) O50 ois care Sa a ea en OR LOG ELLER Guna nt tee CER Rar ke Ae 0.064 
OD Per aeirters aercere coh aes ns Or270"" Caleniin oxide... 0.02. 9.020 
PRISCHIG Meteo er STs. 1.880 Magnesium oxide.............. 4.330 
Ui Ua Oo ee A 0202 2Aluminumroxide saan en 10.030 
Stet Glee se ene ore ete Stent ee ee 0;640° Carbon dioxider......65.5.4.-:. 11.060 
HS TMU te MgeealRi scott AA sy this eS cus aie ORO LOM SVercuinvwenG. aes = Seema trace 
Wackel and cobalt......-...<:. <0. OO Rn SOT Deh mite en eee ae 59.840 


An analysis made by Johnson and Sons? upon a sample of the residues 
from the high-grade ore, shows antimony 3.8 per cent., bismuth 0.09 
per cent., tellurium 1.39 per cent., and traces of tin, zinc, and magnanese. 
These elements are all undoubtedly present in the low-grade ore as there 
is, unavoidably mingled with it, more or less high-grade ore. 

I have also observed the presence of a small amount of graphite in 
Nipissing ores. 

The extraction of the silver by settling averaged 46.7 per cent., and 
the total extraction by settling and cyanide treatment at the end of 4 


- hr. of grinding and 1 hr. of settling averaged 66.5; 19.8 per cent. of 


the silver was dissolved during this period by cyanide. At the end of 
the first 6 hr. of agitation, the total extraction had reached 76.3 per 
cent. At the end of the next 30 hr. of agitation or a total agitation 
period of 36 hr., the extraction was 87.6 per cent. To raise the extrac- 
tion 4.2 per cent. or to reach a total extraction of 91.8 per. cent. required 
a long additional agitation period. Of the 8.2 per cent. of silver remain- 


‘ing after long-continued agitation, 3.7 per cent. was soluble in hot dilute 


nitric acid. The average total percentage of silver which could be ex- 
tracted by combined settling, cyanide treatment, and dilute nitric acid 
was 95.5 per cent. The proportion of silver extracted during 4 hr. of 
grinding and 1 hr. of settling with lots C and D, which were similar in 
character, was considerably higher than with lots A and B, but the 
extraction curves for C and D, as the cyanide treatment continues, 
straighten out and soon fall below the curves for A and 5. A continued 


slow increase in extraction was particularly noted with lot C, which con- 


tains a somewhat higher proportion of silver. The peculiar character of 
these extraction curves is doubtless due, at least to a certain extent, to 
the presence of a large proportion of dyscrasite, the coarse portion of which 
settles readily, while the finely divided portion dissolves very slowly 
in cyanide solution. 

Although these results clearly indicated that a cyanide plant would 
be most advantageous, it was the general consensus of opinion that more 
experimental work should be carried on to simplify and improve the proc- 


2R. B. Watson: Nipissing High Grade Mill, Cobalt, Engineering and Mining 
Journal, vol. xciv, No. 23, pp. 1078, 1079 (Dee. 7, 1912). 
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ess, if possible. From the first, there was a strong prejudice against the 
use of mercury in the low-grade mill. This is best appreciated by those 
who have had experience in handling large amounts of mercury in mill 
practice. Although certain of my early small-scale experiments had not 
been very promising when it was attempted to treat the whole ore 
directly by cyanidation, Mr. Butters strongly adhered to the idea of grind- 
ing the whole ore, native silver, dyscrasite, etc., to such a degree of sub- 
division that all the silver could be dissolved by cyanide. Tests were 
accordingly made in this direction, and through the guidance of Mr. 
Butters, gradually led into the present system of treatment where the 
same idea of grinding the native silver and dyscrasite to a state of sub- 
division such that it can be dissolved by cyanide solutions is practiced, 
the desulphurizing treatment being only effective in altering the sulphides 
and sulpho-antimonides. 
Now I wish to make this point very clear, for this problem of handling 


metallic gold and silver in ores which are cyanided is one that has often — 


perplexed metallurgists and one that has resulted in a variety of solu- 
tions. The usual answer to this problem, although other methods have 
been used, is either amalgamation or concentration. On the one hand 
we have Mr. Butters, who has taken the extreme view that an ore con- 
taining native silver and dyscrasite, some of which will remain upon a 
4-mesh screen, can be ground and cyanided direct; on the other hand we 
find some metallurgists amalgamating comparatively low-grade gold 
ores preliminary to cyanide treatment, where the actual weight of metallic 
gold to be ground would be many times smaller than the weight of the 
metallic silver in Nipissing ore and everything considered much easier 
to grind and dissolve than Nipissing silver. 

Mr. Butters has demonstrated that his plan is possible with Nipis- 
sing ore, for the results being obtained in the mill bear testimony to that 
fact; but quite naturally, it will be asked at what cost? Is the ore ground 
excessively simply that the more resistant metallic silver and dyscrasite 
may be reduced fine enough to pass readily into solution and the whim of 
recovering everything by cyanidation be satisfied? It is true of course that 
selective grinding can be practiced to a considerable extent with heavy 
brittle minerals, but this is less true of the metallic silver and dyscrasite of 
Nipissing ore. By selective grinding, I mean grinding of an ore consist- 
ing of a relatively light gangue and a heavy brittle mineral so that the 
mineral becomes more finely divided than the gangue. This auto- 
matically takes place in a closed circuit of classifiers, other than screens, 
and a tube mill. This often causes a mineral to be ground down suffi- 
ciently fine for satisfactory extraction of gold and silver without excessive 
grinding of the gangue. 

As a result of the first experiments which were made upon this ore, I 
called particular attention to the necessity of extremely fine grinding, and 
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this point has been confirmed by all who have since investigated its 
treatment. Now bearing in mind the necessity for this extremely fine 
grinding, presumably for certain of the brittle silver minerals, it is readily 
conceivable that when this necessity for fine grinding is satisfied in a 
closed circuit of tube mills and classifiers, all of the metallic silver and 
dyscrasite will also have been reduced to a degree of subdivision such 
that it readily passes into solution. After all, Mr. Butters may be right 
in this case, due to the formation of the ore by “Dame Nature” to fit his 
metallurgical ideas, or he may have recognized this peculiarity from the 
outset, and as all wise men should do, has taken advantage of it. Under 
other conditions than those which possibly obtain with Nipissing ore, 
such a procedure could readily lead to poor economy through the ex- 
cessive grinding of worthless gangue in order that metallic gold or silver 
might be dissolved by cyanide solutions, and other methods of recovery 
dispensed with. 

The so-called desulphurizing process is of interest as being the first 
large-scale application of the use of a reducing agent to effect certain 
chemical changes prior to cyanide treatment. To the thinking operator, 
it is indeed refreshing in this day of excessive oxidation and aeration in 
cyanide treatment, to note that at times there may be virtue in reduction. 
I might mention that this mania for oxidation has even gone so far that 
certain operators have aerated their pregnant solutions prior to precipi- 
tation. When it is remembered that precipitation is distinctly an opera- 
tion of reduction, the fallacy of this course is apparent. That the dele- 
terious effect of air upon precipitation is no mere theory, will be confirmed 
by operators using zinc-dust precipitation who have experienced air leaks 
in the suction of their precipitation pump. 

The idea of using a preliminary treatment involving the use of 
aluminum and caustic soda in connection with the treatment of precious- 
metal ores is by no means new or original, as many have supposed. Over 
10 years ago Walker’ published an account of experiments made in this 
direction by himself and Martin. As cyanide operators generally are not 
familiar with this work, I will quote from it at some length. 


“Tn an experiment designed to determine the effect of chlorine and cyanogen at the 
moment of liberation at the anode, ore was spread on a piece of platinum foil immersed 
in a solution of salt and potassium cyanide. The electrode intended to act as cathode 
was suspended from above. Through an error the feed wires were crossed and the 
platinum plate on which rested the ore was made the cathode. Almost immediately 
after turning on the current a purplish-red color was observed around the plate and 
subsequently a black cloud was thrown off. Upon removing the ore the gold was found 
securely plated upon the platinum, while the black cloud, when collected and analyzed, 
proved to be tellurium. To prove that the anions Cl and CN played no part in the 


2 Walker, W. H.: Note on the Electrometallurgy of Gold, Transactions of the 
American Electrochemical Society, vol. iv, pp. 51 to 53 (1903). 
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reaction caustic soda was substituted as electrolyte and identical results obtained. 
Evidently the gold was being recovered by cathodic reduction alone. 

. it was found that, in general, any method which subjected the telluride to the action 
of nascent hydrogen in an alkaline solution would effect the reduction; or to put it differ- 
ently, whenever gold telluride in the presence of alkali came in contact with a metal from 
which hydrogen was being liberated, tellurium was set free, and metallic gold appearing 
on the metal. Thus, for example, when powdered telluride is placed upon metallic alu- 
minium and moistened with caustic soda decomposition immediately takes place. 


The same is true of zinc, although the reaction is much slower. Sodium amalgam > 


breaks up the grains of telluride with great ease. When an electric current is used 
the reaction seems to be independent of the metal forming the cathode, and to take 
place in any neutral or alkaline solution. 

‘““When a dilute acid was used as an electrolyte a reduction of the gold was effected 
with the greatest difficulty. Only by employing a very dilute acid and a large current 
density could any apparent decomposition be obtained. 

‘4 possible explanation of the reaction taking place is the following: The hydro- 
gen evolved first unites with the tellurium, forming hydrogen telluride and free gold. 
In the presence of alkali this compound is immediately broken up with the formation of 
an alkaline telluride which is easily soluble, and thus removes the tellurium from the 
sphere of action. This alkaline telluride is in turn easily oxidized with the formation 
of free alkali and metallic tellurium. In the presence of acids, however, the hydrogen 
telluride is immediately broken up and the free tellurium deposited in situ, as it were, 
upon the gold, thus protecting it from further action. This is indicated by the fact 
that a silver white piece of gold telluride becomes black when placed upon the cathode 
in an acid electrolyte, and also by the fact that when the amount of active hydrogen 
is increased by raising the current density, and the activity of the acid decreased 
by diluting the solution a slight deposition of gold can be obtained. 

“When the rate of decomposition is rapid the gold in the small pieces of mineral is 
not evenly deposited, but frequently retains the original shape of the mineral fragment. 

‘Quantitative runs were made on a rather rich sulpho-telluride . . . using caustic 
soda as electrolyte, and mercury forthe cathode. By maintaining good agitation it was 
not difficult to obtain an extraction of 93 per cent. of the assay value. The presence of 
finely-divided tellurium in the electrolyte seemed to cause excessive flowering of the 
mercury and much trouble was experienced from this cause. When lead or other solid 
meta] was used as cathode much gold was lost by the abrasion of the moving ore. 

‘Good results were also obtained by agitating the ore with aluminium shavings in 
the presence of caustic soda solution, washing out the tellurium and amalgamating the 
free gold.” 


Reed‘ has pointed out that reduction of a metal from one of its 
compounds by solution of another metal, is not due to nascent hydrogen 
evolved by dissolving the metal added but to the electromotive force 
which is maintained by the energy of the dissolving metal. 

I was familiar with the work of Walker and Martin a number of years 
before we began the Nipissing investigation and had considered the 
possible application of this method of reduction as a preliminary treat- 
ment for silver ores which were to be cyanided. But it had seemed to me 
that as the practice of fine grinding and various other refinements in 


4Reed, C. J.: The Nascent State, Transactions of the American Electrochemical 
Society, vol. i, pp. 69 to 78 (1902). 
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the cyanidation of silver ores, or ores in which silver predominated, 
developed, extractions had reached such a high stage in the majority of 
cases that there was little room for the introduction of an extra operation 
with its attendant complication and expense, even though at the outset it 
were conceded that a slightly better, or possibly a more rapid, extraction 
could be obtained. It must be remembered that most silver minerals 
(there are exceptions) are soluble in cyanide solutions of proper strength 
when reduced to a sufficiently finely divided state and given the proper 
time of contact. This is even true of Nipissing low-grade ore. But with 
certain of the ores, excessively fine grinding is required and an almost 
prohibitive time of contact to recover the last of recoverable silver. Judg- 
ing from a rather extensive experience in the treatment of silver by the 
cyanide process, together with the fragmentary and at times contradic- 
tory data available upon the solubility of silver minerals in cyanide 
solutions, I am forced to believe that there is a great difference in the 
rate of solubility of the same silver mineral occurring in different localities. 
_ At Virginia City, Nev., the predominant silver combinations are the 
sulphides and sulpho-antimonides. My experience with Comstock ores 
covering many small-scale tests as well as actual mill operation, for a 
considerable period, is that these ores are favorable for cyanide treatment 
either direct or in combination with concentration. 

The more recent experience of Symmes' at the Mexican mill, Virginia 


City, bears this out, as he has very successfully treated these ores without 


concentration or other preliminary treatment. This is often true of the 
ores from other districts in the United States and Mexico where the 
sulphide and sulpho-antimonide minerals of silver predominate. It is, 
however, true that the same degree of comminution, strength of solu- 
tion in alkaline cyanide, and a period of contact is not in all cases equally 
effective. It is therefore evident that there is a very marked difference 
regarding the solubility of the sulphide and sulpho-antimonide minerals 
occurring in different districts, and even at timesin thesame mine. There 
are unquestionably many plants now treating ores in which the sul- 
phide and sulpho-antimonide of silver predominate where it would not 
prove profitable to introduce this preliminary treatment. However, it 
should be realized that there might be special cases where it would be 
advantageous. 

The use of this preliminary reduction in other districts should there- 
fore be approached with caution and only adopted after it has been 
clearly demonstrated that the extraction is sufficiently improved or 
facilitated to produce an additional profit above the cost of the extra 
operation involved. 

The conditions obtaining in the treatment of telluride ores are some- 


5Symmes, Whitman: Personal communication. 
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what different in that on account of the supposed insolubility of the tellu- 
ride minerals some kind of preliminary treatment is deemed necessary if 
the gold or silver is to be dissolved by cyanide; however, here reduction 
would have to compete with other forms of preliminary treatment 
already in successful operation. 

The tellurides of gold and silver have been generally assumed to be in- 
soluble in cyanide solutions, athough certain experimental data and mill 
results lead me to think that this statement is not strictly true. At any 
rate, even in the treatment of the lowest grade ores, some form of pre- 
liminary treatment is at present deemed essential. In the Cripple 
Creek district concentrating precedes or is practiced in conjunction with 
cyanide treatment upon the low-grade ores. Aside from these very low- 
grade ores where the extraction must be sacrificed for costs in order that 
the greatest ultimate profit may be obtained, the practice has been 
and still is to roast preliminary to fine grinding and cyanide treatment. 
It will thus be seen that the preliminary treatment of roasting for the 
breaking up of the telluride combination (chiefly with gold in this case) 
or the partially effectual operation of concentration for the removal of 
the telluride minerals in the case of the low-grade ore is deemed abso- 
lutely necessary for the most satisfactory results in present-day practice. 
However, there is no telling what the future will bring forth. 

Ores containing the telluride minerals of gold and silver are not of 
great commercial importance in this country except in the Cripple Creek 
district. Therefore a consideration of possibilities in this district will be 
of interest. With these ores the issue would be between preliminary treat- 
ment by reduction followed by cyanide treatment as against, in the case 
of the low-grade ore, concentration and cyanide treatment (in most cases 
the concentrates are shipped to outside reduction plants) ; and in the case 
of the higher-grade ore, roasting followed by cyanide treatment. 

Due to favorable location and cheap fuel the cost of roasting of the 
Cripple Creek ores has been brought to a very low figure and the per- 
centage of extraction is very high upon the properly roasted ore. Of 
course it is only fair to say that there are losses occurring during roasting 
through dusting and volatilization which should be added to the cost 
of roasting; but in the case of the two modern mills operating at Colorado 
Springs these losses are doubtless small, so that in the present discussion, 
as they are not definitely known, they will have to be ignored. It there- 
fore appears that the extraction would have to be fully as high by an 
all-wet method as when roasting was used. At the present time we have 
no means of knowing what it would be with telluride gold ores. The 
problem also arises as to whether reduction would be as effective upon the 
sulpho-tellurides as upon the simple tellurides. It would therefore appear 
that where this method has to compete with the lowest cost roasting 
practice in the world (dead oxidizing roast of gold ores) it might not 
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prove advantageous. ‘The relative cost of a roasting plant and a plant 
for the wet treatment would of course be a factor which would have to be 
given due consideration in building new plants. If we assume that both 
methods are equally effective it would appear that the wet treatment plant 
fora given tonnage might cost less than the roasting plant, but in the case 
of Cripple Creek ores where the roasting plants are already installed, in 
view of the relative cost of the two operations, it would appear difficult 
for the wet process to supplant roasting in this district, unless at least as 
good an extraction be conceded to be possible with the wet process. 
However, long-range predictions are extremely difficult to make and a 
careful investigation of this subject in connection with Cripple Creek 
ores would prove most interesting and might lead to important develop- 
ments. 

In a district producing telluride ores where the cost of roasting was 
high, due to local conditions, and such a district might be discovered in the 
future, this process of reduction would merit particular consideration. 

The data now available upon preliminary reduction are limited to its 
application upon a working scale to the treatment of the sulphides and 
sulpho-antimonides of silver at one property, and the use in this case of 
aluminum and caustic soda as a reducing agent. Small-scale experiments 
have been made upon gold tellurides in which reduction has been obtained 
by aluminum and caustic soda, and zinc and caustic soda, as well as by 
electrolysis. The effect of reduction upon other combinations and asso- 
ciations of the precious metals as well as an inquiry into the effectiveness 
and economy of other methods of obtaining reduction should be made 
in a thorough manner. 

One question at once arises: Is the reduction selective, or in other 
words, what other combinations than those of the precious metals are 
decomposed? And in what order are they decomposed? This would 
seem to be a vital point, for if in certain cases it would be necessary to de- 
compose a large proportion of valueless minerals before the reagent be- 
came effective upon the precious-metal combinations, it would certainly 
be a most serious drawback. There might also in certain cases be reduc- 
tion products formed which would interfere with cyanide treatment or 
cause a high cyanide loss. 

Another question which arises, particularly in regard to the sulpho- 
antimonides, is: What is the relative effect of using a preliminary treat- 
ment with caustic soda alone as against the use of caustic soda in com- 
bination with aluminum? There is a certain amount of evidence which 
seems to indicate that there are cases where all that would be neces- 
sary would be to use a preliminary treatment with caustic soda solution 
or caustic soda in combination with the cyanide solution. 

A number of years ago, an investigation was carried on under the 
direction of C. W. Merrill® in connection with the treatment of the so- 


6 Merrill, C. W.;. Personal communication. 
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called refractory blue ores of the Black Hills of South Dakota. In the 
course of this work it was discovered that a preliminary treatment with 
caustic soda solution in conjunction with air rendered the ore amenable 
to cyanide treatment. There has been at least one case in Australia where 
an antimonial gold ore was rendered amenable to cyanide treatment bya 
preliminary treatment with caustic soda. At about the same time that 
the Nipissing process was being developed, I had under consideration the 
treatment of some roasted telluride concentrate which had already been 
treated by the cyanide process. Realizing that perhaps the maximum 
effect had been obtained in the direction of an oxidizing treatment and 
remembering the work of Walker and Martin, I made a series of tests in 
-which reduction treatment with aluminum and caustic soda, and zine and 
caustic soda, preceded cyanide treatment. The extractions were most 
satisfactory, but a further series of tests in which the aluminum and zine 
were omitted gave equally good extractions. It might be mentioned that 
the effect was not due to the presence of tellurides, for all the tellurides 
had been decomposed and the tellurium removed by roasting, as proved 
by determinations made for tellurium, but to another condition which I 
am not at present at liberty to enlarge upon. 

Johnston states in the article under discussion that the working 
solutions at the Nipissing mill are more active than freshly made up 
solutions. Denny’ attributes this to the presence of caustic soda in the 
solution, and its effect in aiding the decomposition of dyscrasite (an 
antimonide of silver of varying composition). It will be remembered 
that this mineral is not affected by the reduction treatment. 

To quote further from Walker,* it will be noted that he greatly magnified 
the difficulty of applying reduction upon a large scale. It must, however, 
be remembered that his work was done over 10 years ago and at that 
time fine grinding was not generally used in connection with the treatment 
of gold and silver ores. In other words, the time was not ripe for the 
practical application of the idea. 


ee 


ee 


“The enormous practical difficulties in the way of using a method of this kind is 
appreciated when we consider that every minute particle of mineral scattered through 
the relatively enormous quantity of gangue must be brought into direct contact with 
the surface, liberating the hydrogen before any reaction will take place. The fact 
that tellurides of gold are insoluble in potassium cyanide, and so far as electrolytic 
methods are concerned are affected only by cathodic reduction may explain why many 
electrolytic processes have promised well when experimenting with rich ores, but have 
failed when worked upon poor or lean ores. With a rich ore on a small scale it is not 
difficult to bring a large percentage of the individual particles into direct contact with 
the active surface and thus get a high extraction, even though the experimenter was 

7 7 Devas: ations: eeniohurene Silver Ores at Cobalt, Mining and Scientific Press, 
vol. cvii, No. 13, p. 488 (Sept. 27, 1913). 

8 Waller, W.H.: Note on the His ckpoensunl lune: of Gold, Transactions of the Ameri- 
can Electrochemical Society, vol. iv, pp. 53, 54 (1903). 
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ignorant of the reaction by which the values are recovered. In a lean ore, however, 
on a practical scale each particle of ore is surrounded by such a great quantity of gangue 
that an amount of agitation sufficient to keep the ore in suspension and to allow the 
passage of the electric current is not capable of effecting complete reduction at the 
cathode or other active surface.” 


There would seem to be several conditions which would have to be 
fully met to make the operation both effective and economical. First; 
every particle of mineral should be brought directly in contact with the 
reacting substances; this presents quite a problem, as the mineral particles 
to be decomposed form a very small proportion of the total mass which 
it is necessary to subject to reduction; second, the presence of any excess 
of the metal used in the pulp to be cyanided would cause premature 
precipitation and would therefore be fatal to the best results; third, the 
reaction would be sufficiently slow so that reduction would precede 
without undue waste of the reagent. Tosumup: The reduction of the 
refractory mineral should take place as completely as possible with a 
minimum consumption of reagents and without any excess of the metal 
used remaining in the pulp at the end of the treatment, and where zinc 
precipitation was used caustic soda should be eliminated so far as possible. 

The passage of the pulp through the tube mill containing the aluminum 
slugs seems to fulfill all these conditions. 

The author seems to be strongly of the opinion that zine dust could 
not have been used as a precipitant in the Nipissing low-grade mill on ac- 
count of the fouling of the solution, as solutions containing arsenic and 
zinc were shown to give a diminished extraction. 

Hamilton® is also of the same opinion, but Denny’? is not so sure that 
it would not have been possible to overcume the difficulties which arose 
when zinc was used as a precipitant. In some of the experiments which he 
made in which zinc dust was used, he found that after the solution was 
allowed to stand eight days, it recovered its original dissolving power, but 
he was at a loss to explainthisphenomenon. A very plausible explanation 
for this is apparent when the behavior of zinc precipitation in treating the 
high-grade ore is considered. Apparently, so far as I have been able to 
observe, this difficulty does not arise in treating the high-grade ore, 
although the amount of deleterious impurities as well as zine passing 
into solution is many times that encountered with the low-grade ore. 
The cyanide concentration is of course much higher, which is not without 
its influence; but further than that the real explanation seems to be that 
the arsenic, antimony, etc., separate during and after precipitation from 
the solution to a concentration which does not interfere under the condi- 


°Hamilton, E. M.: Aluminum Precipitation at Nipissing, Engineering and Min- 
ing Journal, vol. xev, No. 19, p. 935 (May 10, 1913). 
10Denny, James J.: Desulphurizing Silver Ores at Cobalt, Mining and Scientific 
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tions of treatment maintained. The percentage of zinc is also reduced 
upon standing as well as by reactions which take place when the solu- 
tion comes in contact with a fresh lot of ore and the mercury during 
amalgamation. 

Shortly after starting the high-grade plant, I observed that there 
was a considerable amount of finely divided black precipitate being 
carried over from the foot of the precipitation boxes into the sump, 
This was at first thought to be a silver precipitate in suspension due to the 
violent action in the boxes, but it was soon demonstrated that it contained 
a relatively small proportion of silver. At times the solution leaving the 
foot of the boxes would be a clear wine color. A sample of this colored 
solution when allowed to stand in a glass beaker for some time became the 
color of the ordinary solution while at the bottom of the beaker there was 
deposited a black precipitate. Watson’! gives the following analysis of 
the precipitate which collects in the bottom of the sumps at the high- 

- grade mill: 


Per Cent. Per Cent. 

Dl Ver 32.08 eaeeteee 0.394 SPONs.s (23/s7 sesh See 5.040 
Mercury:<c .taccteae 2.510 Nickel: veces 9.060 
ANGUNONY oe recat. 3.300 Wobaliivsneiac caine 7.030 
AYSeniGh. oho ete 32.640 EAMG Ss sao ere 9.240 
Sulphursatccwecws 16.130 Carbon dioxide..... 7.259 
Silicate eee. cf 5.362 Manganese......... trace 
VAL oen oo oe 2.257 


It is evident that these impurities are much more difficult to precip- 
itate than the silver, for they seem to separate largely at the foot of the 
precipitation boxes, and indeed a part of it goes over as a colloidal 
solution from which the precipitate separates completely only after stand- 
ing several days in the sump tanks. It might be mentioned that agita- 
tion seemed to facilitate this separation. In precipitating the solutions 
from the first large-scale tests by zinc-shaving precipitation, the wine- 
colored colloidal solution was noted at times at the foot of the precipita- 
tion boxes. However, in general, it was not apparent with the low-grade 
ore on account of the much smaller percentage of the deleterious elements 
which it contains. In general zinc-shaving precipitation throughout 
my tests gave very complete and statisfactory precipitation; but it must 
be remembered that conditions were somewhat different than those 
obtaining in the treatment later developed. My own observation, together 
with facts given by Denny, led me to think that zine precipitation under 
proper conditions would not have been impossible in the cynidation of 
Nipissing low-grade ore. However, it would, no doubt, have required a 
very careful investigation of the conditions governing the separation of 
the undesirable impurities from solution during and after precipitation. 


11 Watson, R. B.: Nipissing High Grade Mill, Engineering and Mi Hg Journal, vol. 
xciv, No. 23, p. 1080 (Dec. 7, 1912). 
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Perhaps the chief interest in the discussion of this feature of N ipissing 
practice centers about its applicability elsewhere. Thisisa subject which 
must be approached with considerable caution, for, despite the general 
prejudice which has existed against zinc since the cyanide process was first 
introduced, zinc has in the great majority of cases been giving most 
excellent results, particularly when used in the form of zinc dust. This 
statement is made as aresult of a most critical consideration of the whole 
field of precipitation with a view to finding a substitute for zinc which 
would perform allitsfunctions. The use of aluminum or even aluminum 
dust as a precipitant is by no means a new idea, so that if it did not 
possess some very obvious disadvantages it would have come into general 
use as a precipitant for gold and silver from cyanide solutions long ere 
this. I am inclined to think that its future use will be still confined to 
special cases. 

Moldenhauer” first proposed the use of aluminum as a precipitant 
and obtained a patent for its use in 1893. 

Early experiments with it by Julian!* in South Africa in the form of 
plates and shavings with solutions containing gold, did not prove satis- 
factory. The following quotation from Julian will give an idea of the 
difficulties encountered: 


“Tt is necessary for efficient precipitation that either free alkali or free acid should 
be present in the solution. For obviousreasons, the latter is difficult to apply, if not 
impracticable, in the cyanide process. It was found after the process had been at 
work some weeks that aluminum began to deposit on the shaving, which retarded 
precipitation of the gold. This was easily rectified by the addition of a little alkali 
at the head of the box, but as time went on the ever increasing quantity of alumina in 
the working solutions became more and more troublesome. Attempts were made to 
remove the alumina by precipitating it in the solution tanks, and then leave it behind 
in the ore, but it was found that whenever alumina was precipitated in a cyanide solution 
it also carried down a large proportion of the free cyanide. Methods have been suggested 
for overcoming the difficulty, but at a prohibitive cost.” 


Kirkpatrick" began experiments in 1906 with aluminum dust as a 
precipitant and states that, when used in the form of dust, the difficulties 
experienced by the earlier experimenters are overcome. Nevertheless, 
it is difficult to see how this could have any effect upon the formation and 
separation of alumina from the solutions. The use of aluminum dust 
was first applied commercially by the Deloro Mining & Reduction Co. in 
1908 and was in use as late as June, 1918, in connection with the cyanida- 
tion of the speiss resulting from the smelting of Cobalt high-grade ores. 
The same interests introduced its use at the O’Brien mill, in the Cobalt 


12 Moldenhauer, Carl: New Zealand patent, Aug. 31, 1893. 

13 Julian, H. Forbes, and Smart, Edgar: Cyaniding Gold and Silver Ores, 2d ed., 
pp. 164 and 165 (London, 1907). 

M4 Kirkpatrick, 8. F.: Aluminum Precipitation at Deloro, Canada, Engineering and 
Mining Journal, vol. xcv, No. 26, p. 1277 (June 28, 1918). 
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district, where, although in use about three years, it attracted but little 
attention. The general character of the ore treated at the O’Brien mill 


is similar to that treated at the Nipissing low-grade mill. Rough con- ; 

centration is practiced prior to cyanidation. : 
The high cost of aluminum dust as compared with the cost of the metal 

in other forms, as well as a part of the difficulty of wetting it and*the com- 


paratively long period of violent agitation necessary even in precipitating 
silver solutions, due to a coating of the oxide and stearine, is largely ex- 
plained by a consideration of the method of manufacture.*° 


It is necessary to start with the foil or leaf asa raw material. This is manufactured ; 
by a special system of rolling or combined rolling and hammering, and it is about 0.01 
‘mm. in thickness. With either process, the percentage of first-class foil is only 33 to 1 
35 per cent. of the 0.04-mm. metal started with. The imperfect foil is converted into 4 
dust by comminution in two series of special stamp mills. The product from the ; 
first series of stamps is classified and the finest of the product separated and passed 
on to the second series of stamps for the completion of the operation. During this 
second stamping, the difficulty due to the agglomeration and welding of the particles 
is overcome by the addition of 2 per cent. of stearine. The product of the second 
series of stamps, after being screened through No. 200 silk bolting cloth, is further 
classified by a winnowing process. Although the finished product is polished in a 
special cylinder by brushes, a considerable proportion of the 2 per cent. of stearine 
used to prevent agglomeration must still remain as a coating upon the particles of the 


| 
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Butters'* has sought to overcome some of the difficulties of aluminum- 
dust precipitation by a system employing granulated aluminum in a tube 
mill through which the solution to be precipitated is passed during rota- 
tion of the mill. The bulk of the precipitate is to be collected by sub- 
sequently passing the solution through a filter press. 

In order to come to the point, let us ask a few pennent questions: 
First, isaluminum-dust precipitation cheaper than zinc-dust precipitation? 
(Of course in this connection we must give due consideration to all factors, 
even those having an indirect bearing upon the subject.) Second, is there 
any function which it would not perform which zine does? Third, is it as 
effective for dilute solutions containing a small proportion of metal as is 
often encountered in treating low-grade gold ores? | 

The average consumption of aluminum dust over a period of nine 
months is given as 1 lb. avoirdupois for each 3.104 Ib. avoirdupois of 
silver precipitated. In the Pachuca district!” it has been regular prac- 
tice with a Merrill zinc-dust precipitation system to precipitate 1 lb. of 


Ny sa used at La Praz and Gheensineuete eg the Société Hee de 
Couleurs métalliques. L. Guillet: Revue de Métallurgie, vol. ix, pp. 147 to 159 (1912); 
also Mineral Industry, vol. xxi, pp. 23, 24 (1912). 

16. S. patent No. 1,092,765, Apr. 7, 1914. 

17 Merrill, C. W.: Personal communication. 
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fine bullion per pound of zine dust, and with a double-circuit system of 
precipitation even better results have been attained. There is no doubt 
that this result could be duplicated or bettered at the Nipissing low-grade 
mill, for in general, with zine precipitation, the greater the proportion of 
silver in the solution to be precipitated, other conditions being the same, 
the higher the efficiency. 

Hamilton’ gives the cost of zinc dust laid down at the Nipissing plant 
at.7e. per pound while aluminum dust costs 35 to 39c. per pound. Sup- 
pose that no charge is made for the caustic soda necessary with aluminum 
or the extra power necessary for agitation, or no allowance for the cyanide 
carried down with the alumina or calcium aluminate which sooner or later 
must separate from the solution, and no credit is given the aluminum for 
cyanide regenerated, we find that the actual cost of precipitating a pound 
of silver with aluminum would be 11.3 to 12.5c., while with zinc dust the 
cost of precipitating a pound of silver would be 7c. Upon this hypothet- 
ical basis, the costs are very much in favor of zinc. Thecyanideregenerated 
has of course a most important bearing upon the cost of precipitation as 
the value of all that is actually saved should be deducted from the total 
cost of aluminum precipitation. I prefer to use the term saved, rather 
than regenerated, for the reason that cyanide may appear to be regener- 
ated, as indicated by titration at various stages of the process, and still 
this may not constitute a real saving in the amount eventually used. 

The regeneration of cyanide noted is 1.67 lb. per ton or 408 lb. per day. 
And as this is given as one of the practical benefits gained by a change in 
the mill plan from zinc-dust to aluminum-dust precipitation, it deserves 
careful consideration. (Zinc dust was never used in the completed mill.) 
In other words, it is claimed that there would have been required 1.67 lb. 
per ton of ore treated or a total of 408 lb. per day additional cyanide if 
zinc precipitation had been used. 

This claim for cyanide regenerated is evidently based upon the dif- 
ference between titrations made upon the solutions before and after 
precipitation. There will be considerable difference of opinion regarding 
just how much weight should be given determinations of this kind as in- 
dicating the amount of cyanide which would actually be saved to a plant 
through aluminum or any other form of precipitation: As having a direct 
bearing upon this question, the extreme view of Hamilton’? is quoted: 


“Some may dispute the ground I take when I count as lost the cyanide that 
remains combined with zinc, because it is often stated that the double cyanide of zinc 
and potassium is almost as efficient for dissolving purposes as the simple cyanide. My 
experience is, however (at any rate in the case of silver ores), that the reading obtained 
by the use of potassium iodide indicator with excess of caustic, is worthless as a 


18 Hamilton, E. M.: Aluminum Precipitation at Nipissing, Hngineering and Mining 
Journal, vol. xev, No. 19, p. 939 (May 10, 1918). 
19Tdem, p. 936. : 
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measure of the dissolving power of a cyanide solution, the efficiency being for practical 
purposes proportional to the ‘free’ cyanide reading obtained by stopping at the first 
faint opalescence without the use of potassium iodide indicator.” 


Now if we concede this saving in cyanide, claimed through precipita- 
tion with aluminum, it is necessary for us to agree with Hamilton’s state- 
ment regarding the absolute loss of all cyanide combined with zinc, and 
concede the entire effectiveness of that liberated by aluminum. 

Most operators will disagree with this extreme view, but regarding the 
degree to which cyanide combined with zine becomes, later, available for 
extraction there would of course be a great diversity of opinion. 

There is no accurate method for the determination of the uncombined 
alkaline cyanides in mill solutions. The method invariably used in 
present-day mill work is the well-known Liebig titration, which employs a 
solution of silver nitrate. Practice in its application differs somewhat 
in that at times certain constituents in the cyanide solution are depended 
upon to act as an indicator, and again an independent indicator is added. 
A great variety of results will be obtained from the same mill solution, 
particularly if much zinc is present, depending upon the indicator used 
and the extent to which the solution has been diluted prior to titration. 
The method of titration without dilution and without an indicator generally 
gives the lowest result and perhaps the one which, in most cases, is the 
most nearly a measure of the simple alkaline cyanide present, but let no 


man delude himself into thinking that it gives an accurate result in a mill - 


solution, especially one containing zinc, whereas the other methods are 
inaccurate. This procedure, while relatively more accurate except in the 
presence of copper than that in which potassium iodide (the most generally 
used indicator) isadded and the titration carried to the first yellow opales- 
cence instead of stopping at the first faint white opalescence, asin the method 
when an indicator is not used, is more difficult to carry out. Its proper per- 
formance requires considerable experience, absolutely clean apparatus, and 
a good light. As the cyanide indicated by any modification of the Liebig 
method is only relative, a great many operators prefer to use potassium 
iodide as an indicator on account of the greater ease with which the deter- 
mination ismade. If proper allowance be made for the higher result ob- 
tained when potassium iodide is used, there is no reason why the operation of 
a cyanide plant cannot be just as successfully carried on when guided by 
titrations made with potassium iodide as an indicator as by the other 
method. In fact, where the ordinary solution man is depended upon to 
make the titrations, as is usually the case, there is less chance of mistake. 
The important point to bear in mind is that in any particular mill the same 
method should be adhered to throughout so that results are comparable. A 
good illustration of this is one which came under my observation of a mine 
manager who, having made a record for low costs at one mine, was 
appointed manager of an adjoining mine. In the course of time, the 
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cyanide plant came in for its share of consideration in the operation of 
cost shaving, and it required only one glance to satisfy him that too much 
cyanide was being used, for the solutions all through the mill were being 
kept at a higher cyanide strength than had been found necessary at the 
mine he had just left, which was in the same district and had the same 
general character of ore. He, therefore, ordered that no more cyanide 
be added until the strength of the solutions fell to the level which his 
former experience had shown was most advantageous. Remonstrance 
upon the part of the cyanide chemist was of no avail, for this mine mana- 
ger was supreme, and above the details of cyanide titrations, and had a 
record for low costs to maintain. The effect was apparent in a few days, 
and in as many weeks the situation became eritical and the mine manager 
was frantically calling for help, for although he was reducing costs upon 
cyanide consumed he was not obtaining the extraction, and he saw that 
the end was at hand unless something heroic was done at once. Finally, 
a chemist at his former plant came to the rescue. Being a wise chemist, 
and having had considerable previous experience in cyanide plants, he at 
once titrated the solutions without potassium iodide indicator, and to his 
surprise found that they contained little free cyanide. Knowing the 
remedy, he at once began adding cyanide in a most reckless manner and 
extractions began to improve and were soon back to the old level. The 
solution strength was maintained the same as in the manager’s first plant, 
the titration employing potassium iodide was discarded, and with it went 
the former chemist. The manager was happy for he was operating with 
the same solution strength used in his former plant, and extractions were 
as good as when he came to the plant. But there was no saving in the 
cyanide consumption. 

I was once called upon to investigate the treatment at a mill where 
potassium iodide was used as an indicator in making the cyanide titrations. 
In making my tests, the titration without an indicator was used. In 
the course of time, it was determined that a mill solution of about 0.10 
to 0.11 as indicated by this titration was the best, everything considered, 
for treating the slime. The solutions in the plant as daily recorded by the 
solution men, who used potassium iodide as an indicator, ranged from 0.14 
to 0.15 per cent. I was rather surprised when I came to titrate these same 
solutions to find that they ran 0.10 to 0.11 per cent. as indicated by the 
method which I was using. This shows that two independent investiga- 
tions of the treatment of this ore had produced the same result, although a 
different method of titration had been used by the man who first started 
the plant and the absolute indications by this method were higher than 
by the method I used, which was the same as that so strongly advocated 
by Hamilton. 

Hamilton’s wholesale condemnation of the use of potassium iodide as 
an indicator is the result of making too rigid comparisons between titra- 
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tions made with and without its use. This is proved by the fact that the 
operation of many cyanide plants is controlled with entire satisfaction by 
the Liebig titration, employing potassium iodide as an indicator. 

Having considered the methods of determining the simple alkaline 
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cyanides, we can proceed with a consideration of the extent to which _ 


potassium zine cyanide is available as a solvent for gold and silver. The 
following is quoted from Sharwood,”° who has made a critical investigation 
of the properties and behavior of potassium and sodium zine cyanides: 


“The considerable increase in solvent power observed when caustic potash is added 
(always providing that oxygen is accessible) cowpled with the superior effect of free 
potassium cyanide, is good evidence that some free potassium cyanide is formed upon 
such addition, and therefore that in dilute solutions potassium zinc cyanide is partially 
decomposed by caustic alkali, with formation of simple alkaline cyanide, in accordance 
with the principle of chemical equilibrium between substances in solution.” 


Williams?! states that the free cyanide shown by titration to opales- 
cence without potassium iodide is, within limits, proportional to the 
amount of alkali present. Williams”? also states that lime (CaO) when 
added in solution to the double cyanide of zine and potassium has the 
same effect as potassium hydrate per equivalent added, with the exception 
that the zine is precipitated as hydrated zine oxide when silver nitrate is 
added to the solution. 

Virgoe*® gives comparative results showing the extractive power of 
potassium zine cyanide, plain cyanide, and potassium zine cyanide with 
the addition of lime. He?4 comments upon certain of these results as 
follows: 


“The value of the addition of the alkali is obvious, and this salt is an excellent 
solvent for gold, though comparatively not so good a solvent for silver, even in the 
presence of lime, though this may be simply a question of duration of treatment.’ 

Again he*® comments upon the results given in Table 2. 

“Thus it is seen how excellent a solvent this salt is in certain cases, and how the 
extractions are accompanied with a much lower cyanide consumption.” 


The regeneration by the addition of alkaline hydroxides of simple 
alkaline cyanides which dissolve gold and silver, has been demonstrated 


20 Sharwood, W. J.: A Study of the Double Cyanides of Zinc with Potassium and 
with Sodium, Journal of the American Chemical Society, vol. xxv, pp. 580, 581 
(1913). 

21 Williams, Gerard: The Determination of Constants in Working Cyanide Solu- 
tions, Proceedings of the Chemical, Metallurgical and Mining Society of South Africa, 
vol. iv, p. 491 (1903-1904). 

22 Ibid, p. 487. 

23 Virgoe, Walter H.: Consumption of Zinc in Cyanide Plants, Nature, Cause and 
Effect, Proceedings of the Chemical, Metallurgical and Mining Society of South Africa, 
vol. iv, p. 6380 (1903-1904). 

24 Ibid, p. 629. 

26 Ibid, p. 638. 


nl areca. 


cma te neti ti ps me ee 


MILL AND PRACTICE OF THE NIPISSING MINING CO., LTD. 177 


upon many occasions in mill practice by raising the alkalinity of the 
solutions and running for short periods without the addition of cyanide or 
with the addition of a much smaller amount of cyanide than that normally 
necessary. ; 

A good illustration of this was the announcement made a number of 
years ago by a mill superintendent, treating a silver-gold ore, of the 
discovery that cyanide could be regenerated by running with a high 
alkalinity. This proved effective for some time in reducing the amount of 
cyanide used, but later, after the reserve of cyanide carried with the zinc 
had been largely depleted, it was found necessary to return to the old 
proportions of cyanide. In: the ordinary mill solution, when operated 
under normal conditions, the proportion of zinc in solution remains more or | 
less constant, so that all zinc taken into solution through precipitation 
above this maximum, which is reached shortly after the plant begins 
operation, is separated out as insoluble compounds through reactions, at 
least a portion of which result in regeneration of cyanide effective for 
the solution of gold and silver. 

With aluminum precipitation, it is necessary to add caustic soda just 
prior to precipitation, and as aluminum does not even temporarily com- 
bine with cyanogen, all the cyanide regenerated is at once apparent by the 
ordinary Liebig titration without an indicator. 

With zine precipitation, the addition of an alkali to the solution prior 
to precipitation is not necessary and in the great majority of cases would 
be a distinct disadvantage, as it would result in a greatly increased 
solution of zine with its attendant disadvantages. However, suppose we 
add caustic soda to the solution, after zinc precipitation, and then make 
titrations as before, we find that there has been a considerable regeneration 
of cyanide, for reasons already made sufficiently clear. Now this is just 
what happens in practice as the alkali is added after precipitation, or 
generally with the ore in the form of lime, and therefore comes in contact 
with the solution as each fresh charge of ore comes under treatment. 
During treatment, regeneration is going on to a greater or less extent dur- 
ing the whole period. The rather slow regeneration which takes place 
during treatment when zine precipitation is used is not without its 
advantages, as the cyanide is gradually freed from the combination, as 
needed. That this makes for a somewhat lower cyanide consumption is 
proved by the general experience of there being a less cyanide consump- 
tion in regular mill practice than when starting a new mill when there 
is no zine in solution, or as indicated by small-scale tests in which 
fresh solution is used. 

There are perhaps other causes which contribute to this, but this 
factor undoubtedly accounts for a large part of the difference. Re- 
generation taking place during treatment is not apparent by titration, 
as decomposition of cyanide is going on at this period at a more rapid rate 
VOL, XLIX,—12 
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than regeneration. While there are other reactions taking place during 
treatment which cause regeneration, such as dilution, etc., yet the principal 
influence appears to be the addition of alkali. With zine precipitation 
it is therefore apparent that the various reactions which cause regenera- 


tion only take place when the solution is applied to the treatment of a _ 


fresh lot of ore when zinc separates and cyanide becomes available for 


extraction, while with aluminum precipitation all the factors contributing 


to regeneration are present at the moment of precipitation. 

Unfortunately, this indirect regeneration as we may term it, is not 
readily capable of direct quantitative determination as in the case of 
aluminum precipitation, so that the only way to make direct comparisons 
of the regeneration taking place in each case, would be to run the same 
plant upon the same ore for separate periods of time of considerable 
length, employing both forms of precipitation. A comparison between 
the actual amount of cyanide consumed in each case would tell the tale. 
When one has all the evidence before him, he is compelled to admit that 
there is regeneration of cyanide at certain stages of the process when zinc 
precipitation is employed, and remembering Julian’s statement that 
alumina—and this and the aluminate are the forms in which aluminum 
separates from cyanide solutions—carries down with it cyanide, it is very 
evident that the saving in cyanide at the Nipissing mill, through the use 
of aluminum precipitation, is not so great as has been claimed. 

Zinc, in solution, is not without its advantages, as it serves a useful 
function in removing soluble sulphides and to a certain extent in acting 
as a protector for the cyanide temporarily combined withit. An example 
of the important function which zine at times may perform in cyanide 
solutions is the experience of Colbath?® when treating ore from a certain 
stope inthe El Rayomine. The extraction decreased to a considerable ex- 
tent, and trouble arose with precipitation. Coincident with these diffi- 
culties, it was noted that the zinc had disappeared from the solutions to 
the extent that the titration for total cyanide coincided with that for 
simple cyanide. Lead acetate was tried as a remedy, but it did not prove 
effective, so the rather startling experiment of adding zinc in the form of 
potassium zine cyanide was tried. 

This addition of zine caused the extraction and precipitation to again 
become normal. This unusual case, where there was not zinc enough 
supplied to the solutions through precipitation, very forcibly draws at- 
tention to the important function which zine stands ready to perform. 
Ordinarily, sufficient zinc is supplied to the solutions through solution of 
zine during precipitation. Evidently, in certain cases, aluminum pre- 
cipitation could not perform all the functions that zine precipita- 
tion does. 


26Colbath, James: Personal communication. 
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It seems to me that the process of reduction and aluminum precipi- 
tation work remarkably well together under the Nipissing conditions, for 
the possible disadvantage of caustic soda carried over from the reduction 
process, if zine precipitation were used, becomes an advantage with 
aluminum precipitation. The caustic soda thus carried over and that 
added during precipitation on account of antimonal compounds, is a 
decided aid to the extraction of the silver. The preliminary reduction 
treatment presumably removes compounds which would tend to form 
soluble sulphides, so that the non-effectiveness of aluminum for the 
purpose of removing them is perhaps of little moment in this particular 
case. 


Discussion 


THomMaAs Crowe,* Victor, Colo.—The interest manifested of late in 
the treatment of low-grade ores, together with Mr. Clevenger’s discussion 
of The Mill and Metallurgical Practice of the Nipissing Mining Co., 
prompts me to add a few remarks relative to concentration in connec- 
tion with cyanide treatment of low-grade ores. 

Mr. Clevenger in this discussion does not condemn concentration 
in this connection, but, nevertheless, the tone of his remarks would lead 
one to believe that his conclusions are like those of many others: that 
concentration is often turned to as a last resort in an attempt to im- 
prove or obtain an extraction upon an ore by the recovery and sale of 
the refractory portion of the ore. This, I will attempt to point out, is 
not always the case. Concentration in connection with cyanidation 
often performs an entirely different function, z.e., one of saving fine 
grinding. 

Economy being the keynote of successful treatment of low-grade 
ores, the problem often becomes more commercial than metallurgical, 
and, as there is generally a definite ratio existing between cost of opera- 
tion, degree of comminution, and percentage of extraction, the grade of 
ore under treatment usually imposes a limit upon these factors. 

‘With many ores grinding is the most expensive single item in their 
treatment; therefore, the degree of comminution is very apt to be gov- 
erned by the allowable cost of operation. With most ores the degree 
of comminution controls to a great extent the percentage of extraction. © 
So in the treatment of low-grade ore it often becomes necessary to sacri- 
fice extraction, through coarse grinding for the benefit of cost, in order 
that the greatest ultimate profit may be obtained, and it is under these 
conditions that it is possible for concentration to play an important 
part in overcoming to some extent the effect of mesh. 

The precious metals occurring in an ore are usually closely associated 


* Non-member. 
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with the metallic portion of the ore, and as this metallic portion is gener- 
ally fairly well liberated from the gangue at comparatively coarse meshes, 
further grinding of the ore is necessary only in order that the metallic 
portion may be reduced sufficiently fine that the precious metal part 
of it may be dissolved by cyanide solutions in a reasonable length of 
time. 

A concentrating table under these. conditions would have the effect 
of removing this refractory metallic portion, it being especially efficient 
in removing that portion which is not sufficiently fine to be readily dis- 
solved by cyanide solution (the coarse), putting the small amount of 
high-grade concentrate in a separate pile where it can be dealt with by 


more extensive methods of treatment, it being of sufficient value per ton ~ 


to justify further grinding, longer contact, and more elaborate methods, 
at the same time simplifying the subsequent treatment of the bulk of 
the ore and accomplishing the same result as though the whole mass of 
ore were ground to a very fine mesh. 

An exemplification of the effect of concentration in connection with 
cyanidation in the treatment of low-grade ores may be found in the 
mills of the Cripple Creek district, which are treating the sulpho-telluride 
dump ores. Here concentration performs another function besides that 
of saving grinding as described above. On account of the peculiar oc- 
currence of the values in these ores, the sulpho-tellurides occurring upon 
the faces and seams of the rock, when the ore is crushed to 30 mesh 
it is found that the sulpho-tellurides are liberated to such an extent that, 
after concentration and classification, the sand product of this opera- 
tion is of such low value that it can be rejected as a tailing, leaving only 
the enriched concentrate and slime to receive further treatment. 

The low treatment costs allowable by this rejection of 50 per cent. 
of the ore in the form of low-grade sand can be well imagined. In fact, 
the success of these mills in the treatment of this low-grade by-product 
is only made possible through the continual elimination of that material 
which will not withstand further treatment. This is practiced by other 
methods of concentration besides table concentration, such as hand sort- 
ing, coarse crushing and trommeling, etc., and I would like to make a 
long-range prediction that in the future low-grade milling selective 
methods will prevail and concentration become an important factor. 


G. H. Cuevencer, Palo Alto, Cal—The whole question of ore treat- 
ment is, of course, an economic one and frequently our pet metallurgical 
theories have to be sacrificed upon the altar of greatest ultimate profit. 
If the recovery of a portion of the gold and silver can be more economic- 
ally made by concentration than by solution in cyanide, obviously con- 
centration should be practiced. The case cited by Mr. Crowe is an un- 
usual one in that his strongest argument for concentration is that the 
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sand can be rejected without further treatment if the concentrate is 
removed. It must be remembered, in this connection, that the ore 
treated runs less than $3 per ton and that a large proportion of the min- 
erals carrying the gold occur along the cleavage planes. Even with the 
same character of ore, if of considerably higher grade, it would not 
be possible to reject the sand without incurring a serious loss. The 
character of many of the low-grade ores of other districts would render 
this type of practice impossible. Lack of suitable mill sites for a large 
expanse of leaching tanks, and favorable smelter contracts, are factors 
in the Cripple Creek district which are not without their influence. 

There are a number of possible variations of concentration in con- 
junction with cyanidation, the more important of which are: 

1. Crushing of the ore in water; concentration, either directly or follow- 
ing another recovery operation, as amalgamation; rejection of the tailing, 
and cyanidation of the concentrate. This method is most suitable for 
use upon very low-grade ore or tailing. A good example of such practice 
is the Treadwell, where the tailing from the amalgamation of the very 
low-grade ore treated could not be profitably treated directly by cyanida- 
tion; but cyanidation of the concentrate recovered from the tailing by 
concentration returns a handsome profit. ; 

2. Crushing of the ore in cyanide solution; concentration, followed by 
ceyanidation of the sand and slime. Concentrate treated by one of three 
methods: ; 

(a) Shipment of the concentrate to the smelter. 

(b) Special local treatment of the concentrate. 

(c) Special treatment of the concentrate stream, as, for example, 
fine grinding or amalgamation, etc., and return of the concentrate stream 
to the balance of the pulp for cyanidation. 

Method (a) of concentrate disposal has been very generally practiced 
in the past, but care must be exercised in adopting this practice, for the 
reason, as I have previously pointed out, that one may pay the smelter 
rather dearly for recovering gold and silver recoverable by cyanidation 
under proper conditions. 

Method (6), involving special chemical treatment or roasting prior 
to cyanidation of concentrate, has been practiced and, under certain 
conditions, may be advantageous. 

Method (c) has its adherents and, under favorable conditions, may 
present certain advantages. However, there is at present a tendency 
to revert from this method to (6), even when it is possible to obtain as 
high a recovery by (c), for the reason that, if the concentrate residue is 
kept separate, it may later become a valuable asset. 

3. Crushing of the ore in water or cyanide solution and separation 
of the pulp into sand and slime; concentration of either one or both; 
rejection of either sand or slime and cyanidation of the other product. 
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An example of this is the old Homestake practice, where, after crushing 


in water and amalgamation, the slime was rejected, as it was too low 
grade for profitable treatment until the development of the Merrill 
filter press. The sand in this case was treated by cyanidation without 
concentration. At the Portland Victor mill the sand is rejected after 
concentration and the slime treated by cyanidation. 


AuuLan J. Cuarx, Lead, 8S. D.—A point that might be made against 
aluminum precipitation is that the necessity for-free alkali in some 
quantity would prohibit its use in connection with the treatment of ores 
where a very low protective alkalinity was necessary for the best results 
regarding either extraction or cyanide consumption. A good example 
of this is present Homestake practice, where an extremely low pro- 
tective alkalinity has been found advantageous. 


G. H. Cievencer.—Mr. Clark’s experience with Homestake ore 
has also been borne out by my own with certain silver-gold ores, where 


the best results were obtained with a low alkalinity. However, there are 
exceptions to this. 
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Chloridizing Leaching at Park City 
BY THEODORE P. HOLT, PARK CITY, UTAH 


(Salt Lake Meeting, August, 1914) 


Outline of the Process 


Tue Mines Operating Co.’s plant at Park City, Utah, was designed 
to treat the low-grade fillings in the old stopes of the Ontario mine. These 
fillings carry 6 to 14 oz. of silver, 1 to 2 lb. of copper, 0.01 to 0.015 oz. of 
gold, and a small percentage of lead and zinc. The treatment consists in 
mixing the crushed ore with coal dust and salt and then roasting in a new 
type of furnace by combustion of the contained fuel. The roasted ore 
is leached with an acid salt solution to dissolve the silver, gold, copper, 
and lead. At present these metals are precipitated together on scrap iron 
and the product sold to a refinery. 

The only new feature of importance in this scheme of treatment is the 
roasting process, which makes possible the chloridizing of ores without 
any loss of the valuable metals, and at a very low cost. 


History of the Development of the Process 


The roasting process had its beginning in connection with research 
work at the Utah State School of Mines. N. C. Christensen, Jr., who 
held one of the School of Mines’ fellowships, was engaged in some experi- 
mental work on blast roasting. At the same time I was doing some work 
on the insoluble gold in Mercur base ores. Mr. Christensen roasted some 
of this base gold ore in his pot furnace, and found that when he mixed a 
sufficiently low percentage of fuel with the ore, it did not sinter but 
roasted to a leachable product. 

We considered this a new application of Blass roasting, and proceeded to 
test out a large number of ores in several different types of small roasters 
which we constructed. This experimental work continued well into the 
summer of 1911. 

In August, 1911, the Consolidated Mercur Gold Mines Co. installed a 
small roaster of our design, which we proposed to operate on the counter- 
current principle, feeding mixed ore continuously on top, and at the same 
time drawing off the roasted ore from the bottom. By proper adjust- 
ment we hoped to maintain a permanent roasting zone near the center 
of the column, the ore moving downward as roasted. However, we 
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experienced difficulty in getting the moving mass to roast properly, 
and also other troubles of a mechanical nature developed. Mr. Chris- 
tensen at this time disposed of his interest in the process to G. H. Dern. 

We continued experimental work on a number of machines of varying 
design. Up to the time construction work began on the Mines Operating 
Co. mill no satisfactory continuous roaster had: been developed, so we 
decided to install an intermittent roaster, which our experience had demon- 
strated would give a satisfactory product for subsequent leaching opera- 
tions. Accordingly, we installed roasters similar to the one shown in Fig. 
2, the construction and operation of which will be described in its proper 
place in the description of the plant. - - 


The Plant 


The Mines Operating Co.’s plant is installed in the old concentrator 
of the Ontario Silver Mining Co. An outline of the present scheme of 
treatment may be followed by reference to the accompanying flow sheet 
(Fig. 1). 

A second-motion electric hoist, operating 1.2-ton skips in balance, 
delivers the ore from the haulage tunnel of the mine to a bin above the 
crusher. From here it is fed by a Stephens-Adamson apron feeder to a 
trommel with 1}-in. openings. The undersize of the trommel passes 
_ through a revolving drier, where the moisture is reduced to about 5 per 
cent. The oversize of the trommel falls upon a picking belt, where mine 
wood and waste are removed. It then passes through a No. 5 Gates 
gyratory crusher and, joining the drier fines, is elevated to the crushed-ore 
storage bin. This bin has a capacity of 400 tons of ore. Sections of 
the same bin are respectively used for salt and coal storage. From these 
bins the ore, salt, and coal are fed, in the required proportions, upon 
a belt conveyor and delivered to the rolls for final crushing. The feeders 
by means of which the proportioning and mixing are done are of the 
plunger type, the feed being varied by changing the eccentric throw. 
This type of feeder works very well for the salt and coal dust, but is not 
very satisfactory for ore, on account of rapid wear. The mixed ore is 
crushed in two sets of 15 by 36 in. rolls and is elevated to the mixed-ore 
bins above the roasters. 


There are eight shaft roasters of the intermittent type, similar to the - 


one shown in Fig. 2. The roaster shown is 10 by 10 ft. inside the walls. 
The walls are reinforced concrete 10 in. thick. About 2 ft. above the 
bottom is a wood grating, supporting a layer of coarsely crushed rock. 
The space below this grate forms an air chamber. The grate supports 
the roasting charge, and also distributes the air blast. 

The method of operating the roaster is as follows: A special starting 
‘‘mix”’ of about 1 ton is prepared in front of the roaster. A layer of coal 
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dust mixed with oil is then spread over the gravel floor of the roaster. 
This is ignited and sufficient blast admitted to burn it rapidly to glowing 
coals. The special mix is then shoveled evenly over the surface. By 
the aid of the air blast, the coals ignite the fuel in the ore, which begins to 
roast. When the starting layer has roasted through, so that the fire 
appears on top, the air is shut off for a few minutes, while the first charge 
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Fig. 1.—Fiow Suet or Mines Operatine Co.’s Mitu, Park Ciry, Uran. 


of about 5 tons is dropped from the mixed bin gate into the roaster. This 
is spread out by hand and theair again turned on. The roast is allowed to 
proceed until it appears on the surface of the charge. Then a second 
charge of about 10 tons is dropped on and 4 hr. later a final charge of 
about the same amount. This brings the total depth of charge up to 
about 7 ft. Under normal conditions this will roast through in 8° to 
12 hr. 


When the roasting zone has reached the surface at all points the air — 
blast is shut off. The discharge door is opened and a sluicing apron in- ; 
serted, to connect with the launders. The hot roasted ore is then sluiced 
out with mill solution. The sluicing nozzle is made of hard wood and has 
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a 11-in. nozzle opening. It operates under a head of 45 ft. The 
nozzle is suspended in position in front of the discharge door. The opera- : 
tor stands at one side, to avoid the numerous steam explosions, and directs 
the nozzle with a long rod. Under normal conditions it takes from 1 to 3 : 
hr. to sluice out a roaster charge of 24 tons. ; 
} 
Sheet Iron Cover : 
i 
; 
’ 
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Fie. 2.—Suarr Roaster. 
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From the roasters the hot ore mixed with mill solution passes by means 
of launders to the leaching tanks. The leaching tanks are 20 ft. in diam- 
eter and 12 ft. deep. There are six of these, each holding 135 tons of ore. 
In the bottom of each tank is a 12-in. round discharge hole for sluicing 
out the tailing. This is closed by a turned wood plug, having a 4 by 4 
in. stem extending to the top of the tank. For convenience in sluicing 
out, the discharge hole is surrounded by a box extending to the top of the 
tank and provided at intervals with 12 by 12 in. sluice gates. 

Of the various filter bottoms tried, one made of 4-in. drain tile has 
given the best service. Jour lines of tile are spaced across the bottom 
of the tank, and cemented in position by a thin slab of concrete on each 
side. This tile system connects at one side of the tank with a 3-in. 
wood-pipe solution line. 


The solution lines from the leaching vats lead to a distributing box. 
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Here the solution is directed either to the “weak” tank or the “silver” 
tank, depending upon its metal content. From the weak storage tank 
the solution is pumped back for sluicing purposes, while from the silver 
tank it goes to the precipitating boxes. 

The iron precipitation boxes are similar in design to the wood zine 
boxes sometimes used in cyanide mills. They are larger, however, and so 
constructed that the iron tie rods are not in contact with the acid-soaked 
wood. From the precipitation boxes the solution passes to the barren 
sump and is returned as a leaching solution to the vats. 


New Features 


Having followed the ore treatment through in a general way, we will 
now return to discuss more in detail certain features that are more or less 
new. 


Importance of Proper Mixing 


Perhaps the most important step in the whole operation is the proper 
mixing of the ore preparatory to roasting. Roasting for lixiviation re- 
quires a very close regulation of temperature. The best results on many 
ores are obtained between 600° and 700° C. In any case, to sinter parts 
of the ore is to render it unfit for subsequent lixiviation. The three chief 
factors which determine the temperature are: (1) the percentage of fuel 
in the mixture, (2) the percentage of moisture in the mixture, and (3) 
the amount of air blown through the charge per unit of time. The first 
of these three is much the most important. 

Ccal dust is used as fuel. The present supply costs 25c. per ton f.o.b. 
cars at the coal mine. Since this class of material takes a cheap freight 
rate it is the most economical fuel to use under our conditions. The 
amount required varies from 2.4 to 3.0 per cent. of the weight of the ore 
being roasted. 

The ore as it comes from the mine is very wet. The drier is supposed 
toreduce the moisture to about 5 per cent., but the variation is considerable. 
We might suppose that an increase in moisture would lower the tempera- 
ture of the roast. It has exactly the opposite effect, however, and it is 
necessary to reduce the percentage of fuel as the moisture in the ore 
increases. 

The mill was designed to treat 150 tons per day. It is handling con- 
siderably more than this, the average for the month of March being 166 
tons. This tonnage is mixed and rolled on one shift. The mixing is in 
charge of a trustworthy man who checks up the feeders by weighing the 
output of each frequently. 
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The New Holt-Dern Roaster 


During 1913, a new continuous roaster was developed, which overcomes 
the difficulties experienced with previous machines. A full description 
of the roaster will not be attempted in the present paper. A few of its 
general characteristics and the results obtained will be noted. 

Weinstalled a commercial-size machine at our plant in December, 1913. 
Except for a few brief delays for changes, it has been in continuous 
operation. In the Holt and Dern roaster the column of ore moves down 
at intervals as the roasting zone travels upward. The air blast travels 
in an opposite direction to the ore. In this way the air passes first up 
through the hot roasted ore and becomes highly heated. It then passes 
through the roasting zone where active combustion of the fuel in the ore is 
taking place, and finally through a layer of moist unroasted ore. Hence 
when it leaves the roaster it is fairly cool and entirely free from dust. 

Our experience at this plant has demonstrated the following advan- 
tages in this roaster over the intermittent type already described: 


Comparative Cost Data per Ton of Ore Roasted 


Old Holt & Dern 

Roaster Roaster 
BBO ee cataiets ice ee ee ee $0.380 $0.054 
Powettie etre cee oad ee en 0.049 0.045 
TRGPAITE.. “ener ce). e SAR RES RAE ORE 0.026 0.020 (estimated) 
Startincioilas.., seen TaN, sn Rec Se O20387. te were 
Coal idtsts cca0k Geiser eu ae ee 0.046 0.046 

$0.539 $0.165 


A series of extraction tests for a period of five weeks gave an average 
of 80.3 per cent. of the silver for the old roasters and 86.4 per cent. for the 
new roaster. This is on the coarse crushing we have found most econom- 


ical in the old type of roaster. Following is a screen sizing test on the ore 
fed to both roasters: 


Per cent. 

Size by Weight 
Pal 2 Lt eas, ties oir ea ale RE Oe Se 10 
S/S In ate peed ared eee eee ea 22 
thet L/S AD eh ond seleh elisa te open cask cls SiR AC ec 33 
Ss Ly MA TIN ris cise baePas Crea Rta eh SS Meer at eee 15 
Sa VILA AM ose eae iat are eae hee 20 


The ore treated is a dense one and the recovery would be materially 
increased by finer crushing. With the old type of roaster this is not eco- 
nomical, while in the new roaster 10 mesh, and even finer product, may 
be handled very well. 


The salt used in both cases was equal to 7.5 per cent. of the weight 


a tiie eli a 


CHLORIDIZING LEACHING AT PARK CITY 189 


of ore roasted. We are of the opinion that this can be economically 
reduced in the new roaster, but this has not been determined. 

When compared with the roasting furnaces commonly employed for 
preparing ore for leaching purposes the following advantages may be 
pointed out. 

1. There is no perceptible volatilization loss of the valuable metals. 

2. There is no dust loss. 

3. An ideal product for percolation is furnished even when the raw ore 
contains much slime. 

4. Only a low percentage of an inexpensive fuel is required. 

5. A high recovery without fine crushing is possible. 

6. The roaster gases are concentrated, cool, and easily condensed for 
leaching purposes. 

The Leaching Process 


The leaching process is very simple. There is in fact but one mill 
solution, which is designated as “silver,” “weak,” or ‘“‘barren,’’ depend- 
ing on its value in silver. Thesolution ismade up merely of soluble salts 
from the roasted ore, carrying in addition about 4 lb. of free acid. The 
acid is in part supplied from the condensed roaster fumes, the remainder 
being added as sulphuric acid. At such times as the ore carries a con- 
siderable percentage of pyrite no extra acid is required. Of the salts 
taken up by the solution from the roasted ore, during leaching, NaCl 
forms the greater part. Chlorides and sulphates of the various other 
metals are also present. 

The sluicing out of the roasters into the leaching vats is done with 
weak solution. This dissolves the greater part of the silver and copper 
from the hot roasted ore while conveying it to the leaching vat. The 
solution passes from the vat as the “silver” solution and most of it is 
pumped to the precipitation boxes. When the leaching vat is full it is 
leveled off, and leached with barren solution for'24 hr. It is then washed 
with water down to from 5° to 10° B. (specific gravity, 1.036 to 1.075) 
and sluiced out. The washing is regulated so as to keep the solution at 
the proper density. Experiments have shown this to be about 24° 
B. (specific gravity, 1.200). The excess barren solution is run to waste 
from time to time. 

The best results are obtained by leaching with warm solution.’ During 
the summer months the heat from the roasted ore is sufficient to maintain 
a temperature of from 30° to 40° C., but in cold weather steam is blown 
into the solutions. This is best done in the precipitation boxes, as 
maximum efficiency is obtained by heating the solutions at this point. 


Leaching Costs 


The cost of leaching varies considerably. The minimum of 17c. was 
attained during the summer when the heating plant was closed down, 
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and the roasters were making the necessary acid. On the other hand, 
during the month of March when it was necessary to buy both acid and 
coal the leaching cost reached the high figure of 43.8c. 


Precipitation 


The precipitation boxes are packed with scrap iron of every descrip- 
tion. Thin sheet scrap, old screens, etc., are desirable on account of the 
large surface presented. The metals in solution are deposited on the 
iron in accordance with their position in the electromotive series; that is, 
the metals of greatest potential difference are deposited first. This 
segregation of the metals, however, is not sufficiently clear cut to be of 
value in their separation. 

A general cleanup of the precipitation boxes is made once each month. 
An intermediate cleanup is sometimes necessary on account of the boxes 
clogging. ‘ 

The method of cleanup is rather crude, due to the present layout. 
The loosely adhering precipitate is brushed from the scrap iron, put into 
filter boxes and washed. It is thén dried and sacked for shipment. 

A partial analysis of the product is as follows: Au, 1.78 oz.; Ag, 
6,868.5 oz.; Pb, 13.2 per cent.; Cu, 36.94 per cent.; insoluble, 7.5 per 
cent.; Fe, 2.5 per cent.; S, 1.6 per cent.; Zn, nil. 

Our original plan was to precipitate the gold and silver on cement 
copper in an acid-proof press. The copper used could then be recovered 
on scrap iron as cement copper and returned to the precipitator. Two 
difficulties presented themselves. In the first place, it was hard to form 
and maintain a uniform cake of cement copper on the filter leaves. Sec- 
ondly, the filter cloth and cake soon became impervious to the solution. 

We are at present developing a method of handling the copper pre- 
cipitation of the gold and silver, which promises to be both simple and 
efficient. However, as this is still in the experimental stage it will not be 
considered here. 

The consumption of scrap iron amounts to about 1 lb. per pound of 
product recovered. The grade of scrap used costs $5 per ton delivered 
at the mill or 0.6c. per ton of ore treated. The total cost of cleanup, 
including drying and sacking, amounts to 6.5c. per ton of ore milled. 


Pumps 


Our practice of sluicing out the roasters makes it necessary to handle 
large volumes of solution. The mill solutions are corrosive. In addition 
to acids they carry free chlorine, and chlorides and sulphates of the va- 
rious metals. No metal, commercially available, can withstand this 
combination, and pumps on the market, of suitable material, are either 
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too small or too expensive to be considered. Our sluicing alone requires a 
continuous supply of 140 gal. per minute, which must be elevated 89 ft. 
After considerable experience with pumps that work for brief periods, 
and others that work not at all, we decided to install the Pohle air-lift 
system. These air lifts are constructed of wood pipe and a rubber air 
hose as shown in Fig. 3. Wood stave pipe, with bands well protected 
with asphalt or similar material, withstands the solutions very well. 


O 


Wood Valve 


Fig. 3.—PouuLe Pump. 


The highest lift of 89 ft. is made in three steps. The highest single 
lift is 37 ft. and this determines the air pressure used, which is about 27 lb. 
The air-lift pumps have been in continuous operation for over a year and 
have given complete satisfaction. 

Every department of the mill suffers the inconvenience of being housed 
in an old plant not designed for the process. Furthermore, several fea- 
tures did not work out as anticipated, and in the consequent changes and 
reconstruction, convenience and economy have suffered. Our experience 
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has taught us many things that would add to the efficiency of a plant we 
might now design. 


Conclusions 


The roasting process is not limited to chloridizing but may be advan- 
tageously applied to oxidizing gold ores for cyanide treatment, and 
oxidizing and sulphatizing copper ores for subsequent leaching. 

However, it is our opinion that the most favorable field of application 
is in chloridizing roasting. In this class of roasting we not only have the 
benefit of cheaper operating cost, but, in addition, have overcome the 
volatilization loss, which in the past has been a serious difficulty. 

We have tested out samples of ore from 38 different mines. These 
have given us a large variety of combinations. In many cases the re- 
covery of gold, silver, and copper has been well above 90 per cent. The 
ideal combination, we may suggest, is a siliceous copper-silver ore carrying 
6 10 10 per cent. pyrite, and favorably located with respect to a salt supply. 
Under such favorable conditions, the entire cost of milling in a well- 
designed plant will be less than $1 per ton, on the basis of 150 tons per 
day. When the ore carries gold it is necessary to carry free chlorine 
in the leaching solutions and this adds a few cents to the cost of treat- 
ment. 

Ores high in silica, iron, and manganese chloridize readily. A small 
percentage of lime does no harm as it is readily neutralized in the roast. 
A large percentage, however, is detrimental. 


Discussion 


F. S. Scumipt, Salt Lake City, Utah—Any furnace that can make a 
chloridizing roast to yield an extraction of 92 to 98 per cent. and do this at 
a cost of less than 24c. per ton in a 10-ton unit opens great possibilities 
for the treatment of certain classes of ores. This cost does not include the 
salt and will be reduced to about 16$c. per ton in the 35-ton furnaces 
which are now being designed. Ona trial run the roaster treated 9.6 tons 
of Ontario stope fillings crushed to pass a }-in. opening. The ore is 
well adapted to chlorination with the exception of insufficient sulphur and 
occasional days of high lime, but is not adapted to any other process. 
The following is an analysis of the crude ore: Ag, 9.52; Au, 0.029 oz.; 
Pb, 0.71; Cu, 0.11; SiO, 79.4; Zn, 0.57; S, 1.00; Fe, 7.9; Mn, 0.89; 
CaO, 1.20 per cent. The composition of the mix was: 


Per Cent. 
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To determine the amount of volatilization, the mix was roasted in the 
usual way; an analysis is as follows: Au, 0.025; Ag, 9.0 oz.; Pb, 0.72: 
Cu, 0.13; SiO, 72.2; Zn, 0.95; S, 0.7; Fe, 7.3; Mn, 0.93; CaO, 0.73 
per cent. From results obtained in an experimental roaster it has been 
determined that the loss in weight sustained by the mix in roasting 
averages about 7 per cent. The loss may be said to be the weight of 
the coal, moisture, and one-half the salt. The percentage of sulphur 
is inconsiderable. Using the factor 93 per cent. on the weight and calcu- 
lating the analysis from the crude heads for comparison, we have: Au, 
0.027; Ag, 8.89 oz.; Pb, 0.67; Cu, 0.11; SiO, 74.5; Zn, 0.54; Fe, 7.4; 
Mn, 0.84 per cent. The sulphur naturally cannot be figured. It will 
be seen from this that there is no measurable volatilization of the silver 
or gold. As a further check, if the assumption is made that the silica is 
constant in weight and the relation calculated between the percentage of 
silica and the ounces of silver in both the crude and the roasted mix, it will 
be found that this again shows there is no volatilization. 

To determine the uniformity of roasting, nine 100-lb. samples were 
taken at regular intervals by cutting the discharge stream. Small 
samples of each of these were kept separate and a 24-hr. leaching test was 
made under approximate mill conditions. In all the following leaching 
tests the extraction can be calculated direct on the roasted mix, due to the 
absence of volatilization. Experiments were made to determine the loss 
in weight of the roasted mix in leaching and the average result is 12.5 per 
cent., which again can be checked by comparison of the silica percentage in 
the roasted mix and in the leached tails, which in this case gives 13.2 per 


cent. The extractions on these nine interval samples varied from 91.2 to 


93.4 per cent., the tails varying from 0.6 to 0.9 oz. silver; the average 
roasted mix was 9.06; average tails, 0.78; and average extraction, 92.4 
per cent. These results show the extraction to be high and uniform. 

The next point is the coarseness of crushing for this furnace. A 


 sereen analysis of the raw mix, using 8, 14, 20, 40, and 60 mesh screens, 
- shows that the values increase with the fineness from 6.8 to 12 oz. 


By weight, 34 per cent. is plus 8 mesh and 9.5 per cent. is through 60 mesh; 


- 28.0 per cent. of the value is plus 8 mesh and 13.8 per cent. is in the 


through 60 mesh. A screen analysis of the roasted mix shows again that 


-_ the values increase with the fineness. We now have 41.2 per cent. of the 
weight on the plus 8 mesh and only 5.4 per cent. in the fines, while the 
plus 8 mesh has 31.2 per cent. of the values and the fines 8.1 per cent. 
_ It will be noted that in the roasting the coarser sizes have increased at the 
_ expense of the fines. This is what would be expected from an inspection 
of the roasted product and is a very desirable result as an aid to the 
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leaching. 
A leaching test was made on these sizes separately to determine 


whether it would pay to do finer crushing by determining the different 
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percentages of extraction. The plus 8 mesh gave an extraction of 89.8 per 
cent. and the fines gave 96.7 per cent.; the tails in the plus 8 mesh gave 
0.8 per cent., while the tails of the fines gave 0.5 per cent. It will be — 
seen that while the fines give the best extraction, the extraction on the ~ 
coarser sizes is really higher than would have been expected. This result 

is probably due to the nature of the furnace, with its 4 ft. thick bed of 

ore. It will also be seen that the question of finer crushing is solely one 

of the value of the ore. 

To determine the relative velocity of leaching of the different sizes, 
a test was made by interrupting the leaching action and making a screen 
analysis of the imperfect tailings. For this purpose only 3 parts by weight - 
of mill solution to 1 of ore were used instead of the usual 6 of solution to 1 
of ore. The coarser products gave tailings running from 1.2 to1.80z., 
while the fines retained a value of 3.0 0z. The percentage of extraction | 
on the plus 8 mesh was 79.7, and on the fines 80.7. These partial tailings 
were then leached again to the full extent and the extraction on the plus 8 ' 
mesh increased to 87.3 and on the fines to 95.5 per cent. The tailings 
decreased regularly from 1.0 oz. in the plus 8 mesh to 0.7 oz. in the fines. ; 
The second leaching reduced the value of all sizes, but mainly the fines, 
which resist the leaching the most. The question of fine grinding is 
therefore important. From tests made on numerous ores it is safe to say 
that this type of furnace will give more effective chloridizing on coarser 
sizes than furnaces using a thin bed of ore. 

Another point in connection with this roaster is the ease. with which it 
is possible to get an excellent physical constitution of roasted ore for the 
subsequent leaching. The gathering up of the fines in roasting and their 
release only as the values are leached out is well shown by a study of the 
screen test of the tailings. The percentage of value of the fines is 16.1, 
while if the screen analysis is made after only half the solutions have 
passed through we have 7.9 per cent. The percentage of weight is the 
controlling factor, because the tailings run very uniform for the different 
sizes. In the crude ore the weight of the fines is 9.5 per cent.; in the 
roasted mix this is reduced to 5.4, showing the effect of gathering the fines. 
In the partly leached ore some of the fines have been freed, to the extent 
of 9.7 per cent., while in the thoroughly leached mix the amount has been 
increased to 15.5 per cent. An analysis of the tailings gave the following: 
Au, 0.005; Ag, 0.75 oz.; Pb, 0.41; Cu, 0.06; SiO, 83.2; Zn, 0.8; S, 
0.2; Fe, 4.5; Mn, 0.62; CaO, 0.52 per cent. It will be seen from the 
low tenor of copper in this ore that it is very difficult to get sufficiently 
accurate determinations of the copper for close figures on extraction. But 
extractions of over 90 per cent. have been obtained on ores of better 
defined values. The mill solutions contain 8 lb. metallic lead per ton of 
solution, the profitable extraction of which has not yet been worked out. 
The lead is in the form of chloride. 


6 gE mr ee ne 


ee 


Pe Ae Rall alls, Stef OA LS OC i CA IOGEAR A GP oe acm a wR 


CHLORIDIZING LEACHING AT PARK CITY 195 


It would seem from my results and an analysis of the cost data that 
this furnace is a cheap and efficient chloridizer; that it is well adapted to 
the treatment of gold-silver-copper ores having a siliceous gangue, and 
opens a field of great possibilities. 


Ouiver C. Ratston,* Salt Lake City, Utah.—Mr. Holt has given some 
costs for roasting (16.5c. per ton) which are so surprisingly low that they 
call for comment. Mr. Holt has informed me that this cost does not 
include the cost of salt, which is a variable factor rather hard to approxi- 
mate. This, taken in conjunction with the low price paid for coal dust, 
makes his low figure more easily comprehended. However, it might be 
well to call attention to the fact that although this coal dust is a waste 
product, loaded on to cars for the cost of the labor necessary to do it, if 
chloridizing leaching reaches a very extensive application the coal men 
will be liable to feel that they are entitled to a little more than 25c. per 
_ ton for this product. Still, if the Holt-Dern roaster can roast ore at 
_ 25e. per ton, allowing for higher cost of coal dust, there will be nothing to 

complain of, and Messrs. Holt and Dern are to be congratulated on their 
_ solution of the mechanical difficulties in applying this kind of a roast. 
Another point about this roaster is that it seems to be designed along 
_ the line of good counter-current principles so as to act as a heat exchanger. 
The fuel is burned in the ore, as in the blast furnace, affording a maximum 
of heat absorption by the ore. We find the air blast being preheated by 
_ the hot roasted ore before it reaches the zone of combustion and then the 
~ hot gases of combustion in their turn preheat the ore before it reaches the 
combustion zone. And, moreover, the machine is simple and inexpensive. 
— It would look as though this roaster should have a future. 
Outside of the new roaster, the process will be found to be nothing but 
a new modification of the old Augustine process, used in days past in the 
hydrometallurgy of silver:- Nothing but the roaster is subject to patent 
and the rest of the process is old enough to be free to all. In Utah there 
is a great deal of ore that is amenable to this treatment and doubtless 
more milis will be built now that we are getting some assurance that the 
_ process pays. Likewise there is plenty of such ore elsewhere in the United 
States. It is an interesting sight to see a process as old as the Augustine, 
which had seemingly been hurled into Aphelion by the introduction of 
cyaniding, now coming back to claim its own. 

Two drawbacks, however, are to be met with, and one of them Mr. 
Holt has already mentioned; namely, the deleterious effect of lime. There 
is plenty of ore within a radius of 50 miles of where we sit which will be 
found to contain a fatal amount of lime. The other drawback is that, as 
of old, we cannot recover the zinc of the ore. Mr. Holt informs me that 
he does not know whether the zinc of the ore is chloridized and goes into 
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solution or not, but it ought to. At one of the plants of the Pennsylvania 
Salt Co., where they have roasted pyrite cinder for 25 years, the zinc con- — 
tent is definitely known to be chloridized and accumulates in the leach 
solution, and for years was finally discarded into the sewer at the rate of 
several thousand pounds of zine per day. Recently efforts have been 
made to recover this zinc. ‘The consumption of the salt by this zinc and 
its fouling of the solutions and ultimate loss, while not serious at the On- 
tario, is bound to become a serious problem with the further application 
of the process. 

There are a number of questions which I would like to put to Mr. Holt 
and they are as follows: 

It is stated in the paper that ores amenable to this type of treatment 
are those with high percentages of silica, iron, or manganese. Is there a 
lower limit of silica allowable? Must the iron be as sulphide or oxide? 
What is the advantage of the presence of pyrite, is it necessary, and if so 
in what percentages? How can high manganese cause the ore to chlo- | 
ridize well? 

What is the maximum allowable amount of lime? 

How can one determine the amounts of salt and of fuel necessary for 
this roast? 

The paper states that the driers reduce the moisture to 5 per cent., but 
that there is considerable variation from this amount. How much is the 
variation? In other words, how much is the allowable variation in mois- 
ture content of the ore on roasting? 

How many tons of solution and of wash water are used in the Ontario 
mill to one of ore? 

Does the Holt-Dern roaster handle a finely crushed ore? 


TuHroporE P. Hout, Park City, Utah (communication to the Sec- 
retary*).—In reply to Mr. Ralston’s discussion, I must confess my in- 
ability to answer all his questions. Some of them would require gener- 
alizations too broad for our present limited experience. 

Silica, iron, and manganese are indicated as desirable gangue minerals 
in an ore to be chloridized. Silica at proper roasting temperatures is for 
the most part inert. Iron and manganese are generally recognized as 
active chloridizing agents. The iron is desirable either as oxide or 
sulphide, preferably as sulphide. Pyrite is very desirable though not 
always necessary. In the first place, it is an active chloridizer of silver 
and copper. Secondly, it converts CaCO; and CaO into inert CaSO.. 
In the third place, it is valuable as a fuel and when present to the amount 
of 6 per cent. or over no additional fuel is required. 

The deleterious effect of lime in chloridizing metals is well recog- 
nized. When the chloridizing roast is followed by an acid-salt leach, as in 
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our case, it is doubly essential that all CaCO; and CaO be converted 
into neutral compounds; otherwise the consumption of acid would be 
prohibitive. We have secured satisfactory results on an ore carrying 23 
per cent. CaO by analysis. But since the ordinary analysis reports the 
calcium combined as sulphate and silicate as well as the carbonate, it is 
of limited value in determination of probable results. 

The “amounts of salt and fuel necessary for the roast” can be deter- 
mined by experiment on a small sample. The amount of both reagents 
in the mill will be slightly less than in the small laboratory roaster. 

The moisture in the mixed ore, while essential, may be subject to 
considerable variation without serious effects. With the new roaster 
the variation may be from 4 to 9 per cent. in many cases without seriously 
affecting the results. 

Mr. Ralston asks if the Holt-Dern roaster can handle finely crushed 
ore. This depends on the characteristics of the individual ore, and also 
on the size he designates as ‘‘finely crushed.’”’ We have found some ores 
to work well when crushed to 20 and even 30 mesh. However, we must 
bear in mind that one characteristic of this roaster is its ability to chlorid- 
ize well coarsely crushed ore, thus avoiding the expense of fine grinding. 
This has been demonstrated in a great many ways. I will mention one 
by way of illustration. A large sample of ore crushed to pass 4-in. 
screen was cut in two samples. Sample No. 1 was passed through the 
Holt-Dern roaster carrying a 4-ft. column. Sample No. 2 was roasted 
in a bed only 12 in. deep. Leached under the same conditions, sample 
No. 1 gave 92 per cent. extraction, while sample No. 2 gave only 83 per 
cent. extraction. The difference is due to the fact that sample No. 1 
was in intimate contact with the chloridizing gases at a chloridizing tem- 
perature for over 4 hr., while for sample No. 2 these conditions lasted less 
than 1 hr. The prolonged heating is effective in opening up the coarse 
particles of ore, thus exposing any inclosed mineral particles. 

Since preparing the paper on Chloridizing Leaching at Park City a 
successful silver precipitator has been put in operation at the plant. 
This makes possible the marketing of a high-grade bullion in place of the 
base silver precipitate, thus materially reducing the marketing expense. 
Before entering the iron boxes as shown in the flow sheet, the pregnant 
solution is first pumped to two cement tables, each 8 ft. wide by 40 ft. 
long. These tables have a slope of 1 in. to the foot and carry a thin 
layer of scrap copper, upon which the silver precipitates. Practically 
all the silver remains on the table until clean-up time. At the lowerend 
of the tables is a settling tank. Twice each month the silver product is 
sluiced into this tank and the excess water decanted. It then passes 
to a filter tank, where it receives a final wash. The dried product 
carries 60 to 70 per cent. silver and melts easily to bullion 970 fine. 
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“Playa” Panning on the Cauca River 


BY WILLIAM F. WARD, DENVER, COLO. 


(Salt Lake Meeting, August, 1914) 


One often reads of the rich placer gravels in many of the canoe-trav- 
eled rivers of South America. The apparent richness of these gold-bear- 
ing gravels impresses the traveler, and in fact he may see batea after 
batea showing enough colors to figure over a dollar per cubic yard. 

These workings are called “playas’ from the Spanish word playa, 
meaning shore or beach. Many workings have been reported in tropical 
rivers, but to my knowledge no dredge has made a success in such deposits. 
Investigation generally shows that the area of richness is limited and 
especially that the depth of the rich concentration is hardly ever more than 
a few inches. 

The Cauca river in Colombia, South America, is noted for its many 
rich playas. This river rises near Popayan in the southern part of 
Colombia, flows north through a narrow valley between parallel mountain 
ranges and empties into the Magdalena river near Maganque. ‘The air- 
line distance between source and mouth of this river is only about 500 
miles. The rainfall is large and the lower Cauca appears to be about the 
size of the Missouri river in the United States. From its mouth up to 
Valdivia, in the State of Antioqua, it isnavigable. Above Valdivia isa 
narrow gorge, above which the river is again navigable for some distance. 

The part of the Cauca where the playa panning is most noticeable is 
from Valdivia down to where the Nechi river enters the Cauca, a distance 
along the river of about 100 miles. The current in this part is swift, so 
that the stern-wheel river steamers make the trip with some difficulty. 

In the course of my work in this section of Colombia I have had the 
opportunity to make a study of several of these playa workings and will 
give in detail the conditions observed. 


The Island “Playa” 


The richest of the island playas is about 40 miles below Valdivia and 
a little below the old town of Caceres. The shape of theriver and the 
location of the deposit are shown in Fig. 1, which indicates the condition 
at low water. The river at this place is about 600 ft. wide and the island 
about 75 ft. wide by 300 ft. long. The island is made up of coarse pebbles, 
some of which are as big as a man’s head. 

In times of high water this island is under several feet of water and in 
a swift current. When the river lowers the current is still fast enough to 
prevent sand or silt from covering the coarse pebbles. 
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At high water the banks of the river for several hundred feet above the 
island are continually caving in, and some of this material, together with 
the usual drag of fine gravel along the bottom of the stream, passes over 
this submerged island. 

The coarse pebbles forming the surface act as natural riffles. In the 
course of afew months a mass of material is thus handled by natural agents, 
and a rich concentration of fine gold results. The natives work the playa 
when the water is low enough, which is two or three times a year. 

As soon as the water goes down enough to permit wading on the 
island, the natives turn out with their small hand-shaped picks and their 
wooden bateas. They scrape the fine gravel into the bateas, rough out 
the coarser pebbles, then wade to the shore and complete the panning in 
the quieter water. 


Island surface made up of coarse pebbles. X Richest point of gold concentration. 
Fic. 1.—Sxutcu or Cauca RIVER BELOW CACERES, SHOWING “PuLAyA’”’ aT LOW WATER. 


Many natives work at this place, so that by the time the low-water 
season is over the whole surface of the island has been gone over and only 
the coarser gravel remains, thus leaving the natural riffles thoroughly 
cleaned. At times it happens that the playa so worked over is even 
richer the following season. 

At this playa a native for the first two or three days makes as much 
as $3 per day. The work continues forseveral weeks until only about 30c. 
a day per native is realized, when operations are abandoned. 


The Typical Beach ‘ Playa” 


Another noted playa just above Caceres is worked by the same 
natives; but it does not yield as much gold as the island playa. This 
_is more nearly the typical playa or beach deposit, and is shown in Fig. 2. 

The west side of the river is a beach of coarse pebbles which act as 
natural rifles. The river above turns in a way favorable to sending the 
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drag of small gravel over the coarse beach gravel. The current at high 
water is swift enough to prevent sand or silt from accumulating, but is not 
so swift as to prevent some of the fine gold from depositing. Most of 
the playa deposits on the river are of this type, and are workable to a 
certain extent at all times except at extreme high water. 


Cauca River Conditions Favor Playa Formation . 


The Cauca river is large and flows through a long narrow wooded 
valley, which makes it practically impossible for a heavy rainfall to 


Fiq@, 2.—A Typicat Bracu ‘‘PLAya”’ on THE Cauca RIVER NEAR CACERES. 


produce a damaging flood. The greatest difference between high and 
low water is 10 ft. and usually it is much less. Had the valley been 
basin shaped resulting conditions would be quite different. The locations 
of many river playas remain the same year after year and only change 
when a marked change in the main currents takes place. 

Near the mouth of the Tamana creek, about half way between Valdivia 
and the mouth of the Nechi river, a small arm of the river, which had 
been closed for many years, was opened by extra high water; as the en- 
trance contained coarser pebbles than usual, a very rich concentration 
took place. Here for several days as much as $4 per day was obtained 
by each native worker. ; 4 

Once in a while a large snag will cause a change in the main current 
and incidentally a local playa will be formed below. 
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In the upper and swifter part of the river near Valdivia the shore line 
at low water shows boulders and angular rocks. These places are worked 
periodically by the natives, a small amount of gold being obtained. 

The extreme lower parts of the river show playas only at very low 
water, the coarse gravel only showing at such times. One of these 
playas about 5 miles above the mouth of the Nechi river compared 
favorably with the playas in the upper river, since the water had not 
been low enough to permit working for several years. 

The right to wash gravel on the playas is free. So when the high- 
water season is over the natives go prospecting in canoes for the richer 
playas. When a good one is found the news spreads and soon the richest 
places are cleaned up. 

Most of the gold is obtained from the playas by women workers. 
While the pannings are rich many native men are seen on the playas; but 
the women keep at it longer, for they are content with less renumeration 
for their labor. 

The bulk of the gold sooner or later gets to the Caceres storekeepers, 
the smaller merchants along the river, who make trips to Caceres once 
every two or three months, buying the gold at the various playa camps on 
the way. An average of about 15 lb. of gold is bought at Caceres 
monthly, about two-thirds of it coming from the river playas. Roughly 
about $35,000 is, therefore, obtained yearly from the Cauca river playas. 

From several drill holes in the river gravel itself near Caceres it was 
found that the value per cubic yard was from Ic. to 3c. Even this small 
amount of gold in the river gravel itself is enough to account for the 
source of the gold in the playas. “This gold is small in size, often a dozen 
“colors” to the milligram; but, as is usually the case with such gold, it 
has a fineness of over 900. 

One drill hole in the lower part of the river on an island near a rich 
playa gave results as follows: About 5 ft. of barren loam and sand; then 
about a foot of good gravel of 30c. grade; then to a depth of 50 ft. 
material of poor grade. The total hole averaged only about 2.5c. per 
cubic yard. The hole was not completed to bed rock. 

The bench gravels on the sides of the river seem to have coarser Stoll 
and at places there are some very rich channels. At a playa just below a 


- place where bench gravel had been caving into the stream some coarse 


gold of a dull color was seen in the pannings along with the fine bright 
river gold. 

There are evidences of extensive work in the bench gravels all along this 
stretch of river. A fair record of gold produced is credited to the district. 
Not enough prospecting has been done so far to determine whether or not 
the areas of pay gravel are large enough to work by modern methods. 

The rich channels of the benches will be first worked out, but the 
playas for years to come will be a source of gold. 
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The Descriptive Technology of Gold and Silver Metallurgy 


BY A. W. ALLEN, LONDON, ENGLAND 


(Salt Lake Meeting, August, 1914) 


Tue technological study of the treatment of gold and silver ores has 
been largely responsible for the phenomenal strides which have marked 
the progress in this branch of metallurgy during recent years. In no 
other application of science to industry is system more imperative at 
every stage; correct formulation of result is only second in importance 
to efficiency of operation. 

Progress in method, on the other hand, is mainly due to individual 
initiative, aided by the work of technical journals and metallurgical 
societies. 

There still remains a field for profitable discussion, and it is my 
intention to deal with some inconsistencies of expression common to a 
number of writers on the subject; and also to draw attention to the false 
impressions created by a statement which may, possibly, be only un- 
intentionally misleading. I also take the opportunity of tracing the 
source of both metallurgical and economic result; and would question 
the desirability of the methods usually employed in arriving at a 
final statement. 

In the first place, I wish to deal with the question of extraction. This 
term may mean anything or nothing, and it is often used to mislead. 
In a report of a mining engineer as to the result of operations subsequent 
to the remodeling of a treatment plant prominence was given to the 
statement that the extraction had amounted to 91 per cent. On exami- 
nation it was found that only a small percentage of the so-called extrac- 
tion was calculated on actual bullion return, a proportion being figured 
from the gold left in the zinc boxes, and not recovered. In addition to 
this, a proportion of the extraction was said to be due to gold in con- 
centrate. As there was no concentrating apparatus on the property 
and as concentration did not form a part of the scheme of treatment 


the matter was investigated, with the result that the concentrate, of lower 


gold content that the original ore, was found to be the result of an in- 
efficient pumping system which failed to provide for the whole of the 
battery product delivered to it. The balance was stacked and, although 
itself of no marketable value, the gold content was allowed to form a 
basis of extraction figures. 

The illustration may be extreme, but it will serve to show to what 
lengths an engineer may go in the mutilation of the most vital term in 
metallurgical technology. 
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An ore may be treated experimentally with cyanide solution and 90 
per cent. of the gold or silver dissolved. This may be quoted as an ex- 
traction of 90 per cent., but it is preferable not to do so, since it is, at best, 
only an experimental extraction; and by no parallel method of operation 
in practice could such an “extraction” be actually realized as a recovery. 
The percentage obviously refers to solution, and the result of the test 
might as well be stated as such. In practice, an assay or theoretical ex- 
traction may be a valuable indication as to the progress of operations, but 
it is of no value for the purpose of economic comparison unless it happens 
to check exactly with actual recovery. Again, an ore may be treated 
by a system of concentration and 70 per cent. of the gold or silver “ex- 
tracted.” Such an extraction is still further removed from actual re- 
covery of metal or its equivalent money value. When the actual weight 
of the concentrate and the assay of the same are available for computa- 
tion then the result may be termed an extraction; but when the amount 
of metal associated with the mineral is determined by a difference in assay 
content of the ore before and after concentration then the result is 
obviously only an assay extraction. 

In the case where the final product from the reduction works is solely 
in the form of bullion the statement of result is, comparatively, an easy 
matter. The assay extraction shows the amount of metal which has been 
removed during treatment, as indicated by the difference in assay results. 
The actual recovery must necessarily be based on the actual amount of 
metal recovered in the form of bullion. In other instances where a pro- 
portion of income is derived from the direct sale of bullion, and a propor- 
tion from the sale of a concentrated product, then the assay or theoretical 
extraction is obtained, as before, by estimation from the difference in 
assay result before and after concentration and cyanidation. As a check 
upon this result the combined valuation of the bullion produced, to- 
gether with the gold and silver indicated in concentrate returns, may be 
calculated as an actual extraction. Under such conditions actual re- 
covery figures are out of the question; and any statement which adds 
bullion valuation to smelter returns of concentrate treatment should 
contain a definite designation of the total as an extraction and not a re- 
covery. Extraction and recovery are terms which are not necessarily 
interchangeable and the time is ripe for due recognition of the fact. 

The final result of metallurgical operation should be stated in a form 
bearing a definite significance and capable of general application for 
comparative purposes. By common consent it is invariably reported as 
a percentage of the original metal content in the ore. At this stage of 
the discussion it will be necessary to introduce other considerations 
which will be dealt with in detail. In the statement of assay or theoret- 
ical extraction two figures alone are necessary: namely, the result of the 
assay of the feed and of the residue. The latter figure is generally easily 
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obtained and, for reasons which will be dealt with later, can usually 
be relied upon. With regard to original metal content in the ore tt may 
be noted that, with most installations, a reliable sample can be. obtained 
by automatic methods after milling. Where the ore is being milled in a 
cyanide solution containing gold or silver the situation is complicated. 
It is imperative that the personal element should be eliminated in the 
sampling of any unground feed and, to this end, automatic sampling and 
splitting of a considerable proportion of the tonnage handled are impera- 
tive. With a reliable knowledge of the metal content of both feed and 
residue the control of operations is considerably simplified; and the figures 
obtained can be subsequently checked against the actual extraction or 


actual recovery figures obtained by direct valuation of bullion, concen- 


trate, or other final product; or from smelter returns giving actual metal 
content in such product. 

Theoretical extraction may be calculated daily, but in order to average 
the figures obtained a knowledge of the tonnage being handled is neces- 
sary. With these data a forecast can be made as to probable yield. 

In dealing with actual extraction or actual recovery it has already 
been pointed out that the total amount of metal ultimately produced can 
be found by direct valuation. Two other figures are needed before 
the percentage of actual extraction or actual recovery can be estimated. 
One of these refers to tonnage, of which a daily estimation is imperative. 
The difficulty of calculating the actual weight of dry ore going to the mill 
has already been discussed elsewhere! and it is generally conceded that 
tonnage calculations are best made after the ore has been ground and 
by means of direct calculation or specific gravity methods. A disad- 
vantage in the latter method of tonnage estimation has been suggested 
by T. T. Read,* who refers to the possible formation of colloid hydrates 
during fine grinding. I should like to see further discussion on this point 
and in the meantime I would tentatively suggest that the emulsoid state 
may not be induced by simple comminution. Recent research would 
seem to allow us to assume that all substances occur in the colloidal, if 
not in the crystalloidal state; and from Cornu we learn that “the gels of 
the mineral kingdom are the typical products of every normal weathering 
process.” I do not think that any amount of fine grinding could trans- 
form kaolin into emulsoid clay. 

In connection with the specific gravity method of arriving at tonnage 
figures it may be added that, in the case where slime treatment is con- 
tinuous, there are obvious advantages to be gained by the inclusion in 
the system of two tonnage tanks, which will incidently act as agitators, 


1A. W. Allen: The Estimation of Tonnage, Mining and Scientific Press, vol. 
civ, No. 6, p. 308 (Feb. 24, 1912). 

* The Estimation of Tonnage, Mining and Scientific Press, vol. civ, No. 12, p. 443 
(Mar. 23, 1912). 
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and which can alternately be filled with and emptied of pulp. From 
these the actual dry tonnage being handled can be obtained by specific 
gravity methods. 

In addition to the tonnage figure, an additional estimate, dealing 
with gold and silver content either before or after treatment, will be 
needed before actual recovery percentage can be calculated. Such a 
figure must be reasonably accurate and for a number of reasons the assay 
of residue should be used for this purpose. This particular sample can 
be relied upon as being more representative than the feed sample for the 


_ following reasons: 


1. The ore is finely ground and thoroughly mixed during treatment 
before being sampled. 

2. Coarse metal of value has been removed, thus reducing the possi-' 
bility of error in assaying. 

3. The final treatment process allows of a correct average sample 
being taken from a large bulk of material by simple means. 

4. Where classification is efficient there is no chance of the personal 
element entering into the question; neither is it possible to vary the metal 
content at will except in the rare instance where residues are discharged 
with different percentages of moisture, the latter being in the form of 
valuable solution. 

An additional reason why reliance may be placed on the residue sample 
lies in the fact that the figures obtained from the assay of such material 
may, in the great majority of instances, be regularly and periodically 
checked by fresh sampling and assaying. This is an important point. 

A further advantage is seen in instances where, if the assay of feed 
had been used, an actual extraction at times of over 100 per cent. would 
be recorded. There is always a possibility of the actual extraction 
reaching or exceeding the theoretical or assay extraction, but there is no 
possibility of the actual extraction reaching or exceeding 100 per cent. 
A logical method of arriving at final result should preclude the possibility 
of absurdity in statement. 

The most important phase of decenipiles technology dealing with 
metallurgical operations undoubtedly refers to final result; and in this 
connection the value of clarity of statement is SRrinGa I recently 
attempted to systematize the information, published in book form, and 
dealing with metallurgical operations on a number of important proper- 
ties. Ifound that no comparison of result was possible. In one instance 
only was a serious attempt made to give information to the reader. In 
this case the percentage of gold recovered as bullion was calculated from 
the average assay content of the original ore multiplied by the tonnage 
treated. In three instances the ‘‘extraction” referred: to certain assay 
results, and was obviously only an assay extraction. In two instances 
there was no indication as to how the published extraction figures had 
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been obtained. In two instances the results were either contradictory 
or were based on figures bearing no connection whatever with the actual 
metallurgical extraction. In the final instance the phrase “metallurgical 
recovery ’”’ had been used to include the metal in the rich ore sorted at the 
breaker plant, the metal shipped in the concentrate, and the metal really 
recovered as bullion. In this instance the word “recovery” seems to have 
been more sadly misused than the previous term “extraction.” The 
percentage figures tell us nothing as to the metallurgical efficiency of the 
plant or the suitability of the scheme of treatment. As the amount of 
ore shipped to the smelter rises so the “recovery” increases. By ship- 
ping all the ore to the smelter the ‘recovery’? would reach 100 
per cent. 

A definite standardization of such results is badly needed, and accounts 
of metallurgical operations would have an added interest and value if 
accompanied by a clear and concise résumé of the actual metallurgical 
result of such operations. Actual récovery might well be stated in all 
instances where the final product is in the form of bullion. Actual 
extraction might be stated in all cases where the final product is in a less 

acentrated form, and where the yield consists of bullion as well as con- 
centrate, etc. If extraction and recovery figures are unobtainable then 
a plain statement of the fact is alone necessary. Assay extraction by 
another name is of little or no value except when it coincides with actual 
recovery. In the latter event it might just as well be stated as an actual 
recovery. Assay extraction can always be checked and it is the actual 
extraction or actual recovery which alone is of economic significance and 
metallurgical importance. ; 

On the question of the statement of metallurgical result I venture on 
some definitions: 

1. The assay or theoretical extraction is the amount of metal which is 
indicated by assay results as having been removed from the ore during 
treatment. 

2. The actual extraction indicates the amount of metal removed from 
the ore and isolated either as bullion or in other concentrated form. 
Such actual extraction is estimated by the direct valuation of the bullion 
and the statement of return from smelter or buyer showing actual 
metal content in concentrated product, upon which the sale was 
effected. 

3. The actual recovery can only be based on the direct valuation of 
bullion, and the term is only available for use when the bullion produced 
is approximately the same market value, per se, as the contained gold 
and silver. 

In the calculation of percentage extraction or recovery the following 
summary will explain the method of statement: 
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Assay Extraction 


Where a = the assay of feed, 
z = the assay of residue, and 
t = the tonnage represented, 


h 100 (a—z) . 
then —— igs te percentage assay extraction, 
Oiti 1 ete + Ea eae 
and i a a = average feed assay = A, 
and ee ts Ts average residue assay = Z 
htbht+th+... 2 eet aay? 
100 (A — Z) ‘ 
then aay We = average assay extraction percentage. 


In the case where an appreciable tonnage is associated with the metal 
extracted the average assay content in residue per ton milled must be 
calculated and used in the formula, otherwise actual ees will 
exceed assay extraction. 


Actual Extraction 


Where M = the amount of metal in bullion, concentrate, or precipitate, . 
T = the tonnage milled, 
t = the tonnage of concentrated product removed, and 


Z = the average actual residue assay, 
100 M 


Caray a ia average actual extraction percentage. 


then 


Actual Recovery 


Where M = the amount of metal in bullion, 
T = the total tonnage, and 
Z = the average residue assay, 


It is, of course, assumed that the same unit of weight would be used 
throughout in the calculation of metal content in ore, bullion, concentrate, 
precipitate, etc. 

Any metal in a concentrated product removed from the ore after or 
during reduction, and the value realized elsewhere by direct sale or other- 
wise, may be included in the statement of actual extraction. The total 
amount of metal so extracted would form a basis of calculation for per- 
centage actual extraction. On the other hand, the metal in rich ore 
abstracted before treatment of the main bulk can form no part of, nor 
may it be used to influence, a synopsis of such treatment. Its cost of 
extraction cannot be included as an expenditure per ton milled and its 
content cannot be added to any statement of recovery made in the reduc- 
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tion plant without falsifying figures which might be obtained dealing 
with the result of actual metallurgical treatment. 

The next consideration refers to the case of calculation of extraction 
from ore being treated for both gold and silver content, and in the case 
where both metals occur in quantities of economic significance. A numer- 
ical average is of no significance, neither is extraction based on combined 
metal content before and after treatment of other than metallurgical 
import. The extraction in current metal value is sometimes of use for 
comparison, but such a method of statement is not of value for general 


purposes. The reason for this lies in the fact that the result is influenced 


by market fluctuations which are beyond the control of the metallurgist 
The only exception to this occurs in the rare instance when the percentage 
extraction of both metals is identical. The extraction and recovery per- 
centages should be stated in such a manner that an alteration in the price 
of one of the metals would not necessitate an explanation as to a rise 
or fall in the extraction or recovery figures caused solely by such 
fluctuation. Extractions of gold and silver are, therefore, best stated 
separately. 

With regard to the system to be used in the statement of gold and 
silver content in ore and bullion, it must be admitted that the metric 
system is preferable to any other. In troy measurement the units bear 
no definite relation to one another, and there is no regular factor of differ- 
ence. The use of the troy grain is now practically discontinued, and the 
juxtaposition of the facts that 24 grains equal 1 pennyweight and 20 
pennyweights equal 1 ounce has often led to serious errors in calculation. 
It is perhaps too much to hope that the centimeter-gram system may be 
extended to all calculations used in ore treatment within the lifetime of 
the present generation. 

In most English-speaking countries there seems no objection to the 
use of the troy ounce in the calculation of silver content in ores, and it is 
in general use in connection with bullion in most places. The logical 
equivalent for the use of gold ores is the pennyweight (dwt.), which is 
perhaps preferable to the use of the decimal subdivision of the ounce. 
The use of the American dollar as a unit of gold content is illogical, 
although in the technical literature of the United States its use is practi- 
cally compulsory. It is common to see a statement that a gold ore has 
a value of $1. This may mean that the ore assays 1 dwt. of gold, or there- 
abouts, and this metal if completely recovered in its original state of 
purity would have a value of $1. The original statement is really a 
jumble of contradictions, because the ore may not be worth 10c. when 
placed on the market. The statement of metal content in terms of 
current coinage is a difficult matter, and verbosity is unavoidable if 
logic and precision are not to be entirely disregarded. 
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Experimental and Metallurgical Report Work 


The remarks previously made with regard to extraction are equally 
applicable in connection with experimental work. Extractions of metal 
based on differences of assay results should be definitely stated as assay 
extractions. When they refer to differences in gold and silver content 
as a result of experimental cyanide treatment such extractions are prefer- 
ably referred to as solution extractions. They should, in all cases, be 
distinctly differentiated from probable or possible recovery. These 
latter figures are only obtainable in the case where the experimental 
plant is capable of duplicating actual practice in every detail, and where 
the ore being assayed is not freed from the normal amount of dissolved 
gold or silver generally found associated with it after ordinary treatment. 
When preliminary work is carried out on a small scale and where there 
is no working size filtration or leaching plant available, the assays of the 
washed ore must be used for the purpose of computation of possible 
recovery figures. The following ratios are available as a rough guide 
for this purpose: 

Experimental Assay 


Extraction, Per cent. Scheme of Treatment Probable Recovery, Per cent. 
100 PNR SIA ROM rot tec Sau y ares aod 100 
100 Leaching of sand with precipitated solution 99 to 99.5 
100 Sliming, followed by continuous replace- 
ment with barren solution during agita- 
tion. Filtration of pulp.............. 95 to 98 
100 Sliming, followed by filtration and washing 90 to 98 


These figures introduce the consideration that the more complicated 
the treatment and the finer the ore is ground the lower becomes the actual 
recovery of metal. This point is invariably overlooked in reports of 


- experimental work where solution percentage is confused with possible 


4 


recovery. 
The Statement of Working Costs 

In conclusion, I would refer briefly to the question of the statement of 
working costs, and in this connection I would urge the importance of the 
local segregation of working cost from general expense, in order that opera- 


tors in positions of responsibility should be given every opportunity of 


keeping those expenditures over which they have control under constant 
scrutiny, so that continued economies in total working costs may be 


_ effected and clearly indicated in the returns. 


On the question of amortization, or the liquidation of the original 
cost of the plant by means of payments out of profits of treatment, there 
is little to be said, because in general mining work the provision of such a 
sinking fund has been deemed unfeasible. There exists, however, no 
logical reason why theoretical amortization figures should not be taken 
into consideration in the first place when some definite scheme of treat- 
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ment has to be decided upon. In the latter event two factors alone are 
generally supposed to influence the decision: the probable recovery, and 
the cost of treatment. If amortization costs were added to the cost of 
treatment in each case and the matter considered from a strictly business 
standpoint, it is obvious that these charges, coupled with the necessarily 
higher operating costs, would afford a souhd reason against the selection 
of any process which involved an unnecessarily extensive equipment, 
involving the necessity for comminution of the ore beyond an economic 
limit. Even if amortization charges are not feasible in actual practice, 
there is no reason why they should not be considered in preliminary 
estimation work. 

On the question of repairs and renewals, I would suggest that in a 
statement of working costs these two items be distinctly differentiated. 
I would even go further and suggest that items coming under repairs 
should be added after the total working costs have been arrived at. My 
reason for this lies in the fact that actual operating costs are for the pur- 
pose of locally checking extravagance and unnecessary expenditure and 
for the encouragement of the introduction of economies. I would point 
out that it seldom occurs that mill superintendents who are held respon- 
sible for working costs are also responsible for either the scheme of treat- 
ment or the initial plant arrangement. Repair costs are largely an index 
of the class of plant erected in the first instance; and if such an item 


were isolated and added to the total working costs it would form a power- _ 


ful argument against misplaced economy in the first, instance. 

In the statement of construction costs I would urge the necessity for 
the exclusion of all sums paid for wearing parts from the final statement 
of cost. These should be segregated out, placed to a suspense account, and 
charged out as operating expense. The absurdity of charging everything 
required to complete the plant to construction has been exemplified in 
every instance, but the practice is still in general vogue. In one instance 
which came under my notice a ball-mill plant ran with an entire avoidance 
of liner expense, the principal running expenditure, for over five months. 
In another case an extensive conveyor plant ran, for over two years with 
no belting expenditure charged out to working costs. As soon as the 
original equipment deteriorates there is a rise in operating cost, due to 
tne necessity for replacement. Such fluctuations are wholly inadmissable 
and convey false impressions, and I have always found that the last thing 
to be blamed is the system of book-keeping responsible for such anomalies. 

In placing before the members of the Institute the foregoing remarks 
on the descriptive technology of gold and silver ore treatment I realize 
that the subject has been dealt with from a single viewpoint only—that 
of the practical metallurgist. Many of my contentions are admittedly 
argumentative and I trust that a critical discussion will tend to throw 
more light on the subject. 
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INTRODUCTION 


Ir is 10 years this summer since the first of the contributions which 
it has been my privilege to make to the working tools of the hydrometal- 
lurgist was set at work, but a full description of what has come to be 
known as “Dorr Machinery” has never been published in the Trans- 
actions of the Institute, and it has been suggested to me that an account 
of the same would prove of interest to members, although most of those 
engaged in cyaniding and concentration are probably familiar with it. 
The account which I shall give of the development of the machines must 
be recognized as being written from the viewpoint mainly of my own local 
experience and not from that of one who was familiar with the general 
metallurgical practice throughout the world. Most advances in any art 
are conceived before the time is ripe for their development and any 
invention which comes into general use will usually be found to have 
been tried out in a crude way and abandoned more than once. If the 
early experimenter went as far as the Patent Office, his work may serve 
no other purpose than to prevent the issuance of the broadest patent to 
those who later may develop a commercial process. 

The cyanide process in the United States early in 1904 was mainly 
confined to the leaching of dry-crushed ores, both coarse and fine, and 
sand treatment of tailings from concentration and amalgamation. In 
the Black hills some plants were crushing in cyanide solution, leaching 
sands and handling the slime by the well-known decantation process. 

Filter pressing, in use for some years in Australia, had been tried in 
several places in this country and the Moore process had been abandoned 
at Mercur after a short run, but was doing good work at the mill of 
Lundberg, Dorr & Wilson, at Terry, and being installed at Bodie and the 
_ Liberty Bell. 

A general feeling, however, still existed that slimes were to be avoided 
when possible, on account of the losses in treatment and the difficulty 
of making a good leaching product when they were present in large 
amounts, especially when the crushing was done in cyanide solution. 


THe Dorr CLASSIFIER 


History 


The object of the first classification done in cyaniding work was to 
produce a leachable sand and overflow as small an amount of sand as 
possible with the slime, which was usually run to waste. 

In the early days various arrangements of adjustable tank gates were 
used, and sometimes direct overflow of tanks filled with a rotary distribu- 
tor sufficed. Later, cone classification, of which the Merrill system, as 


. 
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introduced at the Homestake, was probably the most perfect, was 
adopted. Crushing in cyanide solution, however, first used successfully 
in the United States by J. M. Henton about 1901, added materially to 
the difficulty of cone work, especially in small plants on soft and variable 
ores, and in the Black hills at least caused a search for other methods. 

An early attempt to solve the problem that was considered very suc- 
cessful at the time consisted of a box about 3 ft. cube, situated over each 
leaching tank and equipped with a hinged bottom. The stream of pulp 
was fed into this box and the solution and slime overflowed until the box 
was full, when the mill man released the bottom and the sand fell with a. 
splash into the vat below, while another charge was collected. 

I am told that this method was used in Rhodesia years ago and brought — 
good profit to the inventor. It might be regarded as a poor apology for 
the double-treatment tanks in use in South Africa and in the United 
States. 

A description of a small plant in the South Atlantic States, which 
appeared in one of the mining weeklies in 1905, shows that the problem 
was not considered satisfactorily solved at that date. The writer some- 
what proudly told how he had overcome the difficulty of securing clean 
sand by flowing his pulp into mortar boxes alternately and shoveling 
the settled sand therefrom into his leaching vats. 

These boxes were later abandoned for double cone classification 
of the sand, which worked well on quartzite ore but gave great trouble on 
soft material, especially in small plants with irregular feed. 

The cone system was installed in the 100-ton Lundberg, Dorr & Wilson 
mill above mentioned, but on our ore, which varied from a soft, clayey 
shale to hard quartzite, it was impossible even with a man constantly 
watching the cones to get a good leachable sand and avoid overflowing 
sand with the slime. This resulted in heavy losses through bad leaching 
of the sands and great difficulties in operating the Moore process on the 
slime. 

I had felt for some time that a mechanical method of separating sand, 
that would not require constant attention, was feasible, and realizing that 
the success of the property, which was operating on a close margin, 
depended on good classification, proceeded to attack the problem. 1 
knew of the work of George Moore in washing slime from the roasted fine 
ores at Mercur with a spiral lined cylinder and later with a screw con- 
veyor in an inclined trough, but both methods were somewhat discredited 
by the abandonment of the Moore process itself at the Mercur plant. 

A description by J. E. Johnson, Jr., in the Transactions of the Institute, 
of a sand shovel he was using to remove sand from a tailings launder at an 
iron-concentrating mill gave me confidence that I was on the right track. 
My aim was a settling box with uniform cross-section for settling, from 
which the settled material could be removed with a minimum amount of 
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slime-bearing solution without disturbance of the surface near the over- 
flow point. 

I also felt that it was necessary to have no submerged parts moving on 
each other to cause undue wear. 

A mechanical rake that would carry the sand up an inclined trough 
and discharge it above the water level occurred to me as able to fill 
these requirements and yet give ample space for quick settling at the sur- 
face while allowing the maintenance of an agitated zone at the bottom 
to prevent the slime settling with the sand. 

After considerable investigation the motion desired was secured by 
means of suspending the rakes from cross bars carrying rollers traveling 
on suitable tracks, with switches, as shown in Fig. 1. The rollers passed 
under the switches on the upstroke, but were lifted on the down stroke and 
thus raised the rakes over the sand which had been moved forward. 


Fia. 1.—Tuer Dorr Crassirier (PATENTED). ORIGINAL Destan. 


The installation of the machine thus designed made such an improve- 
ment in both sand and slime products that our extraction was greatly 
increased and lost time on account of classification was eliminated. I 
may say, as a matter of personal interest, that it made the difference be- 
tween the failure and success of a mill that had a subsequent useful life of 
nine years and treated profitably ore from which not over $2.50 per ton 
was recovered. 

Mechanical sand separation is a commonplace thing to-day in cyanid- 
ing and may have been used then in concentration and other work. It 
is of interest, however, to note that one of the best-known engineers in 
this country told me in 1906 when he saw the machine working, on his 
return from South Africa, that if he had seen the blueprints of it he would 
not have believed it possible that it could give the products it was then 
making. 


————eE 
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= Description 


The Dorr classifier has been improved from time to time to meet new 
conditions and as now manufactured is shown in Fig. 2, which illustrates 
the standard duplex machine. 

It consists of a settling box, in the form of an inclined trough with the 
upper end open, in which are placed mechanically operated rakes or scrap- 
ers for the purpose of removing the quick-settling material from the 
openend. Each rake is carried by two hangers, one at the sand-discharge 
end suspended from an arm attachment to a rocker arm or lever, which 
terminates in a roller. The other depends from a bell crank connected 
by a rod to the same rocker. The roller is pressed against a cam on the 
crank shaft. 

The rakes are lifted and lowered at opposite ends of the stroke by the 
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Fic. 2.—Tuer Dorr CuassirigerR (PATENTED). Monet “C.” 


action of the cams transmitted through the rocker arms and bell cranks, 
and the horizontal motion is obtained directly from the crank. 

’The bell cranks at the slime end are carried by a second larger bell 
crank held in position by a chain attached to a spool on a worm gear at the 
head end of the classifier. By this means the rakes can be raised 10 in. 
at the lower end and operated in that position or any intermediate one. 
This allows the classifier to be started readily when nearly filled with sand 
after an unexpected shutdown, and the regulation of the depth of the 
settling box when in operation to vary the products being made. 

The pulp is fed across the settling box as shown and a uniform flow to 
the lip at the end is maintained while the sand settles to the bottom and is 
advanced by the rakes until it emerges from the liquid and is discharged 
with from 20 to 30 per cent. moisture. 


The agitation near the bottom of the tank, caused by the reciprocating 
motion of the rakes, assists in keeping the slime in suspension, but is not 
normally sufficient to cause fine sand to overflow. 
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Regulation of Products 


The machine is intended of course to make only two products, and the 
point of separation can be varied by the following means: 
1. The use of the baffle shown, which allows a reduction of the cross- 
section of flow so as to overflow more fine sand. 

2. Raising the rakes and so operating them in a shallower tank. 

3. Increasing the speed of the rakes until the agitation keeps fine sand 
in suspension. 

4. The attachment of perforated spray pipes to the rakes at a point 
where they remove the sand from the liquid, allowing a rewashing of the 
sand and removal of any slime that may be carried down with it. 


Cost of Operation 


As with any other machine the costs of operation will depend on the 
work done and care taken by the mill men. 

The only place where wear caused by the sand would be expected is on 
the bottom edge of the scrapers, and careful measurements have shown 
that in more than one case four years’ constant service did not remove 
more than % in. at this point. This rather surprising result must be 
due to the scrapers being suspended and the lower edge pushing grains of 
sand ahead so as to prevent the bottom coming into actual contact 
with the sand bed. 

It is not unusual for machines to run for a year or more without repairs 
of any sort being needed, and I know of one classifier which ran for nearly 
four years with repair costs under $5 and a careful examination at the end 
of the period showed it to be in good condition. I believe an allowance 
of 0.05c. per ton treated for repairs will usually be ample. 


Power 


The power required will depend on the load, but tests have shown that 1 
Z h.p. is generally sufficient. 


Capacity 


The capacity of the machine depends, as would be expected, on the 
nature and dilution of the pulp fed to it and the point of separation desired. 
The table below showing results at different plants will give the best idea 
of it. 
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Operating Data on Dorr Classifiers 


\Ponal Feed Sand Slime 
Mill per . = Z 
24 are laine 
Hr, | Dilu- | +100) +200) — 200} +100) +200) — 200) +100) +200] — 200 
tion | 
Portland, Colorado.......... |145% 5 tol 38.3) 13.4) 47.1] 75.3) 16.2) 7.4) 0.9 | 5.8 |94.7 
Golden Cycle, Colorado...... 151% |3.5 to 1} 45.0) 19.0) 36.0) 68.0] 23.0) 9 0! piclaaeea {11.0 89.0 
Cia. Benef. de Pachuca, |144° 4to 1) 42.7| 25.1) 32.5 43.6| 40.1) 16.8) 0.1 | 3.8 |96.8 
Mexico. 
Tonopah Extension, Nevada.. | (ie 6 to 1) 65.0) 11.1) 23.9) 70.0) 18.3) 11.7) 0.6 | 8.5 |90.9 
Amparo Mining Co., Mexico |125% |7.5 to 1) 52.4) 18.5) 29.1! 71.4) 27.4) 1.2)..... 6.5 |93.5 
Tonopah-Liberty, Nevada....| 85° 7 to 1) 30.5; 41.9) 26.3) 75.7) 24.0) 0.1) 2.5 |14.3 |81.4 
Goldfield Consolidated, |2647%| 3 to 1) 40.0 12.0) 48.0 74.0 19.0, 7.0) 2.6 |19.5 |79.1 
Nevada. 
Tonopah-Belmont, Nevada...| 70° |....... GOLOIME Ze TSS. Ol oe etaalla met cieen as 0.4 | 6.6 |93.0 
Alaska-Treadwell, Alaska®....| 89° |....... 48.7| 41.5) 9.8) 48.7) 41.5) 9.8)..... 2.0°|98.0 
PNIDIBSIAE, (CANAAA <5 .e.s\ca,ccc9 nial ete 7s-s'laroe ae Oe 78.7) 3:6) 16.8] 85.8] 7.2) 6.9)..... 0.5 |99.5/ 
a New ore. 


b Includes tube-mill return. Under normal conditions, with a tube mill in closed circuit with a 
Dorr classifier, 35 to 50 per cent. of original feed returned. 

ce New ore} tube-mill product returned, but amount not stated. 

d 168 tons come from the stamps, the rest being returned from the tube mill. 

e Classifiers used in connection with the regrinding of concentrates; rakes operated 24 strokes per 
minute; 100 per cent. of concentrates pass 200 mesh; the 2 per cent. is silica from tube-mill pebbles. 

f Of this 200-mesh product 15 to 20 per cent. is sand; crushing is done in two sets of tube mills; the 
sand from the first classifiers being reground in closed circuit with tube mills and other classifiers, the 
combined slime overflows giving the screen test shown. 


Uses 


The Dorr classifier was originally designed for the separation of clear 
slime and a leachable sand, but with the adoption of so-called all-sliming 


Tube Mill 18 x 4-6" 


Center Line 


SIDE ELEVATION ELEVATION OF FEED END 


Fig. 3.—ARRANGEMENT OF Dorr CLASSIFIERS AND TusE MiLis OPERATING IN 
Cuiosep Circuit IN THE TONOPAH-BELMONT MILL. 


treatment in cyaniding its value in connection with regrinding in tube 
mills was apparent to all and it came rapidly into use for that purpose 
also. The advantage of operating a classifier and tube mill in closed 
circuit with no other means of elevation of the return is appreciated by all 
practical men. Fig. 3 shows the arrangement of tube mills and classifiers 
as installed at the Tonopah-Belmont mill. 

The use of a Dorr classifier with two or more compartments for wash- 
ing the sands was early suggested and a double-washing classifier for 
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We have carried the idea further and made several triple-washing 
classifiers for use when sands are to be discharged from gold-bearing cyan- 
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ide solutions without leaching and must be freed from cyanide «and dis- 
solved gold. 

Fig. 4 shows the triple-washing Dorr classifier with pipe connections 
arranged so as to wash the sands as they come from the first two com- 
partments with barren solution, and from the last with water. 

One of these machines following a duplex Dorr classifier has been 
installed recently at the Hollinger mill to wash the concentrates after 
they have been reground and cyanided in a tube mill. 

The high-grade solution overflowing from the first machine assays 
$65 in gold per ton and the concentrates are finally discharged with 20 
per cent. moisture which assays 16c. per ton; thus giving a dissolved loss 
per ton of concentrate of only 4c. About 30 tons per day are thus treated. 

In 1910 we furnished a series of classifiers to a Pennsylvania company 
for the purpose of leaching and washing, by the counter-current method, 
cupreous pyritic residues that had been given a chloridizing roast, but 
I understand that other matters interfered and their use for that purpose 
was never thoroughly tested. 

In 1913, Captain Wolvin, of the Butte-Duluth Co., conceived 
the idea of acid leaching and washing oxidized copper ores in Dorr classi- 
fiers from watching them at the Butte Superior mill, and at his request 
we furnished him with five classifiers for trial and later two more for the 
same series with all parts subject to contact with the acid made of hard 
wood. These machines proved most successful, increasing the extraction 
over the former leaching in vats at coarser mesh at least 20 per cent.., 
and asa result the Butte-Duluth Co. has added to its equipment five 
heavy Dorr classifiers 8 ft. wide by 30 ft. long which,I understand will 
be operated in series and have an estimated capacity of 400 tons. 

I believe the results of the excellent work done by Captain Wolvin 
and Mr. Sherwood will be embodied in a paper to be presented to the 
Institute. 

Dorr classifiers have been successful as dewaterers in handling mag- 
netic iron and sulphide concentrates, and are discharging the former with 
only 12 per cent. moisture. 


Tue Dorr THICKENER 


History 


In the summer of 1906 I was engaged by the Mogul Mining Co. to 
change the Kildonan mill at Pluma, 8. D., from a 100-ton dry cyanide 
plant into a 300-ton wet-crushing mill following the practice at the Lund- 


berg, Dorr & Wilson mill previously mentioned. 
The settling of slime in cyanide work in the United States at that time 
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was an intermittent process usually carried out in flat-bottom tanks, but 
a few engineers had followed the practice introduced, I believe, by John 
Randall, of building very large cones and operating with a continuous 
overflow and intermittent or continuous underflow. We had used a 
22-ft. and a 20-ft. cone at the Lundberg, Dorr & Wilson mill and appreci- 
ated greatly the advantage of continuous thickening, so desired to use 
the same method at the other plant. The Kildonan had been started 
as a chlorination mill in 1894, but in 1902 the property had changed 
hands and as cyanide was proving successful on Black Hills ores 
the chlorination barrels were scrapped and replaced by some leaching 
tanks to treat a 20-mesh product. A little later the company was induced 
to install an aerating leaching process in which the bottoms of the leaching 
tanks were covered with perforated pipes and sand was to be leached and 
agitated at the same time. As might be expected, it was not a success, 
but added several 35 by 5 ft. tanks to the equipment. 

When I undertook to remodel the mill, as before mentioned, there 
was no room in it to place the number of large cones that would have been 
required, and, as I had experienced the difficulty of preventing the build- 
ing up of solids on a 60° slope when making a thick underflow, I sought 
some other means of thickening continuously. I conceived the idea that 
it might be possible to operate a mechanism or scraper in a tank at such 
a speed that it would not disturb the upper part of the tank and interfere 
with settling and yet would prevent the slime from becoming solid and 
allow it to be discharged at one point. It was recognized that if the slime 
did become solid no mechanism could be built strong enough to move it. 
The design of the machine presented a problem, in the solution of which 
I was greatly assisted by L. B. Eames, now superintendent of the Goldfield — 
Consolidated mill, who was an assistant on construction. We decided 
to utilize one of the 35 by 5 ft. tanks mentioned, after deepening it to 
12 ft. Realizing the immense leverage of scraper arms on any shaft, we 
considered a track on the periphery with a rotating frame traveling on 
it from which would depend the rake arms, but finally decided to try the 
central drive. It was recognized here as in the classifier that stuffing 
boxes and wearing parts in the pulp should be avoided, and the present 
arrangement, which seemed the simplest, was adopted. 

The use of a 35-ft. tank for the first test was certainly experiment- 
ing on a large scale, especially as the first trial thickener represented the 
only equipment provided in the plant for that purpose. I was prepared, 
if it had not worked, to use the tank as a settler in another way, which I 
felt would give as good results as were obtained in practice elsewhere 

We had done considerable good work with diaphragm pumps at Terry, 
and had found them capable of pumping anything up to small monkey 
wrenches. I had planned, therefore, to place one or more above the tank 
and provide each with a number of suction pipes, reaching to the bottom 
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‘and so spaced that the tank would become virtually a collection of small 
cones to be pumped from in rotation. 

The thickener started off, however, with no trouble and we found that 
the first speed selected, 1 rev. in 20 min., was satisfactory. It was oper- 
ated until the plant burned in 1912. 

Continuous thickening with Dorr thickeners is accepted nearly 
everywhere now, but its possibilities were not recognized at first. 
When the first thickener had been operating at the Mogul for several 
months, a Colorado engineer, manager of one of the best operated com- 
panies in that State, happened to see it. After watching it for some time 
he was so confident it could not be used for continuous work on his ex- 
tremely light colloidal slime that he waited nearly a year before trying it. 
When finally installed it showed an apparent saving of over $70 per day 
in increased recovery and diminished costs. 


FEED LAUNDER 


IE DISCHARGE 
DUMP OR NOZZLE 


Fic. 5.—TuHe Dorr Continuous THICKENER (PATENTED). 


When we came to manufacture the machines commercially many 
improvements were made, the most important being the addition of an 
overload alarm to give warning when some part of the mechanism was in 
danger of being strained by the resistance offered by the accumulation of 
thickened material in the tank. 


Description 


The Dorr continuous thickener consists of a slow-moving mechanism 


_ placed in a suitable tank, by means of which the operation of settling may 
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be made continuous through the removal of the settled material to a point 
of discharge and the prevention of its accumulation as a solid in the tank. 

As usually furnished, it consists of a central vertical shaft with radial 
arms equipped to bring the thickened material to a discharge opening at 
the center by the slow rotation of the mechanism. The thick material 
may be discharged by gravity at this point into a launder, or piped to the 
side of the tank and raised by air lift or pump to the level of the overflow 
or higher. 

The machine is arranged for raising the shaft so that the arms will not 
be imbedded in the thick material if the power should be shut off for any 
length of time. The shaft can be lowered again gradually while running. 
Shaft and gear bracket are supported by a bridge over the tank or sus- 
pended from the. roof trusses (Fig. 5). 

In some cases, notably at the Liberty Bell mill, thickeners have been 
installed driven from below the tank through a mercury bearing, and 
proved efficient, although they cannot be raised. 

The thin pulp is delivered near the center of the tank in a suitable 
well with a float to cause minimum disturbance, and the overflow is taken 
off by a peripheral launder. - 

The thickened pulp can be accumulated and withdrawn at intervals 
or a continuous discharge maintained as desired. Nozzle discharge is 
in use in some concentrating mills where a comparatively thin pulp is 
desired, and also in one case where a product of only 30 per cent. moisture 
is being obtained. Many are using diaphragm pumps for this purpose. 
They have the advantage of ready regulation and require little attention. 
Having a positive displacement they tend to regulate automatically the 
amount of solids withdrawn, for, when the pulp becomes thicker, more 
solids are pumped with each stroke. 

The diaphragms have a life of from two to eight weeks, depending on 
operating conditions, so that renewal expenses are very small. Although 
arrangements have been made to change the speed and stroke of the 
pumps, a pet cock to admit air into the suction has proved most 
satisfactory as a means of regulation. 


Speed 


The thickener has been operated at speeds ranging from 1 rev. in 2 
min. to 1 in 40 min. A quick-settling sandy material will offer great 
resistance unless a comparatively high speed is maintained, while colloidal 
slime will give a slightly thicker underflow at a very slow speed. It will 
be found when handling sandy material that if the sand accumulates so 
that it is being moved around the tank by the channel arms as well as 
being advanced toward the center by the plows the resistance increases 
rapidly and the speed should be increased. 
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Power 


This varies with the size of the tank and the nature of the feed. Of 
course, the motor input is much larger than the actual power consumed, 
owing to the low load factor commonly used, as it is essential to have 
power enough to meet an unusual strain. Spring measurements have 
shown approximately 7) h.p. being transmitted to the worm shaft of a 
44-ft. thickener handling a classified slime. It would not be advisable, 
however, to install less than a 1-h.p. motor on a single machine, but 3 h.p. 
each can be allowed when several are driven from one lineshaft. 


Repairs 


Normal operation of the Dorr thickener causes no wear except on the 
worm, and many machines are running to-day that have not cost a cent 
for several years. On the other hand, if started after a shutdown without 
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Fic. 6.—OvEeRLoAD ALARM AND ReEsISTANCE INDICATOR ON DorR THICKENER, 
witH ARRANGEMENT FOR RaIsInG SHAFT WHILE OPERATING. 


raising, a strain of any amount may be given so that the “weakest point,”’ 
which I believe exists in everything but the ‘‘One Hoss Shay” of Oliver 
Wendell Holmes, will have to yield. We have attempted to avoid 
breakage by furnishing a pulley that cannot transmit enough belt pull 
to do any. damage, but the average mill man is likely to use a crowbar 
to start something without realizing that he can thus apply more force 
than the belt. 

The overload alarm, mentioned before and shown in Fig. 6, is arranged 
to indicate the resistance offered by the mechanism as shown by the thrust 
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on the worm shaft and to ring an alarm when the load becomes excessive. 
A solenoid or other means can be used to correct automatically the condi- 
tion causing the excessive load, by reducing the feed or increasing the 
underflow. The alarm has proved very valuable, especially on quick- 
settling pulp, when it is desired to obtain the thickest discharge. 


Paber 


The attendance required varies with the regularity of conditions 
maintained and is usually confined to lubrication once a shift, so that 
the care of the thickeners is included in the duties of some man employed 
principally on other work. At the Anaconda four men per shift are more 
than enough to care for 160 tanks thickening 26,000,000 gal. per day 
containing 2,500 tons of solids. 


Capacity 


The capacity of Dorr thickeners has been found to be primarily a 
function of area, although the depth of the tank has an influence depend- 
ing on the dilution of the feed and the dilution of the underflow desired. 
With a given area and depth and a very dilute feed and underflow, the 
capacity depends on the amount of liquid that can be clarified; 7.e., 
additional solids, but no additional liquid, can be added to a tank already 
fed to capacity without overflowing slime. On the other hand, with a 
feed perhaps 8 of liquid to 1 of solids and a thick discharge of 2 to 1 or 
less, it will be found usually that additional liquid can be added to a thick- 
ener operating at capacity without overloading it, but any addition of 
solids will cause slime to overflow. 

If a plant requires more settling capacity, raising the temperature 
of the solutions may prove an economical way to add 10 to 20 per 
cent. The capacity of any filter will also be increased and a higher 
extraction may pay for the cost of heating. 

The table following represents data given me from time to time. 
It shows the settling area in use per ton in different mills which in 
many cases were not feeding their thickeners at capacity. 


Density of Underflow 


This depends on the nature of the pulp to be settled and the size of 
the particles. An argillaceous pulp, such as that at the Liberty Bell in 
Colorado, although containing a large percentage of reground siliceous 
material will not settle thicker than 60 per cent. moisture, while a finely 
ground quartz will give as low as 27 percent. moisture. At the Porcupine- 
Crown plant, handling a quartz product of 75 per cent. —-200 mesh, the 
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average final pulp discharged contained 30 per cent. moisture when the 
feed was at the rate of 1 ton of solids per day for each 4.7 sq. ft. of tank 


area. 


Operating Data on Dorr Thickeners 


Sq. Ft. Sq. Ft. 
“ Settling Settling 
Area per | Area per 
Mill Ton of Gallon Remarks 
Solids Overflowed 
Thickened per 
per 24 Hr.| Minute 

San Rafael, Mexico... ASD! MBN oe ctatietan Tahoe Tube-mill product, 75 per cent. — 200 mesh, discharge 
45.5 per cent. solids. 

Liberty Bell, Colorado 15.0 12.6 Tube-mill product, much light argillaceous slime. 

: ? Discharge 33 per cent. solids: + 100, 17 per cent.; 
+ 200, 13 per cent.; — 200, 70 per cent. Feed 9:1. 
Solution fed at capacity; solids not. Large area per 
gallon overflowed per minute due to density of under- 
flow and nature of the slime. 

Mogul, South Dakota BOOT le neces dees Tube-mill product; ore siliceous: + 60, 0.6 per cent.; 
+ 100, 7.8 per cent.; + 200, 26 per cent.; — 200, 
65.6 per cent. Discharge 56 to 59 per cent. solids. 
Continuous decantation. 

Batopilas, Mexico..... O56 tO OO eee cet eva 40-mesh product; 90 per cent. passing 100 mesh. 

Zambona, Mexico..... Sr Le ralneteects Tube-mill product. Discharge 40 per cent. solids. 

Dominion, Ontario.... See Wig cee: Tube-mill product, 88 per cent — 200 mesh, ore dia- 
base. Discharge 40 per cent. solids. Feed 6:1. 

Porcupine-Crown, AO Pll secession te Tube-mill product, 75 per cent. — 200 mesh. Dis- 

Ontario. | charge 65 per cent. solids. Quartz ore. Continuous 
decantation. With 5.1 sq. ft. settling area per ton 
settles to 71 to 73 per cent. solids. 

El Palmarito, Mexico AES OW chats ceils Tube-mill product: pure quartzite, 97 per cent. — 200 
mesh, Feed 7:1. Discharge 65 to 70 per cent. 
solids. Continuous decantation. 

Amparo, Jalisco, Mex. 4.9 1.4 Tube-mill product, siliceous: 93.5 per cent. — 200 
mesh. Feed 24.5:1. Discharge 23.5 per cent. solids: 
used to feed vanners. 

Veta Colorado, Parral, - 5.0 34% Tube-mill proditict, rather argillaceous: 71 per cent. 

Mex. — 200 mesh. Feed 11:1. Discharge 33 per cent. 
solids for agitator. Have settled to 65 per cent. 
solids. 

Smuggler-Union, Tel-|..........)..--++++-- Very clayey slime with classified sand. Screen test: 

luride, Colo. + 40, 1.48 per cent.; + 60, 7.27 per cent.; + 100, 
14.81 per cent.; + 200, 11.63 per cent.; — 200, 
65.81 per cent. 
30.0 26.0 Settling from cold water, slightly alkaline. Feed 
= 8:1. Discharge 50 per cent. solids, 1.429 sp. gr. 
TOROM Mle alveterstesisus Settling from cyanide solution. Feed, 2.5: 1. Dis- 
charge 40 per cent. solids, 1.316 sp. gr. 

A large copper com- 11.6 8.11 Considerable argillaceous slime. Feed 10.4 per cent. 

pany, Arizona. solids. Discharge 25.3 per cent. solids. 

Pennsylvania Steel, 14.2 2.48 | Thickening ahead of vanner concentration. Feed 


Lebanon, Pa. 


2 Not up to capacity of overflow. 
VOL. XLIX.—15 


2.8 per cent. solids. Discharge 10.6 per cent. solids. 
Overflow 0.4 per cent. solids, extremely fine, which 
does not interfere with using water again. 
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Operating Data on Dorr Thickeners (Continued) 


Sq. Ft. | Sq. Ft. 
Settling | Settling 
Area per | Area per 
Mill Ton of Gallon | Remarks 
Solids | Overflowed| 
Thickened per 


| per 24 Hr.| Minute 


Nevada Consolidated, |......... 1.25 “Bach 17-ft. thickener supplies wash water for 20 

Ely, Nev. | Wilfley tables and occasionally for wash on vanners. 
One thickener has a greater capacity than twelve 8-ft. 
cones.” Area of 17-ft. tank is 226 sq. ft.; of the twelve 
8-ft. cones, 525 sq. ft. 


Broken Hill, Proprie-|.......... 1.80 Dewatering slime from lead-zine concentration mill. 
tory, Australia. Feed 100:1. Discharge 55 per cent. solids. 

Anaconda Copper, |.......... 5.95 Dewatering slime from concentrator. Forty 4-deck 
Mont. thickeners, each 28 ft. in diameter by 3 ft. 3 in. deep, 


| handle about 26,000,000 gal. of pulp per day which 
| contains approximately 2 per cent. solids. A clear 
overflow obtained, the underflow containing about 
15 per cent. solids, which is fed to buddles. 


| 
The data given here show that when pulp is carried in cyanide solution a provision of 5 to 6 sq. ft. 
per ton for a siliceous tube mill product is ample and from 7 to 15 sq. ft. for a clayey material or classified 


slime product. When very dilute products are handled the area required is determined usually by the 
gallons per minute to be overflowed. 


Reground pulp, when the original material is not homogeneous, such 
as an ore containing quartz and some argillaceous material, may be found 
to have what D. L. H. Forbes has well called a “critical density.” If 
we attempt to thicken it below this density a segregation may occur and 
the more siliceous portion of the pulp be discharged while an accumula- 
tion of fine slime takes place until it overflows, even though the feed is 
greatly reduced. 

An increase of several per cent. in the moisture of the underflow will 
cause a return to normal conditions and the thickener will have again its 
usual capacity. 

These conditions have been observed at the Hollinger mill at Porcu- 
pine, where a mixture of quartz and schist is milled, but they do not 
appear to exist at the Porcupine-Crown. I have seen some indications 
that the slow motion of the arms in the thickener may be of actual service 
in securing a thicker discharge than could be obtained by undisturbed 
settling. 2. 


Uses 


The Dorr thickener was orginally introduced in cyaniding for thick- 
ening slime or reground pulp previous to agitation and filtration and came 
into general use for that purpose. The advantages of continuous thick- 
ening were enhanced when continuous agitation was shown to be profit- 
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able and the use of a continuous filter made a complete process where 
actual operating labor was reduced to a very small amount. 

Continuous Counter-Current Decantation—This method for the re- 
covery of pregnant solutions was first operated in this country, I believe, 
by John Randall in the Black Hills in 1901 with the large cones Pe iaonre 
mentioned. Being familiar with his work and the difficulties met in 
maintaining continuous operation in cones, I recognized in 1907 that the 
thickener would make the process feasible, and designed the first plant to 
use it in 1910. This plant has been in successful operation up to the time 
of writing. 

Since then over 20 plants have been erected or are now being installed 
to operate by this method. Several of them are replacing filters of differ- 
ent types with results apparently satisfactory to their owners, although no 
detailed figures have yet been published. 

’ The method is especially adapted to the treatment of quick-settling 
pulp requiring a weak solution for the dissolution of gold and silver. 
Where pulp cannot be thickened to 50 per cent. moisture or less, or where 
a strong solution of cyanide is required, it will usually pay to install a 
filter after the decantation system to reduce the mechanical loss in cyanide 
and at the same time the dissolved losses which will then be higher. 

The subject of continuous decantation is too large to be discussed in 
detailin this paper, but I hope that a paper will shortly be presented to the 
Institute covering actual results obtained and discussing it in theory as 
well asin practice. The advantages of its use in the leaching of copper 
ores with acid solutions is apparent, as was demonstrated by Dr. 
Rudolph Gahl several years ago in a test plant at the Detroit Copper Co. 
I believe that considerable test work is now being done on the same line. 

Concentration.—The use of the thickener in concentration followed 
shortly after its wide adoption in cyaniding. The Nevada Consolidated 
Co. was the first of the large copper companies to use it in place of cones 
and obtained good results, as is shown by the following quotation from a 
letter from the mill superintendent there: 

“ . , . One thickener, 17 by 9 ft. deep, has a greater capacity 
than 12 8-ft. cone tanks, for the reason that there is only 1 unit to watch 
instead of 12, without the constant result of feed to 12 cones becoming 
unbalanced. Also the one 8-in. spigot used on the Dorr requires no 
attention compared with the dozen j-in. spigots on the cones. sia 

It will be noted that the large difference in capacity per square foot is 
attributed to advantages in regular operation. Under fest conditions no 
advantage has been found in a comparison of the thickener with 8-ft. 


cones on dilute pulps. : 
The recent installation of the Anaconda Copper Co. will be described, 


I understand, at this meeting. 
The development of the flotation process has created a further demand 
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for the machine and it has come into extensive use at Broken Hill, and in 
most of the plants in this country using that process. 

The idea of many able concentrating men that the capacity of a settler 
is in proportion to its peripheral overflow rather than its area, appears, in 
fact, to have no good foundation where large-sized units are used for com- 
pletely settling out all solids. One reason for this, I think, is that in 
such work it is common to have a varying amount of clear liquid always 
on the surface of the tank. When thickening pulp in an alkaline solution, 
as in cyanide work, where there is a sharp line between a coagulated slime 
of definitely heavier specific gravity and clear solution, it is often found 
that a thickener will have nearly the same capacity if the overflow is taken 
off by a pipe at one point, instead of by a peripheral launder carefully 
leveled. With the above conditions there will be a flow of liquid 
directly from the feed box in the center to the overflow pipe at one side. 
This will naturally tend to raise the slime level in that path above that 
in the remainder of the tank, and as a result, the slime-bearing liquid will 
sink as if it were a non-miscible liquid of greater specific gravity, and the 
clear liquid from. all over the surface of the tank will flow toward the 
outlet pipe in its place. Samples taken at varying depths have shown 
almost equal density at equal depths at points in the path of such a flow 
and at the opposite side of the tank. 

I do not wish to be understood as recommending the omission of the 
overflow launder; for when a tank is crowded to its limit it always 
allows more leeway before the slime overflows, and many operators 
have found considerable increase in capacity by its use, but cite this as 
bearing on the relations between capacity and area. 

Caetani has discussed the matter very thoroughly in the Mining and 
Scientific Press of Mar. 22, 19138. 

Recent work has shown the advantages of thickening both ahead of, 
and after flotation to the greatest density possible, using the warm over- 
flow of the final thickeners to dilute the underflow of those ahead of 
flotation to the proper density for that process. This means conservation 
of a large percentage of the heat required and also a large saving in oil 
needed. One plant now following this procedure has found that, whereas 
laboratory tests indicated that over } lb. of oil was required per ton, the 
actual consumption does not exceed § Ib. 

Industrial Uses.—The thickener has been used successfully in rubber 
reclamation to settle some finely divided residues and it would appear 
that there should be many opportunities for its use where operations are 
on a large enough scale to make the advantages of continuous over inter- 
mittent work apparent. At one plant its introduction saved the labor 
of 12 men. 

Acid-proof Thickeners.—The absence of submerged wearing parts has 
made the construction of acid-proof thickeners a comparatively simple 
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matter and we have manufactured them for the Chiquicamata plant of 
the Chile Exploration Co., and for the Butte-Duluth Copper Co. 


Tue Dorr Tray THICKENER 


The tray thickener was designed by me in 1913 for the purpose of 
securing large settling area in a comparatively small space. I have not 
wished to make the invention widely known until we have had ample 
-experience with actual operation under various conditions. Its devel- 
opment has been slow, owing to my desire to determine by actual in- 
stallations, its limitations, advantages, and the simplest methods of 
construction. 


Description 


The basic principle lies in the use of a plurality of superimposed 
shallow settling areas operating with a common mechanism either in 


Feed © corer af 2 of of eat fend - che 
Discharge 1 ove sce of contr of bottom of rach bark Pee 


Fic. 7.—Tue Dorr Tray Taickener. Superposep Type (Patent APPLIED FoR). 


separate tanks, as in the installation at Anaconda, Fig. 7, or with sub- 
merged trays ina deep tank, as at the Homestake, Tomboy, and Liberty 
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Bell. The former method presents the advantages of accessibility, but 
the latter requires less head for a given capacity and gives no loss of 


Fie. 8—TxHt Dorr Tray THICKENER. SUBMERGED TyPE (PATENT APPLIED FOR). 


mill height for the overflow. It has the merit of offering a simple means 
of increasing the capacity of any thickener in operation without the need 


Tank at full capacity 


Feed 
SpGyr, 1.04 
Tons 483.8 


Underflow 

Sp.Gr 1.285 
Totol $9.% Tons 
Solids 33 tons 


“Overflow 


39 
Tanai 


F Feed 
p.Gr. 1.04 
hes aioe Tons Sol.) 
Tons 477-1 
Overflow 
815 Tons 
Underf) 
Sp.Gr. he 
Total 92.8 tons 
Solids 33.8 -tons 
Uniderf low 
Sp.Gr 1.305 


Tetal 17 tons 
Solids 26.1 tons 


Fia. 9—Txst or Dorr Tray Tuickener at Homustaxe Mit, Leap, S. D. 


of adding building, foundations, superstructures or materially changing 
launders, etc. We have only gone as far as adding one tray at present, 
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in the case of the submerged trays, but have found no reason why two 
or three should not be used. 

Fig. 8 shows our latest type of tray supported, as will be noted, 
both from the side and bottom of the tank. A cup attached to a 
rotating shaft carries a rubber gasket which makes contact with the small 
cone in the center of the tray and prevents passage of the slime to the 
space below. The thick-slime discharge is carried out at the side of the 
tank at present. Each settling space has an independent feed but the 
combined overflow of both is usually taken off at the rim of the tank. 
It has been found unnecessary to make the tray strong enough to support 
itself when full with the tank below empty, as an automatic float is pro- 
vided to connect the tanks in an emergency. 

The first test made on this type was at one of the settling plants of 
the Homestake Mining Co. through the courtesy of A. J. Clark, metal- 
lurgist in charge, and gave the results shown in Fig. 9. As will be 
noted, the tray was added to a cone-bottomed tank and the depth is 
greater than usual. It showed an increase in capacity of approximately 
90 per cent. 

« The first tray to be installed in a Dorr thickener, already in operation, 
was at the Tomboy last fall and since then they have been added at the 
Liberty Bell and Tonopah-Belmont. We have also furnished more to 
the Tomboy. 


Capacity 


Careful tests at the Liberty Bell, where a very good form of automatic 
distributor of pulp is in use, indicate that under conditions there, the tray 
placed in a 33 by 10 ft. thickener has added 100 per cent. to its settling 
capacity. The tests mentioned and those made by the Anaconda Co. 
indicate that the additional capacity to be obtained by the addition 
of the tray will depend upon the relative depth and discharge of the tank 
in which it is placed, the dilution of the feed and the underflow, and the 
nature of the material settled. It appears conservative to estimate that 
an addition of from 70 to 95 per cent. can thus be made. It must be 
recognized that a deep, tank has a definite reserve capacity which is val- 
uable when the feed and settling qualities of the pulp vary. If such 
variations occur during each day a thickener 12 ft. deep might need only 
the area required by the average feed, while one 3 or 4 ft. deep would have 
to be able to handle the maximum feed during a period and so might re- 
quire considerably larger diameter. Mr. Waddell, manager of the Ohio 
Copper Co., has told me that the variations in the slime at the Nevada 
Consolidated were so great that tanks 20 ft. deep were warranted as 
equalizers. This plant now has eight tanks 50 ft. in diameter by 20 ft. 
deep besides 13 smaller ones. 

The greatest field for the tray thickener is ner tanks have to be 
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housed and space is valuable; or heated pulps have to be settled and a 
minimum of radiation is required. 


Tue Dorr AGITATOR 


History 


The Dorr agitator was designed in 1910 for a mill that I was then plan- 
ning, but as it was decided to omit agitation at first, it reached the Patent 
Office before receiving an actual test. The first work done with it ona 
small scale was by Noel Cunningham, now superintendent of the Hollinger 
mill, who at that time was doing some test work for Mr. Jones of the Bel- 
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Fie. 10.—Tue Dorr Aairator (PATENTED). 


mont, and the results obtained showed an average of nearly 4 per 
cent. better extraction than was made by the Pachuca tank against 
which it was tested. 

The first machine to operate on a commercial scale was installed atthe 
mill of the Hollinger Mines, Ltd., to handle an extremely quick-settling 
siliceous product which woud stall the agitators originally used in 36 hr. 
It proved entirely successful and was operated for four months when a 
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change to partial continuous decantation made direct agitation un- 
necessary and it was replaced by a thickener. The second installation of 
machines proved able to handle a 30-mesh product successfully. 

Karly in 1913 agitators were installed to handle concentrates at the 
high-grade mill of the Buffalo mines, at Cobalt, and they have given 
continuously good results on this most difficult work. 


= Description 


The Dorr agitator as now made consists of a vertical pipe suspended 
in the center of a tank carrying at its lower end hinged sweeps with 


Fic. 11.—Turer Dorr Acirators, 32 Fr. DiamMeTer By 15 Fr. Deep, at Bucxk- 
HoRN Miu, NEVADA. 


scrapers adapted by their rotation to bring any settled material to the 
pipe. The upper end of the pipe terminates in a head casting carrying 
two distributing launders and supported by a short vertical shaft with 
driving mechanism carried by the roof trusses of the building or a special 


truss over the tank. 
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A worm and sheaves provide means for raising or lowering the hinged 
armsat will. Air is introduced into the lifting pipe either at the bottom or 
by means of a pipe through the shaft, which is then made hollow. 

Fig. 10 shows the machine and the method of operation. The Dorr 
agitator may be briefly described asa Dorr thickener, with only two hinged 
arms, and a central air-lift pipe with distributing launders substituted 
for the central shaft. Fig. 11 shows three of these machines operating 
in the Buckhorn mill, Nevada. 


Speed 


The speed can be regulated to suit conditions. It is usually operated 
at from 1 to 3 rev. per minute, depending on the size of the tank and 
nature and density of the pulp being agitated. 


Power 


The mechanical power taken varies from } to 2 or 3 h.p. according to 
the size of tank, speed, nature and dilution of the pulp handled. The 
air required is from 8 to 40 cu. ft. per minute at 10 to 20 lb. pressure. 

Tables below show data as given us by some of the engineers using the 
agitators. It will be recognized that it is difficult to measure small 
quantities of low-pressure air and mechanical power and to secure satis- 
factory data on the operation of individual machines. 

The following covers what we have been able to secure on the opera- 
tion of our agitators: 


Data on Operation of Dorr Agitators : 


Buffalo Mines, Cobalt, Ont. 


Agitators on Concentrates in High-grade Mill 
Tank, Speed, Cu. Ft. Free Air 


Feet Rev. per Min. seircrtncs per Minute 
20 by 12 10 1268 28 
10 by 10 7 io 
10 by 10 9 1:2.8 
10 by 10 ¢ 3 1:2.8 


* Using worm-gear drive. 
Mechanical power not measured; all machines giving good results. 
Agitator on Slime from Low-grade Mill 


Tank Dilution Cu. Ft. Free Air per 
Minute 


16 ft. 6 in. by 19 ft. List 40 


_ The air measurements on these agitators were carefully made and are stated to be 
accurate within 13 per cent. 


j 
7 
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Nevada Hills, Nevada 


Size of agitator, 30 by 14 ft.;speed, 6 rev. per minute; capacity, 80 tons solids 
at 1 :23; semi-siliceous silver ore, 70 per cent., 200 mesh; mechanical power, 1.4 h.p.; 
air, 50 cu. ft. 

Remarks: ‘‘Agitation good; no dead areas; no cost for repairs in 14 years; 
practically no attendance.” 


Liberty Bell, Colorado 


Ore largely silver, 17 per cent. +100, 70 per cent. —200 mesh; dilution 1 :2.15. 

Size of agitator, 33 by 11 ft. Air that passes a 3-in. hole in 74-in. lead gasket at 
about 19 Ib. pressure. , 

Size of agitator, 17 by 17 ft. Cone bottom (formerly used for Hendryx agitator). 
Air passing through 3-in. hole in gasket; mechanical power about 0.4 to 0.5 h.p. 
at 8 rev. per minute. 

Remarks: Results of five tests showed practically no difference in extraction as 
compared with the Hendryx. 


Tonopah Mining Co., Nevada 


Ore, silver, 75 per cent. —200 mesh; dilution 1:1. 

Size of agitator, 36 by 20 ft. Total power for air and mechanical operation esti- 
mated at 5 h.p.; speed, 3 rev. per minute; power estimated for paddle agitator with 
four air lifts previously used, 17 h.p. 

Remarks: ‘Results satisfactory in every way.” 


Mogul Mining Co., South Dakota 


Siliceous gold ore, 60-mesh product, 7 per cent. +100 mesh; 64 per cent. —200 
mesh. Dilution 1:14. 

Size of agitators, 16 by 16 ft. Air that passes 34-in. diaphragm at 15 lb. pres- 
sure; power at 2 rev. per minute, measured by spring transmission to bevel-gear 
shaft, yy h.p. 

Buckhorn Mines Co., Nevada 


Ore, gold, very clayey. 

Motor input on three 32 by 15 ft. agitators and lineshaft, 2.82 h.p.; actual output 
(allowing for power factor) 2.13 h.p. Agitation satisfactory; extraction reported to 
be better than tests indicated. 


Ophir Mines, Colorado 
(Not in operation) 


Ore, gold; 75 per cent. —200 mesh, somehat clayey; dilution, 1:1. 

Size of agitators, 16 by 16 ft. Air, 8 to 10 cu. ft.; about 20 1b. pressure; speed, 1 
rev. per minute; mechanical power under 3 h.p. 

These agitators ran satisfactorily on 30-mesh stamp product. 


Renewals 


Any machine of this type can be broken when started with the pulp 
packed if the arms have not been raised. It has, however, stood up 
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under very hard usage and demonstrated that with very ordinary care 
there should be no breakage even with quick-settling material. All parts 
subject to a normal wear will last several years. 


Efficiency 


The value of an agitator depends on the cost of making the maximum 
economic extraction by its use. This will be determined by its cost of 
agitation per ton per hour and the time required to obtain dissolution. 

All the data I have been able to obtain indicate that the cost of agita- 
tion per hour is extremely low. Extraction tests that have been made in- 
dicate that the rate of dissolution on both gold and silver ores in Dorr 
agitators, with a uniform although less violent agitation, is at least as 
rapid as in any other agitators with which it has been compared. 

The most favorable conditions for the dissolution of gold and silver in 
cyanide solution vary with each ore treated. The maintenance of an 
excess of dissolved oxygen throughout the whole mass of pulp and the free 
movement of all particles of solids in the liquid immediately adjacent 
seem to be the only conditions that can be generally specified. 

Definite work both in milling and the laboratory indicates that many 
ores will give a more rapid extraction and allow the use of a weaker solu- 
tion when agitated as a dilute pulp of 3 to1 or 4 to 1, and also cause less 
chemical consumption of cyanide. 

The Dorr agitator with its combination of air and mechanical agita- 
tion gives a flexibility that is apparent and it insures keeping all the solids 
in suspension all the time whether the pulp is subjected to a gentle or a 
violent movement. This is essential especially in continuous agitation. 

It will thus be seen that the intensity of agitation can be regulated to 
suit the chemical needs of the ore being treated, rather than the mechanical 
necessity of keeping it in suspension in all parts of the tank. 


Selective Agitation 


The question of selective agitation was discussed by Mark R. Lamb! 
in the Transactions of the Institute. As used here the expression is taken 
to mean continuous agitation under conditions which cause the coarser 
particles of the ore to remain in the agitator longer than the average time 
of treatment and thus give them the longer exposure they may require 
to obtain the best extraction. 

This can be accomplished readily with the Dorr agitator by agitating 
at a dilution which allows the coarser material to classify out and dis- 
charging the raised pulp near the center while the outflow is taken from 
near the periphery. It will be seen that if a segregation takes place and 


1 Trans., xl, 775 (1909). 
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the agitator is fed a pulp carrying 10 per cent. plus 100 mesh, the dis- 
charge may be only 5 per cent. plus 100 mesh at first. With twice as 
much inflow as outflow of 100-mesh material it will concentrate in the 
agitator while gradually increasing in the outflow until an equilibrium 
may be reached in which the feed and discharge will both be 10 per cent. 
and the average pulp in the tank 20 per cent., so that the exposure of 
coarse sand would be approximately double the average. While this is 
theoretical, enough work has been done to indicate that the idea can be 
- put to practical use. 


ConcLUSION 


In closing this description of Dorr equipment I wish to express my 
indebtedness to many friends in charge of the operation of plants using it, 
who by their constructive criticism and willingness to suggest and try out 
new ideas have greatly assisted me in making the many improvements 
that have been added from time to time and overcoming weak points as 
they have developed. 

The classifier, for example, was designed originally to handle 100 tons 
of ore per day; but. more work has been thrust upon it until at the Gold- . 
field Consolidated it has taken care of 260 tons daily, including tube-mill 
returns. The demand of A. H. Jones, of the Tonopah-Belmont mill, 
that it be made capable of acting as a sump to take the drainage of the 
tube mill led to the designing of the present type, Model C, with rakes 
that can be readily raised 10 in. at the lower end. 

I am particularly indebted to D. J. Nevill, of Stearns-Roger Manu- 
facturing Co., who is our consulting mechanical engineer and who is 
largely responsible for the mechanical development of the present 
machines. 
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Ancient Auriferous Gravel Channels of Sierra County, California 


BY MARK N. ALLING, DOWNIEVILLE, CAL. 


(Salt Lake Meeting, August, 1914) 


INTRODUCTION 


A FEW years ago, gravel mining in the ancient river beds of Sierra 
county was the principal industry of the county. Operating drift mines 
were very numerous and many large hydraulic mines were in action. 
Eventually the State laws put an end to hydraulic mining, it being claimed 
that the silt carried down the streams to the valleys filled the rivers and 
caused winter floods, which were damaging to the surrounding farms. 
The ancient river deposits which could easily be found were, in the course 
of 40 years, worked out or practically so. The prohibition of hydraulic 
mining was a severe blow to the industry in general. The deposits were 
not developed and the gravel-mining industry practically stood still for 
many years. In Sierra county, nearly all the hydraulic mines were at the 
points where the ancient channels were exposed to view by reason of the 
modern stream erosion, or, in the miner’s language, where the channels 
“enter” or “break out of” the ridges. The claims covering them also 
covered large areas in which were long segments of lava-capped channels, 
suitable for drift mines, and the points being hydraulicked were usually 
the controlling points of attack. Men who have followed hydraulic 
mining for any length of time seldom are content to work a drift mine. 
Knowing the great value of their deposits and feeling that they had been 
robbed by the State, these men have stubbornly held to their claims. 
The gold that is carried in these gravel channel deposits is more or less 
scattered throughout the depth and width of the deposit; the percentage 
that can be recovered by the process of drifting ranges from 50 to 75 per 
cent. of the total. In hydraulicking, practically all of the deposit is put 
through the sluices, and-as the cost per cubic yard is only about 10 per 
cent. of the cost of drifting, the deposits, if‘classed as hydraulic mines, 
are much more valuable than if classed as drift mines; hence the old 
timers have held their claims (now worthless as hydraulic mines) at 
prices which the drift-mining industry could not stand; and such mines 


ee 
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are still intact. Gravel deposits formerly valued at a great many thou- 
sands of dollars have reverted to the government. Some of the claim 
owners, realizing the truth, have sold their mines for reasonable figures, 
and many of these properties are now being reopened. 

But there is another and very important source of future drift mines. 
Only the deposits which could easily be discovered have been found. 
There are many unworked segments of ancient channels in this rich dis- 
trict; some have been discovered in a general way but never exactly 

“located or traced through the country; still others have been partly opened 
up, requiring the investment of more money than the owners possess. 
The district is isolated, timbered and brushy (especially in the vicinity 
of the moist gravel deposits), and hence the more difficult forms of pros- 
pecting have been left to the coming generations. 

The long period of comparative inaction in the gravel-mining industry 
has given rise to the common opinion that the gravel deposits are all 
worked out; but such is not the case. The field is young and large, and yet 
to the stranger passing through the county for the first time the impres- 
sion is given that the district is an old and exhausted one. This is prin- 
cipally due to the fact that in the boom days, when the shallow placers 
were yielding fortunes for the thousands who worked them, large towns 
sprang up, only to be deserted in whole or in part upon the exhaustion of 
the shallow placer deposits and the desertion of the hydraulic mines. 

Following the exhaustion of the discovered placers, and the suspension 
of hydraulic mining, came the search for the sources of the gold. Mining 
companies began to reopen the old drift mines, exploring for the quartz 
ledges, and with such remarkable results that the annual gold output of 
the county was increased last year by about $1,250,000. Other com- 
panies are now exploring for the undiscovered channel segments. 


Historica GEOLOGY 


The Ancient Drainage System of California 


It is claimed by the best geological authorities that at the end of the 
Tertiary period the entire country now occupied by the Sierra Nevada 
mountains had been leveled down into the form of a great plain (pene- 
plain). The streams were filled with quartz gravels, almost to the ex- 
clusion of softer rocks, and these streams were rich in gold. The original 
surface undoubtedly contained much more quartz than is evident upon 
the general surface to-day. The quartz, being the hardest and most 
resistant rock of the district, was battered about through time, and while 
vast quantities of it were ground to sand, enough survived to fill the 
streams as gravel; while its softer associates were converted to sediments 
and washed into the valleys. Even at the present time, in certain high 
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localities where the sheltering lavas have but recently been removed, we. 


find wide zones containing large ledges and massive bodies of solid quartz. 

The flow of these rivers was interrupted, first by an unknown agency 
and later by the intermittent flows of three distinct types of lava. 

That there was an interruption prior to the coming of the lavas is 
evident from the fact that we find two systems of channels, running in 
parallel courses through the same ancient valleys, and both of prevoleanic 
age; the one system being secondary to the other yet both buried by the 
same initial ejection of acid lava ash. This condition has come under 
my observation, and I find that H. W. Turner suspected something of 
the sort when studying the gravels of northern Sierra county, 20 years ago. 

The blocking of the original channels may have been due to one of 
three causes: 

1. (a) To an uplift of the coast line, having the effect of lessening the 
grades and thus causing the channels to choke with débris and forcing 
the waters to seek new courses; or (6) to local undulatory movements 
of the earth’s crust. As we have some direct evidence of such movements, 
cause (a) seems more probable than (0). 

2. To débris washed into the rivers during great storms which may 
have accompanied or immediately preceded the long period of volcanic 
disturbances. 

3. Toa light ejection of volcanic ash, temporarily drying up the rivers 
and causing the waters to choose new courses, although still confined to 
the same ancient basins or valleys; the nature of this material being such 
that eventually it was washed away, leaving no boulders or other easily 
recognized evidence of its visit. Thus the “unknown agency” may really 
have been a very premature warning of the approach of the volcanic age. 

Regardless of the cause, there was a long uninterrupted period of 
stream action following the end of the more ancient system of prevolcanic 
rivers, during which period the secondary channels of this age had time 
to cut their new beds, from a few feet to 100 ft. or more below the 
level of the originals. 

While the lava outbursts were intermittent, and this was true to a 
greater degree in some districts than in others, the entire country, in 
time, was covered with three general types ‘of lava. 

1. The rhyolite, a light-gray, fine-grained, acid lava ash. This was 
the first lava to be thrown out, and, as compared with the other lavas, in 
very limited amounts. 

2. The andesite, a heavier, semi-basic, darker, mottled lava. It was 
ejected first as tufa and mud flows, mixed more or less with the rhyolite, 
then as breccias, and later as massive flows of heavier and darker boulders 
and mud, semifluid in consistency. It flowed into the depressions, 
ravines, rivers and valleys. 

3. The basalt, a dark, almost black, heavy, basic flow mass, in places 
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so fluid that upon sudden cooling a natural glass (obsidian) was formed. 
This lava was the last to be extruded, pouring out as a capping over the 
others. 

The darker the lava, the more basic, and the more basic the more 
fluid, so that the basalts flowed the farthest from the craters. 

The rhyolite was washed into the river beds from the hillsides, cover- 
ing the gravels and forming what is known to the California miners as 
“pipe clay.’”’ On the top of this lie the andesitic tuffs, breccias, and muds 
with the hard resistant basalt forming a protecting roof to the ancient 
river deposits, and where the river valleys were not entirely filled this 
took the form of long, narrow, level surfaces, conforming to the sinuosities 
of the underlying channels. In some portions of the State subsequent 
erosion of the adjacent, softer country rock has resulted in leaving these 
lava-covered areas as long sinuous mesas, standing high above the sur- 
rounding country, so that the ancient channels have been little disturbed 
‘by modern erosion. In all parts of the State this condition existed up to 
a certain late period; but in the northern portions subsequent lava flows 
have brought about a different effect; the modern streams having cut to 
pieces the ancient system. 

The action of the craters was intermittent. In Sierra county there 
were at least three long periods of rest between the outbursts, during 
which times the streams were endeavoring to reinstate themselves. 

It appears that the longest rest periods, with the exception of the last 
one, were at the beginning of the disturbances, for we find that the inter- 
volcanic streams of the first and second rest periods usually flowed in the 
same ancient valleys occupied by the original rivers and on one side or 
the other of the same, while it is not uncommon to find a secondary 
channel on each side of an original. Their courses were governed by 
the fact that the valley was not filled with the lava; the heavier lavas 
sought the center of the depression, and being more viscous, upon cooling, 
formed a harder and more resistant capping than the lighter, looser and 
drier material that had been crowded to the edges. Due to this same 
weakness, this material along the edges was more easily eroded by the 
waters rushing from the hillsides, so that the new intervolcanic channels 
are found skirting the edges of the original channels, or crossing them now 
and again. The point of crossing is usually at the place where two 
branches of the original river came together, or where there is a sudden 
turn in the original river. The course of any stream generally changes 
at the point of confluence of a large tributary; the extra width of the valley 
at such points would allow the cooling lava to settle more than in the 
narrow places, and the new channels, having a higher and wider valley 
to begin with, would naturally flow straight until turned by the opposite 
bank. 

During each period of rest there was evidently some segregation of 
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materials in the craters, for preceding each extrusion of heavy lavas there 
was an ejection of more or less ash. This rule of action seems to have 
been followed until well along toward the last of the volcanic period; for 
with the exception of a few of the latest intervolcanic channels we find, 
in all of these ancient channels, some kind of an ash, covering the gravels, 
and in various stages of decomposition. The later the age of the channel 
the darker and usually the coarser is this ash, and, so far as my observa- 
tions go, the quantity is also decreased. 

A white pipe clay does not cover the gravels of an intervoleanic chan- 
nel; neither does a dark, flinty, granular or ‘‘ chocolate” pipe clay cover a 
prevoleanic channel. It was long held that the color was due to chemical 
changes after the ash was ejected, brought about through alteration of the 
constituent minerals under the action of the infiltrating waters, etc., but, 
in my judgment, this is not the case. The color and texture, in most 
cases, depend upon the relative age in which the ash was ejected (although 
of course alteration has taken place in some localities), the acidity de- 
pending upon the period, and the color upon the acidity. 

Relative Economic Value of Ancient Channels——The history of drift 
mining has proved that these ancient channels are valuable in the follow- 
ing order: 

The old, original, prevolcanic, high-quartz gravel channels are always 
rich; likewise the secondary, prevolcanic, quartz gravel channels. The 
intervolcanic channels of the earlier periods are generally rich, depending 
upon their position relative to the prevolcanic streams and upon the char- 
acter of the country rock. The third and fourth age intervolcanic chan- 
nels are very uncertain, as their values depend principally upon their 
association with the older channels, having had very little chance to 
collect minerals from the underlying bed rock. The fifth-age channels, 
or modern streams, were rich, having obtained their gold from the long 
stretches of ancient channels cut away and from the ledges eroded below 
the level of the same, as the modern streams have enjoyed a very long 
period of rest, and have worn their way down more than 2,000 ft. into 
the mineralized country rock below the level of the ancient streams. 

The Uplift of the Sierra Nevada Mountains.—The most widely accepted 
theory, among modern geologists, is that during the volcanic period, or 
immediately following it, the entire eastern portion of what is now Cali- 
fornia was elevated many hundreds of feet. The granites and other 
igneous intrusives forced upward the overlying sedimentary rocks, the 
country faulting along a north-and-south line approximately the same 
as that which now marks the boundary line between the States of Cali- 
fornia and Nevada; and the old peneplain, with its lava-filled rivers, was 
tilted to the westward on about a 2° slope. 

The effect has been that the original grades of the southwest-bound 
rivers have apparently been increased by about 1 per cent., or about 50 
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ft. per mile; so that channels which originally flowed on a grade of say 
100 ft. per mile are now found beneath the lava with a grade averaging 
150 ft. per mile. In localities where the channels flowed northerly the 
opposite effect took place. 

The country, however, was elevated en masse, so thet the ancient 
channels still lie in their proper relative elevations and positions. Local 
faulting has been discovered in southern Plumas county, but in the Sierra 
county drift mines little or no faulting of a serious nature has been met 
- with. 

Following the uplift, the modern rivers flowing westerly cut their 
way down through the lavas and old channels and deep into the country 
rock. This erosion has been a rapid one, as the streams flow in deep 
narrow gorges, and the work of the waters was no doubt aided by the 
action of glaciers. 

The modern rivers which have effected the Sierra county district 
are the middle and north branches of the Yuba river, with their numerous 
tributaries. 


The Economic Geology of Sierra County 


Sierra county is about 55 miles long, east and west, and about 20 
miles wide. The summit of the Sierra Nevada mountains passes through 
the central portion of the county in a northerly and southerly direction. 
All the mines lie on the western slope of the mountains. 

In the extreme western part of the county the rocks are principally 
black, highly metamorphosed clay slates, designated by the government 
geologists as the “Delhi slates.”” They are underlain by granites which 
are exposed in the bottoms of the deep canyons. Porphyry and 
' diorite dikes are common in the slates. A few good mines have been 
found in this formation. 

_Lying just east of the Delhi slates is a zone about 10 miles wide, 
consisting of alternating belts of “Calaveras” formation! and serpentine 


1The ‘Calaveras formation” is a general term applied to the older, or Carbon- 
iferous, sedimentary rocks of the ‘‘Bed Rock” or “ Auriferous Slates”’ series. It is 
composed of seven different types of sedimentary rocks, which have been given names 
indicating the locality in which they are most common: 

1. The Clipper Gap formation; composed of clay slates, cherts and limestones. 

2. The Delhi formation; black siliceous rocks, rarely schistose. 

3. The Cape Horn formation; fissile clay slates. 

4, Relief formation; cherts and quartzites. : 

5. Blue Canyon formation; fissile clay slates, quartzitic sandstones, cherts, and 
limestones. 

6. Blue Canyon formation; contact-metamorphic rocks, chiefly mica schists. 

7. Limestone lenses; in Carboniferous and Juratrias formations. 

While the Dehli slates are themselves included in the Calaveras formation series, 
the rocks most generally called the Calaveras formation by the miners in the Forest 
City district, are the sedimentary schistose rocks; often referred to simply as ‘‘slate.” 
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or amphibolite. This zone parallels the course of the Sierras, flanks 
the range, and is the line of weakness. It is highly fractured and mineral- 
ized and forms what is known as the ‘Father lode” of California, in 
contradistinction to the “‘ Mother lode,’ which occupies a similar position 
relative to the range in Amador, Calaveras, Tuolumne, and Mariposa 
counties. In this zone are found most of the quartz mines and practically 
all of the gravel mines. 

Next to the east lies a zone of quartz porphyries, granites, slates, and 
occasional small dikes of serpentine. Here are found the Sierra City 
quartz mines, some of which have been large producers. The zone is 
from 3 to 5 miles in width. 

Between the Sierra City quartz-porphyry zone and the summit 
few mines of importance have been found. Beyond the summit no 
mines are found until the State of Nevada is reached. 

The Father Lode, or Contact Zone-—The Calaveras slates of this zone 
strike north and south and are tilted at a high angle to the east. The 
amphibolite schists and serpentine intrusions range in width from a few 
feet to 2,000 ft. These lenticular bodies of serpentine strike northerly 
and southerly, paralleling the general strike of the bedding planes of 
the sedimentary rocks. Some of them extend through the district for 
many miles; others are but short bodies. 

The slates through which these intrusions are found have been 
thoroughly shattered, tilted, altered, and in some cases highly metamor- 
phosed, especially near the contacts. The zone has been so thoroughly 
fissured and mineralized as to cause the government geologists to make 
special mention of that fact. 

Quartz ledges are commonly found following directly along the con- 
tacts, lying in the schists or slates and paralleling the contacts or extend- 
ing from the contacts out into the slates as true fissure veins. The 
shattered slates are full of quartz lenses, pockets, and veins of variable 
size and richness, but all carrying gold enough to hold the attention of the 
prospector. 

In a general way these long, parallel, hard serpentine lenses are 
separated by the alternating belts of the softer and heavily mineralized 
slates, and here the ancient streams have cut their beds. In wending 
their way south and west, they seem to have experienced considerable 
difficulty in crossing the serpentine bodies, and often followed along the 
east side of the serpentine until the end of the lens was reached, when the 
channel would swing to the west until another serpentine body was en- 
countered. Where the channels did cross the serpentine the gold did not 
lodge, as a rule, while the uneven, decomposed surface of the slates seems 
to have formed an ideal gold-catching bed rock. Nearly all of the ancient 
rivers of this district followed this mineralized zone. The gold and other 
heavy minerals lodged in the beds of these streams. 
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N o doubt the greater part of the placer gold came from the general 
erosion of the great quantities of mineralized material, but the very 
large pieces of gold found all along in the “Great Blue Lead,” which 
passes through this district, evidently came from the ledges. Many of 
these ledges were exposed in the workings of the gravel mines, and several 
old mines have been reopened and developed as quartz mines; this prov- 
ing that the large gold slugs do not travel far from their sources. 

_ The lava mantle which covered this country still lies several hundreds 
of feet deep on the ridges, hiding the contacts and ledges and rendering 
prospecting slow and costly. 

The early drift miners paid little attention to the quartz ledges; they 
knew little about handling the ore and they were not prepared to do so. 
The gravel was rich and they were making money. They did not care to 
divert their energies and, as they expressed it, ‘waste their time in trying 
to get it out of the hard rock.’”’ By simply washing the gravel in their 
sluices they could gather from the riffles the clean gold dust and nuggets. 
So the ledges were passed and many of them forgotten, and yet the memory 
of some of them has led to important discoveries in the present day. 

Rich ledges were found in the gravel diggings of the Tightner, Red 
Star, Rainbow, Sixteen to One, Dead River, South Fork, North Fork, 
Bald Mountain, Ruby, Telegraph and many other drift mines. 

In the Bald Mountain mine a ledge was discovered which has given 
rise to many “fairy tales” of great riches, and upon investigation I have 
secured enough reliable data to cause me to believe that success would 
follow the reopening of the tunnel for the exploration of this ledge. 
Success in this undertaking is still more assured from the fact that about 
1 mile of unworked channel awaits development in this ground and could 
be reached by extending the tunnel which was run for the quartz. This 
ledge is from 2 to 3 ft. in width. It crops up through the bed rock and into © 
the gravel from 1 to 2 ft., and strikes northerly and southerly, crossing 
the channel diagonally, since the channel was there coursing southwesterly. 
The ledge was followed in the breasts for from 300 to 400 ft., and the gravel 
just below the crossing was the richest of any worked in the 7,000 ft. of 
channel exhausted by the company. A large number of chunks of 
gold were found, many of them still being partly imbedded in the 
quartz matrix. 

Sulphides were found in the gravel at this point and interfered with 
the sluicing; they were shoveled out as a nuisance. It was not until 
recent years, when so many rich strikes were being made in the neighbor- 
ing ledges and the gold found was so often associated with arsenical 
sulphides, that it has dawned upon the owners that these sulphides were 
probably valuable. 

The Bald Mountain Co. bought 9,600 ft. of Oregon creek as a tailings 
claim after that creek had been completely worked out by the pioneers. 
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A number of nuggets, varying from 30 to 100 oz., some still clinging to the 
quartz matrix, were found in the creek when the company was reworking 
the tailings. These had been carried through the sluices with the coarser 
gravels or had been forked out with the boulders. 

The ledge itself was considered a nuisance by the miners, as it stood up 
in the gravel and interfered with the breasting and timbering. 

The Bald Mountain and Ruby mines were noted for the great amount 
of coarse gold contained in their gravels. This feature of the channel 
which flowed through them did not cease when the Bald Mountain was 
passed; but the channel continued to yield large rough nuggets in the 
claims lying south of the Bald Mountain and even as far south as Alle- 
ghany and beyond. ‘These nuggets did not all come from the Bald Moun- 
tain and Ruby claims, by any means, but were liberated from the ledges 
followed and crossed by the channel. 

The Tightner, Red Star, Rainbow, and Sixteen to One have been re- 
opened and now rank as quartz mines of value; the Tightner mine at the 
present time is probably paying the biggest dividends of any mine in the 
State. In the last year it has produced about $1,000,000 in gold. From 
December, 1912, to July, 1913, it yielded in round numbers, $700,000; in 
July, 1913, about $50,000 was taken from a small stope 9 ft. square. 

The South Fork, North Fork, Dead River, and Telegraph are now 
being developed for their quartz ledges. 

A local company is making preparations to reopen the Ruby and Bald 
Mountain mines this summer, both for the ledges and for the gravel 
which they are known to contain. 

To the north of the Ruby, and below the lava cap, the Downieville- 
Forest City contact has been traced down through Slug canyon, through 
Downieville, and up the next mountain side to the lava cap again, a 
- distance of about 6 miles. The Loosner group, Carson group, Tripple 
Pocket group, Frost claim, York mine, Donderro claim, Bessler mine, 
Good Hope group, Oxford mine, Bosch claim, and Standard mine group 
cover this entire distance. Coarse gold has been found all along this con- 
tact from Forest City to the Standard mine, a distance of about 8 miles, 
and some of the above-named claims:and mines have produced large 
sums. Slug canyon, which follows this contact for about 2 miles, derived 
its name from the character of its gold. This same contact passes through 
the Ruby mine and the Bald Mountain mine, through Forest City and on 
south to Alleghany. The Tightner mine lies due south from the Bald 
Mountain ledge, and the Tightner ledge strikes due north, but as the 
intervening country is lava capped it is impossible to say that the 
Bald Mountain ledge is the Tightner ledge. ; 

In the Ruby mine the ancient channels followed this contact, and on 
the old company maps may be seen the words “Line of coarse gold,’”’ in- 
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dicating the approximate line along which the large slugs were found. 
Pieces ranging from 10 to 45 oz. were commonly found here and one nug- 
get was found which weighed 201.56 oz. A model of this nugget is in the 
museum of the California State Mining Bureau. We have record of at 
least 12 nuggets ranging in weight between 30 and 170 oz. found in the 
South Fork or Live Yankee mine, just south of the Bald Mountain. Large 
gold slugs were found in the Tightner gravel, and after a lapse of 40 years 
the mine was reopened. The ledge proved to be richer than could reason- 
ably be expected of any ledge. Adjoining the Tightner is the Sixteen to 
One mine, where the gravel also yielded large specimens. The ledge was 
rediscovered a short time ago and considerable gold has already been 
extracted, the last strike (a $30,000 pocket) being made about six months 
ago. 
Just south of these properties the Rainbow gravel yielded large slugs. 
One quartz boulder was found which contained $36,000 in gold. The 
ledges were found in the breasts. After 30 or 40 years this mine was re- 
opened and something over $300,000 was taken from the quartz ledge; one 
slab of quartz being found which was calculated to contain $20,468 in gold. 

The Oriental mine, situated on a serpentine contact about 1 mile 
west of the contact just described, has produced about $3,000,000, and 
it is commonly reported that one pocket yielded $740,000. The Plum- 
bago mine, about 3 miles to the southeast, has produced about $2,000,000, 
of which $250,000 came from one stope._ The Brush Creek mine, situated 
on the Mountain House serpentine contact, about 4 miles to the west, 
yielded $400,000 from one shoot. The Tripple Pocket mine, on Slug. 
canyon, and on the Forest City-Downieville contact, and the Gold Bluff 
mine, near Downieville, were heavy producers. The Sierra Del Oro or 
Old Ironsides mine lies about 2 miles to the east of the Ruby mine and 
is the latest big strike in the district; the ledge is just being developed, but 
several thousand dollars have already been recovered from specimen 
ore. ° 
The Downieville-Forest City and Alleghany contact line has 
proved to be the longest, most productive, and most constant and con- 
tinuous gold producer of any contact line in the entire county. 

The Ancient Channels of Sierra County.—The ancient channels of Sierra 
county all flowed southerly, being northern tributaries to the main 
ancient river which flowed westward in Nevada county from North 
Bloomfield to Smartsville. The rivers flowed in parallel courses and lie 
so close together that it would be impossible for them to have all been in 
action at the same time. Moreover, their relative positions, elevations, 
grades and characteristics mark them as having distinct periods of action. 

The lava flows, which were important enough in this section to force 
the channels to choose new courses, evidently did not extend as far south 
as the great valley occupied by the main trunk stream; for that great 
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river seems to have maintained its position and general course, and 
its deposits, which are very large and deep, are not capped with lava 
for great distances. 

Hence we find all the Sierra county channels of the various periods 
leading into the same ancient drainage basin as tributaries. 

In the ridge north of the North Yuba river we find 10 prevolcanic 
channels (and at least 1 intervoleanic channel) coursing southerly and all 
within a section of country only 12 miles in width. Beginning on the 
east and naming westerly, these channels are known locally as: 


Graycroft and Wide Awake. Prevolcanic. White and blue quartz gravels. 
Excelsior and Monte Cristo. Prevolcanie. White and blue quartz gravels. 
White Bear. Prevolcanic. White quartz gravels. 
Telegraph. Secondary and prob- White and blue quartz gravels. 
ably intervoleanic. 

Hilo. Prevoleanic. White and blue quartz gravels. 
Eureka. ~ Prevoleanie. White and blue quartz gravels. 
Brown Bear and St. Charles 

Hill. Prevoleanie. White and blue quartz gravels. 
MecMahon’s Ranch. Prevolcanie. White and blue quartz gravels. 
Lost River and Bunker Hill. Early secondary. Quartz and quartzite gravels, 


darker colored than above. 


Brandy City and Campton- A very large prevol- White and blue quartz gravel 
ville. canie. channel, extending well up 
into Plumas county and form- 
ing a large system of its own. 

Those have either been mined or are now being developed, with the 
exception of the Hilo channel, which is a tributary to the Eureka Lead. 

There is strong evidence that the Monte Cristo channel, which 
is unmistakably prevolcanic, is secondary, for it appears to have cut away 
the higher prevoleanic White Bear channel. The channel that ‘enters’ 
the ridge south of Downieville at the City of Six mine, and known as the 
“Deep Rock Creek channel,’ is a secondary channel of the prevolcanic 
period. 

In the ridge lying Souttt of Downieville, or north of Forest City, there 
are 20 ancient rivers with subordinate tributaries, all lying within a dis- 
trict about 18 miles in width. 

Since some of the channels found in the ridge lying north of Downie- 
ville undoubtedly united in the 6 miles intervening between these ridges, 
they would be represented in the south ridge by a lesser number, and the 
writer is inclined to believe that at least 11 of the 20 channels either came 
from other sources, are secondary, or are intervoleanic rivers, owing 
their origin in part to the 6 miles of intervening territory now eroded 
away by the North Yuba river. 

Beginning on the east and naming westerly, these channels are known 
locally as follows: 
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American Hill 

Nebraska and Mabel Mertz. 
Maple Grove. 

Bald Mountain Extension. 


Prevoleanic. 
Prevolcanic. 
Prevoleanic. Sec. 
Prevolcanic. 
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White and blue quartz gravel. 
White and blue quartz gravel. 
White and blue quartz gravel. 
White and blue quartz gravel. 


City of Six and Deep Rock Creek. Prevolcanic. Sec. White and blue quartz gravel. 
Bald Mountain Channel, or Great Blue Lead. 


Deep Bald Mountain. 


North Fork. 


Redding and Young America. 


Corotoman, Upper Lead. 

Corotoman, Lower Lead. 

Lucky Dog, N. & 8. 

Lucky Dog, E. & W. 

Omega (Same as Lucky Dog 
E. & W.). 


Mountain House Drift Mine. 


Kanaka Drift Mine. 


Gale. 

True Grit. 

St. Clairs. 
Snowden Hill. 


Pleasant View and Orient. 


- 


Camptonville. 


White and blue quartz gravel. 


Intervolcanic channel of first age; at headwaters 
gravel is volcanic, but after leaving the Bald Moun- 
tain ground it contains so much quartz gravel that 
it could easily be mistaken for a quartz gravel channel. 


Prevoleanie. 
Prevolcanic. Sec. 
Prevoleanic. 
Intervolcanic. 
Early intervolcanic. 
Late intervoleanic. 


Late intervolcanic. 
Prevoleanic. 
Thought to be exten- 
sion of Mountain 
House Channel, 
prevolcanic. 
Prevoleanic second- 
ary or early inter- 
voleanic. 


Prevolcanic. 
Prevolcanie, but 
probably secondary. 


Intervoleanic chan- 
ne] of the fourth 
period. 

Early intervolcanie. 


Prevolcanic. 


White and blue quartz gravel. 
White and blue quartz gravel. 
White and blue quartz gravel. 
Mixed gravels. 


White quartz. 
White quariz. 


White and blue quartz gravel. 


Appears to have flowed north- 
erly, being the only one of its 
kind in this section. Average 
grade is about 40 ft. per mile. 

White and blue quartz gravels. 


All of these have been worked as hydraulic or drift mines or are now 
being developed. 

In the ridge lying south of Forest City these channels must all exist, 
although many of them have not been discovered. The ridge lying 
south of Alleghany contains some of them. The west end of this ridge 
is low, however, and some of the higher channels have been completely 
eroded away. As the deep canyon of the Middle Yuba lies next south of 
the last-named ridge, the next appearance of any of these channels is in 
Nevada county, where in a short distance they are merged into the great, 
deposits which fill the main ancient drainage basin, referred to above. 

Of all of the northern tributary channels flowing from Sierra county, 
there appear to be three main tributaries or systems within themselves: 
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1. The Camptonville channel heads well up in Plumas county and 
courses southwesterly through the western side of Sierra county, joining 
the main trunk at North San Juan, in Nevada county. The towns, 
Whiskey Diggings, Howland Flat, Port Wine, Scales, Brandy City, and 
Camptonville are situated along this channel. As much of the deposit 
was but thinly capped with lava, many large hydraulic mines operated 
here. 

2. The American Hill channel heads in eastern and central Sierra 
county. ‘The upper reaches of the channel are still undiscovered, the 
principal developments having been made in the vicinity of American hill, 
where extensive drifting and hydraulicking have been carried on. While 
this is not an especially large channel, it is by far the largest ancient 
tributary in the eastern portion of the mineralized zone. - 

3. The Great Blue Lead of Sierra County. This large ancient 
channel lies midway between the other two, heads in the high mountains 
of Plumas county and courses southerly through the central portion, which 
is also the richest portion, of the Father lode or serpentine contact zone, 
previously described. This main channel with its numerous large tribu- 
taries has been wonderfully remunerative. Wherever found in Sierra 
county it has been worked with large profits, yielding as a rule from 
$400 to $500 per linear foot where breasted, and is generally considered 
worth from $200 to $225 per linear foot in profits. 

This channel derived its name from the fact that its lower strata of 
gravel were of a bluish color, and at the time of its discovery it was sup- 
posed to bea portion of one main ancient river extending practically the 
full length of the State, paralleling the Sierras in a manner similar to that 
of the San Joaquin and Sacramento rivers. But upon the discovery of 
numerous other channels of similar character and off the line of this 
supposed single river, this ‘‘Great Blue Lead” theory gave way to the 
theory of an ancient drainage system complete within itself, on the order 
of the present-day drainage. This general fluviatic theory has proved to 
be the true explanation of the conditions. 

The term “Blue Lead” is misleading: It refers to the color of the 
material usually found in the lowest portions of the channel trough. The 
gravel itself is composed of white and colored quartz pebbles and boulders 
with a filling of sand, clay, mud, sediments, etc. The iron salts in this 
material have not been altered beyond the ferrous forms, as the material, 
due to its low position, is usually under water. The gold seeks the lowest 
places, and hence is usually found associated with the bluish material. 
The same material on the high rims or benches is white, brown, or reddish, 
as the iron salts have there been oxidized to the ferric compounds. 
When the “blue gravel’”’ is removed from the mine and exposed to the air 
and light it soon changes its color, or if the water has had a chance to 
escape from the low portions of the channel the gravel will not be blue. 
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The gold may be there whether the gravel is red, white, or blue, for the 
color is wholly the result of the conditions which control the underground 
waters. 

The term is usually applied to prevoleanic channels, often containing 
little else but white quartz gravel; it could be more fittingly applied to 
describe intervolcanic channels, which are usually filled with dark 
gravels. 

Why These Deposits are Suitable for Drift Mines.—To the north, near 
the head waters of the ancient streams, the channels are smaller, are full 
of big boulders, lie on very steep grades, are more deeply and completely 
buried with lava, and are harder to find and more expensive to mine, 
owing to the high altitude, severe climate, lack of roads, etc. To the 
south lie the broad ancient valleys, where the channels are from 1,000 ft. 
to a half mile in width; the gravel is generally small, light and sandy, 
and the deposits are from 100 to 500 ft. in depth. The gold is fine and 
scattered. No definite, absolute concentration has taken place. With 
the widening of the channels and a decrease in the grade, came a decrease 
in the velocity, so that the coarse gold was dropped further back in the 
hills, where the rims were more pronounced and the waters more confined. 

Therefore these great gravel deposits form ideal hydraulic, steam-shovel 
and dredging fields. 

Sierra county occupies an intermediate position between the two 
extremities. The channels are of medium size, varying in width from 
150 to 500 ft. The gold is fairly coarse, yet enough fine gold is associated 
with the gravels to warrant the use of quicksilver in the sluices. The 
concentration is good, the pay having been restricted to the one main 
trough and to the gravels confined to the immediate beds of the channels. 
The grades run from 2 to 5 per cent., so that cars may be trammed 
directly up the beds of the channels. The size of the gravel is medium, 
and the boulders are usually within the ‘‘one-man” size. The gravel is 
from 2 to 10 ft. thick, asarule. Thebreasts are usually carried about 6 ft. 
high, from 4 to 5 ft. being gravel, the remainder being bed rock. All 
of this gravel may carry some pay, and although most of the gold lies 
close to the surface of the bed rock, it usually pays to wash the entire 
body of breasted material. These conditions, when it is considered that 
the entire district through which these channels have flowed is highly 
productive of gold, mark Sierra county as the ibest_ drift-mining field 
known to gold miners. 

Furthermore, the facilities for mining make the field inviting. The 
country is well watered, and timbered, the climate is most healthful, 
towns and roads are built and mail and telephone service is at hand. 

A great many of the channels can be traced. The segments are of 
good length, averaging from 2,000 ft. to 3 miles, so that the discovery of 
only one segment may mean afortune. As the development involves con- 
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siderable expense, companies are usually organized for working these 
drift mines. The deposits are usually developed by means of tunnels, 
so that the mines are self-draining and the material can be handled by 
gravity methods. 

Effect of Modern Erosion on the Ancient Channels.—The ancient rivers 
flowed southerly. The modern rivers flow westerly and have cut away 
many miles of the older and higher channels and collected the gold. The 
deep canyons in which they flow are separated by high parallel ridges. _ 
The segments of the old channels appear near the tops of these inter- 
vening ridges still buried with the lavas, but having two ends exposed 
where the channels have been cut away by the erosion of the modern 
streams, as shown in Fig. 1. This peculiar condition has given rise to 
the expressions that a channel “enters,’’ ‘runs through,” “breaks out of” 
or ‘‘leaves”’ a ridge. 

To an observer standing at the bottom of one of the deep canyons the 
country appears remarkably broken and rugged; but from the tops of the 
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Fic. 1.—Errect or Mopmrn Erosion on ANCIENT DrarnaGE System, 
Srprra County, Cat. 


ridges the general view is that of a vast plain, sloping gently to the west- 
ward, and into which deep east-and-west grooves have been cut. 

Tracing Ancient Channels by Scientific Methods.—By applying engi- 
neering methods, many of the old channels can be traced through the 
country, across the canyons from one ridge to the next, by the identifica- 
tion of the segments found in the respective ridges. 

The pioneers discovered as early as 1851 that there were gold-bearing 
deposits high on the mountain sides. The gold in the shallow placers - 
was traced to these sources, but it was many years before the true cause 
of these deposits was understood. . 

To find the exact points where the channels “enter” or “leave” the 
ridges is often difficult, owing to the local landslides, deep loam, and 
dense vegetation. Wherever developed, these deposits have proved very 
rich. It appears that comparatively few of the ancient river segments 
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have been discovered and worked out; even in the mines opened up, 
many benches and tributary channels were overlooked, and in some in- 
stances, as in the Ruby mine, Forest City, the channel was lost after it 
had been followed and mined for half a mile. 

As the district has been held back through lack of transportation 
facilities, it is in many respects a frontier, and the field offers wonderful 
inducements to energetic engineers and development companies who 
are strong enough to carry the dead expense necessarily accompanying 
the extensive preliminary work. 


The Value of Ancient Channels 


It is impossible to get complete data on the production of the drift 
mines of California, but those which I have been able to secure are 
considered reliable. 

While the old channels in California have yielded from $100 to $250 
profit per linear foot, where the yield for fairly long distances is averaged, 
like modern streams they have short stretches of poor pay, empty pot- 
holes, and wide bars of low-grade gravel; so that before judgment is 
passed upon the value of a deposit the work should be carried to a stage 
far beyond that of mere discovery. 

The character of the bed rock often has a great deal to do with the 
richness of the gravel. Even in the Great Blue Lead, which averaged 
between $400 and $500 per linear foot for many miles, a place was found 
on serpentine bed rock where the channel was practically barren for 
more than 400 ft. In the Ruby mine, some unusually rich pay was 
found on the serpentine bed rock, so that the inference cannot be safely 
made that serpentine bed rock is always a sure sign of poor pay, although 
in the majority of cases it seems to be so. Any hard, homogeneous 
or slick bed rock is unfavorable; porphyries and granites are fair, while 
schists, slates, and especially the so-called “Calaveras formation,” are 
exceptionally good gold catchers. 

While it is the general consensus of opinion that Alaska and the 
Klondike are very rich gold fields, it is interesting to note that accord- 
ing to the data collected by A. H. Brooks, the average yield of the Nome 
streams was about $100 per linear foot, and that ofthe White Channel 
of the Klondike was only $380 per linear foot; showing that the average 
yield of the California channels was from $50 to $150 per linear foot in 
excess of that of the northern streams. 

In a general way it may be said that the ancient channels of Sierra 
county yield from $150 to $500 per linear foot. The Camptonville- 
Brandy City-Scales-Port Wine channel is said to have yielded about 
$1,000,000 per mile. The White Bear channel, near Downieville, was 
breasted from 40 to 100 ft. wide and yielded approximately $200,000 
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from 1,100 ft. Thenext 600 ft. of the same channel, worked by the 
New Monte Cristo Co., yielded about the same amount. For short 
stretches, this channel yielded as high as $400 per foot, and for about 
two years the average value of the gravel extracted by the White Bear 
Co. was $7 per car. The costs ran from 20 to 33 per cent. of the gross 
yield, exclusive of cost of plant and property. The mine had no road and 
all supplies were packed to the mine, on mules, and owing to the deep 
snow in winter nearly five months’ supplies had to be laid in each fall. 

. The Bald Mountain channel yielded a total of $3,100,000 from 7,500 
ft. of channel. The gravel in the central portion of the pay streak 
averaged from $3 to $7 per car load, but as the gravel could be mined 
and treated for from $1.25 to $1.44 per car, much low-grade ground was 
worked, and all material extracted from the mine, whether waste or pay, 
was charged against the total number of loads, bringing the general 
average down to about $2.17 per load. 

The Ruby and the Bald Mountain Extension gravel averaged from 
$2 to $5 per car load, the costs of mining and washing being about 
$1.25 per load. The Young America gravel mine, near Forest City, 
yielded $7 gravel for a long working period. The North Fork mine 
gravel paid $5 per load for hundreds of feet. This mine was not worked 
out and is now being reopened. 

It is usually safe to figure that each breaster will extract, on the 
average, about five car loads per day. The more breasters, therefore, 
in proportion to the outside men, the greater will be the profits, since the 
wage item is about 78 per cent. of the total operating expense. In the 
Jarger channels, where the development work is the most systematic, 
gravel averaging $1 per cubic yard, or about, 70c. per car, if free, will about 
pay for extraction. Cemented gravels require blasting and crushing or 
disintegration by use of mills or revolving trommels, so that the costs 
of mining and treating are from 50c. to $1.50 more per ton than is true 
of the free gravels. 

Throughout the Downieville-Forest City-Alleghany section gravel 
averaging from $1.50 to $2.50 per cubic yard is considered pay; but 
where such values are found richer gravel is usually found in the center 
of the pay leads. 
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(The Drumlummon Mine, Marysville, Mont. 


BY CHARLES W. GOODALE, BUTTE, MONT. 


With notes on other mines of the Marysville district by WALTER McDermort, 
London, England, and F. L. Sizpr, Dos Cabezas, Ariz. 


(Salt Lake Meeting, August, 1914) 


THE purpose of this paper is to review the history of the Drumlummon, 
one of the famous old mines of the West. 

Mining engineers, when sent to examine new mines in old districts, or 
to decide whether an old property, under new conditions, will pay to re- 
open, have had difficulty in learning anything authentic regarding work- 
ings which are under water, and historical facts about the working char- 
acter of the ore, the total production, and the value of the ore with 
increasing depth. Not many years elapse after the pumps are pulled, 
before maps, books and records are destroyed, and the value of the 
publications of the Institute would be increased if they contained the 
history of many old mines now abandoned. The unsuccessful efforts of 
the writer quite recently in trying to obtain reliable information about a 
gold mine which was reported to have produced several million dollars 
between 1880 and 1888, the workings of which are now partially caved 
and under water, impressed upon his mind the desirability of having a 
permanent record of old properties. In this particular case, the owners 
insisted that under present conditions of improved methods of treatment 
—particularly by the use of cyanide, which was not an applied process 
when the mine was operated, the property could be made to pay a hand- 
some profit on ore left in sight in the old workings, but no assay records 
could be found to confirm these assurances, and even the records of bullion 
shipments had been destroyed. If surveys and maps were made as the 
work progressed, no trace of them could be found, and therefore opening 
of the ground through a new shaft and drifts therefrom would be attended 
by some risk while exploring near the old workings. Fatal accidents by 
flooding under these conditions have occurred, and as an evidence that 
miners have fears of such dangers, it was urged upon the Mining Committee 
during a recent session of the Montana Legislature, by a delegation of 
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miners, that a law should be passed compelling mine operators to file maps 
of all workings in the office of the State Mine Inspector. 


Location 


The Ottawa mining district is located in Lewis and Clark County, 
Montana, and Marysville, distant from Helena about 18 miles in a north- 
westerly direction, and having an altitude of 5,360 ft.-above sea level, is 
the only town in the district. It is the terminus of a branch line of the 
Northern Pacific Railway, which leaves the main line at Clough Junction, 
8 miles west of Helena. Silver creek, which has its rise at Marysville, 
runs through the district, and empties into Prickly Pear creek, 6 miles 
above the junction of that stream with the Missouri river. Beginning at 
Marysville and for 4 miles down Silver creek, the gravels of the valley 
were very productive in gold, which was discovered in 1862, but the richer 
bars were not found until May 1, 1864. During the prosperous days of 
placer mining there was a lively town called Silver City, near the lower 
end of the diggings, and it was of such importance at one time that the 
county records were kept there. In the meantime, Helena was growing 
in importance, and there was a county-seat rivalry between that town and 
Silver. It is related that in 1865 the matter was settled when Col. W. F. 
Sanders of Helena went up to Silver on horseback, took the county 
records, rode back to Helena, and depositing the books there, estab- 
lished a new county seat. 

Records of yield from placer mines are very difficult to obtain, but it is 
probably safe to say that the Silver creek gravels produced $3,000,000. 
The gold was not of remarkable fineness (it would sell for about $14 per 
ounce); that is, it contained considerable silver, and, in view of the silver- 
bearing character of the ore from the principal vein of the district, the 
Drumlummon, this is not surprising. 

The gold from Last Chance gulch, where Helena is situated, sold for 
about $17 per ounce, and as this gulch was producing before Silver creek, 
it is probable that the creek got its name from the more silvery character 
of its bullion yield. 


History 


The Drumlummon lode claim was located by Thomas Cruse in 1876, 
although the ground had been covered by a previous location which had 
been allowed to lapse. Cruse had been working the placer mines of Silver 
creek, and after he had opened up some high-grade ore in the Drum- 
lummon claim, he built a five-stamp mill in 1880, and this marked the 
beginning of prosperity for the town of Marysville. Other locations of 
lode claims were made by Cruse and by other prospectors-as soon as the 
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value of the Drumlummon discovery became known. Fig. 1 shows the 
claims in the vicinity, with the course of the principal veins. 

In February, 1883, Cruse sold the Drumlummon and some small 
adjoining claims to an English syndicate, and the Montana Co., 


Fig. 1.—Tat DrumLuMMoN AND SurrounpING Lopr Crars. 


Ltd., was formed under the laws of England, with 300,000 shares at- £2 
each. Cruse received $1,000,000 and shares worth $500,000. The 
report on which the mine was purchased was made by John Darlington, 
an English engineer, in November, 1882, and the workings at that time 
consisted of shallow prospect holes, a tunnel about 200 ft. long which had 
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been run by Cruse single handed, and which cut the vein at a depth of 
about 140 ft., and 361 lin. ft. of development onthe vein. The orebody, 
as shown in a crosscut 50 ft. from the surface, was 65 ft. wide, but 
further exploration showed that this crosscut was run at the junction of 
the Castletown vein with the Drumlummon. The mine had then 
produced 6,000 or 7,000 tons of ore, part of which had been reduced in 
arrastres, but 3,780 tons had been treated in a stamp mill, and had 
yielded $144,539 in bullion. 


Development and Exploration 


The first work done by the company below the Cruse workings was to 
sink an incline shaft from the Cruse tunnel, and a new tunnel was started 
in 1883 at a point near the foot of the mountain. It reached the vein 
260 ft. below the Cruse tunnel and 400 ft. below the “discovery” in a 
distance of about 1,260 ft.; and was given the name “‘ Maskelyne,”’ in 
honor of the chairman of the board of directors. After exploring the vein 
for some distance northerly and southerly, a large excavation was made 
in the hanging wall of the vein at the end of the tunnel for a hoisting engine 
and headframe, and a new three-compartment incline shaft was started 
in the spring of 1886, having a pitch of about 68° from the horizontal. 
Two years later this shaft had reached a depth of 800 ft., and the vein had 
been opened up on the 500, 600, 700, and 800 levels, but ore values had 
decreased rapidly as depth was gained, and in the spring of 1888 Prof. 
Joshua E. Clayton was employed by the company to make a thorough 
geological study of the mine. In his opinion: ‘The impoverishment of 
the ore shoots below the 400 level is due to local causes rather than to 
permanent ones, where surface influences could not permanently affect 
the lode in so short a depth. . . . There is no geological reason for 
the lode becoming poor in so short a distance from the present surface, nor 
is there any chemical cause apparent for such a change in the metal con- 
tents of the lode. My conclusion is that the causes are purely mechanical 
and local, and not due to the or-ginal structure or other primal cause.”’ 

Sinking was resumed soon after, and by the close of 1891 the shaft, 
called No. 1, had reached a depth of 1,600 ft., with considerable develop- 
ment on the 1,000, 1,200, and 1,400 ft. levels. Connection had also been 
made on the 1,200-ft. level with No. 2 shaft, which was started in 1887 
from the 400-ft. level, 700 ft. south of No. 1. 

In the meantime the 400-ft. level had been driven several hundred feet 
south, and had discovered the 9-Hour shoot. Exploration of this ore- 
body below the 400-ft. level was by means of No. 3 shaft. 

From 1883 to 1910, when the ownership of the mine passed from the 
Montana Mining Co., Ltd., to the St. Louis Mining & Milling Co., the 
development and exploration work amounted to 123,500 ft., and as the 
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mine produced 1,150,000 tons of ore, the quantity per linear foot was not 
large—only 9.3 tons. This would indicate one of three conditions: First, 
that the veins were small; second, that the orebodies were widely sepa- 
rated; or third, that a great deal of unproductive work was done below 
and beyond the pay ore. The last condition applies to the Drumlummon, 
and it is doubtful if in any mine in the world the ground has been so thor- 
oughly prospected. 
Geology 


This subject has been thoroughly covered by the U. 8. Geological 
Survey! and will not be taken up at great length in this paper. Figs. 2, 3, 
4, and 5 have been copied from Mr. Barrell’s paper. 

Marysville is situated in an amphitheater, with high mountains rising 
all around it, except on the east, where Silver creek flows out. Quartz- 
diorite is the bed rock of this basin, and extends up the mountain sides for 
several hundred feet above Marysville on all sides. Overlying the 
diorites are the hornstones and slaty shales, and at a point about 400 ft. 
above the town and southeast of it, is the “discovery” of the Drum- 
lummon vein. This great lode, with a strike of about N. 15° E. and an 
eastward dip of 65° to 80°, has been opened up for a length of more than 
3,000 ft. and a depth of 1,600 ft. Practically, it is entirely in hornstone, 
the composition of which is shown in Table I; but as it is near the horn- 
stone-diorite contact, which has a very jagged outline, the diorite appears 
as vein walls at many points, where tongues of this rock extend eastward 
from the main body. 


TaBie I. 
A B ; 
Barren Vein Matter Foot-Wall Hanging-Wall 
1 to 3 ft. wide Hornstone Hornstone 
Per cent. Per cent. Per cent. 
SOs wena. 23 58.2 62.5 
OCD ises ercmiven, tote PY 3.4 3.4 
(GEO es Be Cire Sper 7.9 5.2 
MeO ican: 5.2 rs 2.3 
AME OP Roeper 4.6 18.0 18.5 


Fig. 2 shows the position of the vein in reference to the contact. 
Below the 400-ft. level the grade of the ore decreased rapidly in 
value, and while considerable tonnage was extracted below the 
1,000-ft. level, it is doubtful if the bullion yield returned a profit over 
mining and milling cost, beyond that depth. On the 1,600-ft. level, where 
there is nearly a mile of exploration drifts and crosscuts, the vein which had 
yielded so well in upper levels ‘gave assays of only a dollar or two in gold 


‘ Toaopt Busrell: Ceniens ‘of thet Marysville District, Montana, Professional Paper 
No. 57, U.S. Geological Survey (1907). 


ee ee ee 


—— 


THE DRUMLUMMON MINE, MARYSVILLE, MONT. 263 


and silver from selected pieces. The ore occurs in distinct shoots, which 
have a decided trend or rake to the south. This is clearly shown in Fig. 6, 
with the names given to the various shoots by the management, and it will 
be noted that two of them do not extend to the surface—the Jubilee and 
Jubilee No. 2. 

In width the lode varies from 15 to 25 ft. in its widest and productive 
portions, to less than an inch at one observed point in its pinched and 
barren region. For hundreds of feet along its strike it shows between well- 
defined walls from 1 to 3 ft. of soft material, almost free from quartz and 
of the character which is shown in Table 1. 
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Fig. 2.—APPpROXIMATE RELATIONS OF GRANITE BOUNDARY BETWEEN THE SURFACE AND 
THE FourtH Lrve.,’ DrRumMLtUmMMon Mine. 


In Bulletin No. 213 of the U. S. Geological Survey, W. H. Weed gives 
a- good description of the Drumlummon vein, from which the following 
quotation is made: 

“Tt is a fault plane with white opaque quartz inclosing angular frag- 
ments of black, green and drab slates, which are sometimes distinct and 
unaltered and at others have been much decomposed. Where the ore- 
bodies are found the replacement has been complete and the former 
presence of the fragments is only recognizable by the outlines of the 
banded quartz. . . . . This vein, which is the largest and the 
most productive in the district, consists in its lower levels of a mass of 
angular rubbish, derived from the walls of the fissure, and in places 
cemented by quartz, in other places still retaining its original character. 
It may also be said that the ore shoots were well defined 
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and the intervening vein matter barren and unworkable. The pitch of 
the ore shoots conforms to the Be habit, dipping to the right when 
looking down the dip of the vein.’ 

The walls are usually indistinct in the predueuse parts of the lode, but 
in the barren portions they are well defined. T. A. Rickard in his paper 
on Vein Walls? gives some interesting notes regarding the walls of the 
Drumlummon vein, and he also comments on the fact that the vein is 
only productive where it crosses the strata of the slates at an oblique 
angle, being unproductive where the crossing is at, or near, right angles. 

The Castletown lode has a strike about N. 40° E. and dips to the east- 
ward at about the same angle as the Drumlummon. It joins this vein on 
the hanging-wall side in the ‘No. 1 South shoot.” The walls are slate, 
or hornstone. 

In 1893 an important discovery was made when, after a Sedat exami- 
nation of the Castletown workings in and above the 2A level, it was decided 
to drive a crosscut into the hanging wall of that vein on the No. 3 level. 
At a distance of about 40 ft. a new orebody was found, which was soon 
opened up on all levels down to the 1,000, and yielded a large tonnage of 
good ore (Fig. 7). When fully developed it was found that this vein, 
which was given the name New Castletown, united with the Castletown 
on strike to the northeast, and formed a junction on its course southerly 
with the Drumlummon lode in the Sampson shoot (Fig. 2). The dis- 
covery of this new orebody led to further hanging-wall explorations, and 
one crosscut 210 ft. in length was run into the hanging wall of the New 
Castletown on the 400-ft. level, but without result. 

-The North Star vein, with a strike of N. 80° E. and nearly vertical - 
dip, was very productive and yielded pay ore to a greater depth than the 
Drumlummon, or to the 1,200-ft. level (Fig.8). It was given this name in 
the early history of the mine when it was supposed to be the same vein 
as the one discovered in the North Star claim, but later developments 
proved that the latter vein was the same as the Castletown. | 

The relation of the so-called North Star vein to the others of the sys- | 
tem is shown in Fig. 3. In the professional paper by Joseph Barrell, 
previously mentioned, he says: ‘The other important vein is the North 
Star and its continuation, the Empire. This cuts across the Drumlum- 
mon and on the seventh level, where the relations are well exposed, it is 
seen to be younger than the Drumlummon, but has not faulted the older 
vein, which is here rather poorly developed, consisting of a mesh of quartz 
veinlets in brecciated slates.” This statement is in conflict with views 
held by many geologists who have studied the mine; for at the intersection 
of the two veins on the 400-ft. level, there are evidences that the Drum- 
lummon faulted the North Star, although it must be admitted that their 


* Trans., xxvi, 193 (1896). 
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attention was never called to the condition on the 700-ft. level, which 
led to Mr. Barrell’s conclusions. There is some foundation for the belief 
that the North Star does not extend beyond or into the hanging-wall of 
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Fig. 4.—Verticat Section, DRuMLUMMON MINE. 


the Drumlummon, and that the Empire vein, like the Castletown, joins 
the Drumlummon on its hanging-wall side; the occurrence of the two veins 
in the walls of the Drumlummon at points nearly opposite each other being 
only incidental. Supporting this view are two facts: First that the strike 
of the Empire (N. 35° E.) is quite different from that of the North Star 
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(N. 80° E.), and is more inclined to be parallel with the Castletown. 
Second, mineralogically, the Empire resembles the Castletown and the 
Drumlummon, and is not at all like the North Star. The ore extracted 
from the latter contained very little silver, and the only sulphide mineral 
observed was pyrite, while from the former, high-grade silver minerals 
were obtained, and also some copper in combination with sulphur, 
antimony, and arsenic. In the oxidized portions a good grade of ore in the 
Drumlummon, Castletown, and Empire veins was indicated by the pres- 
ence of carbonate of copper, and some fine specimens of azurite were 
found. Perhaps the difference above noted will sustain the contention 
that the veins were not of the same age, but if so, which is the older? 
If it is argued that the mineral character of a vein is influenced by the 
nature of the country rock in which it occurs, and not by its age, why was 
there no change mineralogically in the North Star when it passed out of 
diorite into hornstone or slate? The ratio of gold to silver in the North 
Star ore was about 1 to 3 in ounces, and this held true where the vein 
had slate walls, as well as where the inclosing rock was diorite, while in 
the other veins above mentioned the ratio varied from 1:10 to 1 : 20. 
It is worthy of note that nowhere along the contact between the diorite 
and hornstone were bodies of ore found. 

The discovery of pearceite, an arsenical polybasite, in the Drumlum- 
mon mine is interesting in this connection. In 1895, Dr. Richard Pearce 
was shown some beautiful crystals of this mineral which had been found 
in the 500-ft. stopes of the New Castletown vein, and sent a specimen to 
Prof. S. L. Penfield of Yale, who gave a full description to the Colorado 
Scientific Society.? The analysis of the specimen was as follows: 


Per cent. 

Sup DAE eeepc se eater: a ha Tye o7Ss 
APSENI CRS eae oocyte Meh) 
Sil Vetere Sem oe ican cine ee eras 5b. 17 
(OR OF SOE a «Cie RO Tea CCR Cre Re cenERS 18.11 
NREL «chat coh Dect gS aCe eh eae oe ee eae 1.05 
hn SOlubLeme tens Sek oe. Loree 0.42 
99.85 


- Professor Penfield says: 
“Tt cannot claim to be a new mineral, for as an arsenical variety of 


polybasite it has previously been recognized, although no special name 
has been assigned to it. . . . . While recognizing that antimony and 
arsenic are isomorphous and may mutually replace one another, it is 
customary and has been found convenient in mineralogy to consider the 
sulphantimonites and sulpharsenites as distinct species, and to designate 


3“On Pearceite, 2 Sulpharsenite of Silver, and on the Crystallization of Poly- 
basite,” Proceedings Colorado Scientific Society, vol. v, p. 210 (1894-1896). 
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them by different names, and the author proposes that hereafter the name 
polybasite shall be restricted to the antimony compound AgsSbSe, and 
to make of the corresponding arsenic compound AgsAs%¢ a distinct species. 
For the arsenical mineral he takes pleasure in proposing the name pearce- 
ite as a compliment to his friend, Dr. Richard Pearce, of Denver, whose 
keen interest in mineralogy and connection with one of the large smelting 
and refining works of Colorado have made him known both to scientific 
men and to those interested in the development of the mining industries 
of the Rocky Mountain region.” 

Some beautiful crystals of quartz replacements of calcite were found 
in a large vug in the 900-ft. workings of the North Star vein, where the 
walls were slate. Photographs were taken of the best specimens before 
they were sent to the Smithsonian Institute, Washington (Fig. 9). 


Mining 
In developing the mine practically no timbering was required in drifts 
and crosscuts, as the hornstone was very hard and there was very little 
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Fig. 7.—Lonairupinau Section or tap New Castietown Lope, Dec. 31, 1896. 
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disintegration on exposure to the air. In the orebodies, after putting in 
stulls over the drifts and placing the chutes at proper intervals, stoping 
was continued without timbering, only enough ore being drawn out to 
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allow room for ore breaking, and therefore in the most productive era of 
the mine there was a large tonnage of broken ore in the stopes, the value 
of which was known from daily samples taken from the faces of the work- 
ings. Square sets were used in only one orebody in the mine, the 9-Hour, 
where the walls were treacherous, and the excavations had to be filled 
with waste as the stoping progressed. 

In 1890, when new ground was being opened up rapidly in depth, it 
was apparent that provision should be made for a pumping plant of large 
capacity, and a Cornish pump was purchased, at an outlay of about 
$55,000, including partial installation at No. 2 shaft, where a large cham- | 
ber was excavated and timbered in the hard hornstone. As the ground 
in deep levels drained down, the flow of water diminished greatly, and 
the installation of the Cornish pump was never completed, but in 1895 
a Riedler, having a capacity of 400 gal. per minute, was placed in the 
1,600 station of No. 1 shaft, and a great saving was made in draining costs, 
as this equipment replaced a system of pumps on the 700, 1,000, 1,200, and 
1,600 ft. levels. The pump ran at only about one-third capacity at first, 
but extensive exploration in the 1,600-ft. level during the next two years 
increased the volume of water so greatly that it was considered advisable 
as a matter of safety to install another Riedler. This was a larger pump, 
its capacity being 500 gal., but it easily handled the entire flow, 468 gal. 
per minute under a head of 1,230 ft. Before this pump was installed, 
a crosscut had been driven westerly more than 700 ft. for the purpose of 
developing the North Star vein, and as the flow of water became somewhat 
alarming, a concrete dam was placed in the crosscut, so that the duty of 
the pump could be controlled. By the time the new Riedler was ready 
to run, the pressure at the dam went up to 264 lb. per square inch, repre- 
senting a head of more than 600 ft. 

The hoisting engine at No. 1 shaft was of the first-motion type, 
arranged to run single or in balance, and its cylinders were 20 in. in diam- 
eter by 60 in. long. 

No. 1 and No. 2 shafts, in which cages were used, were of the same 
size, 14 by 44 ft. in the clear, and were timbered with 10 by 10 in. Oregon 
fir, which cost $20 per thousand feet at the mine. The sets were 6 ft. 
apart, each set containing about 1,410 sq. ft. of timber, and the cost per 
foot for timbers was about $6.50, including labor of framing—the total 
cost averaging about $100 per foot. In explanation of this high cost it 
should be stated that it included the cost of excavating and timbering 
the stations, and that the rock was extremely hard and very difficult to 
break, owing to the angle at which the shafts crossed the stratification. 
Adolph Knopf calls the rock wollastonite and diopside,* but the analyses 
in Table I do not support this classification. 


4Ore Deposits of the Helena Mining Region, Montana, Bulletin No. 527,-U. 
S. Geological Survey (1913). 
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On May 8, 1892, a fire started in the 1,200 station of No. 1 shaft, and — 
as the draft was strong through the level from No. 2 shaft, the fire raced 
up through the timbers with great rapidity. Before an adequate supply 
of water could be poured into the shaft, the flames had reached the 400 
station, and 800 ft. of timbering was practically all destroyed. The fire 
was discovered by the night shift going into the mine. Hose lines were 
run into the tunnel from the fire pumps in the boiler room, and by stretch- 
ing a wet blanket across the tunnel and pushing it ahead, the men were 
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able, several hours after the fire started, to get close enough to the shaft 
to put water into it, and also to save the station timbering and head frame. 
Not less than 5,000,000 gal. went into the shaft and the water rose to the 
700-ft. level. The difficulty in extinguishing a fire in an incline shaft 
will be readily understood, for the water thrown into the shaft could not 
be effectively used. Nothing was done toward retimbering the shaft 
until the early part of 1893 and after the reorganization of the company. 
Owing to interruptions based on financial conditions, the repairs were not 
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completed to the 1,600 level until the middle of 1894. The burning 
_ timbers above the 1,200 had fallen down below that level, and the shaft 
was badly damaged all the way down to the 1,600 station. Furthermore, 
much of the timbering in the stations above the 1,200 had to be renewed, 
and the removal of the tangled and twisted pipes, which carried air, water, 
and steam, increased the cost of repairs; but as the shaft was in hard 
slate all the way, there were no serious caves. The origin of the fire was 
never known, but afterward while the superintendent was waiting in 
one of the stations for some blasts to go off, he noticed that the heavy 


Fia. 9—CryYstTaLs oF QuaRTzZ REPLACING CALCITE. 


concussions caused movement in a defective splice of the electric-light 
wires, and a fire started in some dry timbers just over the wires—so it 
was always regarded as quite possible that the fire in No. 1 shaft started 
in a similar manner. 

The cost of drifting and crosscutting varied from $10 to $14 per foot, 
and the total mining cost per ton of ore was from $3.50 to $4, of which 
about $1.50 was for development work. 


Milling 


The first mill for the treatment of Drumlummon ore was erected by 
Thomas Cruse in 1878, and contained five stamps. Shortly after the 
VOL. XLIX.—18 
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purchase of the property in 1883 by the English company, another battery 
of five stamps was added, and two amalgamating pans and a settler. 
In 1884 a 50-stamp mill was completed and provision was made for ex- 
tracting the rich sulphides by treating the battery pulp on Frue vanners 
after it left the amalgamating plates. The feed boards of the vanners 
also carried amalgamating plates, and the mill was equipped with pans 
and settlers. 

With the ore carrying about 4 oz. gold per ton, and from 7 to 12 oz. 
silver, the bullion from the plates was of about the following fineness: 


Gold Silver 


Battery platess<< ac: nes oe ele sts ne 540 440 
Vanner platesiasess .h.cerecie ee ere sce 380 600 


There was a notable accumulation of amalgam on the plates.® 

Two years later a 60-stamp mill was erected and began operations in 
November, 1886. It had two vanners for each battery of five stamps, but 
no pans and settlers, the duty of this mill having been to treat the lowest- 
grade ore from the mine, and particularly that low in silver. The stamps 
weighed 750 lb., the drop being from 7 to 9 in., 96 times per minute, the 
screens were of 30-mesh steel wire, and the average daily duty was 1.9 
tons per stamp. ‘The cost of this mill was $128,340. 

In the years when the mine was making its best output the yield of the 
ore was about 1 ton of concentrate from 135- tons of ore, but as this 
product was very rich, carrying from $300 to $600 per ton in gold and 
silver, it contained about 22 per cent. of the values recovered from the 
ore. 

The cost of treatment was at out $4 per ton in the 50-stamp mill, and 
$1.15 in the 60-stamp mill. 


Cyaniding 


In 1896, under the direction of C. W. Merrill, tests were made in a 
small experimental plant, with a view to working the tailing from the 
mills by cyanide treatment, and the results were so favorable that a 


plant was built the next year, at a cost of about $66,000, and having a - 


capacity of 400 tons per day. The equipment included several miles of 
railway of 36-in. gauge, with Porter locomotive and cars, the tailing 
having been impounded by five dams located along Silver creek for 
about 4 miles. Additions were made to this equipment a few years later, 


5Trans., xxvi, 33 (1896). 
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involving an expenditure of about $38,000, and by the close of 1907 all 
the tailing had been treated, amounting to 824,570 tons. 


Total Per Ton 

NG PCTOR DOCG ne eens oe een cs $1,954,050.78 $2.37 
EXP CISCO MARE RTE MET ee ete eet eels cdc che 1,111,106 .57 1.35 
TEPAOVEN Ds oo Speci ots San ee ee $842,944 .21 1.02 

Tailing Recovery Residue 
Ses Per Ton Total Per Ton Total Per Ton 
tents 
Gold, ounces........ 113,178 0.137 80,195 0.097 32,983 0.04 
Silver, ounces....... 1,424,513 1.728 682,400 0.828 742,113 0.90 


Percentage of recovery: gold 71; silver 48 per cent. 


The average cost per ton was $1.35, but this included a charge of 
$0.125 for redemption of the capital invested in the plant. A summary 
of the costs per ton for the year 1904, when 95,490 tons were treated, 


follows: 


NEUES. <0 0S eae ae Re ae oe nan ai, Se ae a $0.15 
SAT SDOPEA LOM ee cme pment ned niin is eres coke Sans. iH et esira 3 0.10 
J baatjaxey aban haves. °°8 ccs Set ares a cris UA ROTORS CANOPEN MIE 28 cM oto 0.02 
Supplics=: eC yanide: | ya. ss cles cues so sen $0.375 
VAN Gas 5557 Noth to BO Me ee 0.060 
IBTEEN(S mg reacts Seta pen eal Seda 0.025 
1 Dhitsl enya ce See ae a eo ae seme, aes 0.115 
Sundries Pepaent iP ncrsenar ieee 0.105 
0.68 
(perntiretiabaren septa teak SaOt oe Rael. Mig wife iaw es age Snap 0.20 
SUDCLInteNd Cl Ge meee ene Aenean tae ces wlctiys wb aur a enone 0.04 
AWAD az Reet at ay a age he i ea $1.19 


Per cent. 
(Gola erent ee nS ct beg MOR Ph ciae Oh DH 
IL VCTeRIM Nee SEL adr thas ye) hE ARNE ote als 3 15.00 
(E55) LY ee RY a aR oe SA a oN 6.70 
PANIC «oxo hans he ee ES CL en eae 38.00 
Caleriit carbonate) on uc. aoe le Sages ows 25.00 
1.10 


276 THE DRUMLUMMON MINE, MARYSVILLE, MONT. 


Production 


The best year of the mine was 1887, when the yield of the ore averaged 
$27.21 per ton, and dividends amounting to nearly $920,000 were paid, 
but the grade of the ore did not keep up as depth was gained, and in 1892 
a combination of misfortunes—the fire in No. 1 shaft, a flood, a bad cave 
in the 9-Hour stopes, and expensive litigation, made reconstruction of the 
company a necessity. This was effected Dec. 15, 1892, and a new name 
was adopted, the Montana Mining Co., Ltd. 

The following table shows the production of the Montana Co., and of 
the Montana Mining Co., up to the time when the property passed to the 
St. Louis Mining & Milling Co. 


Ore Tailing Total Net ees e Divi 
Tons Tons Yield dends 
Ore 
1883-1892 Montana Co...... 575,809 $8,498,794 $14.76 
1883-1892 Montana Co...... 14,9254 59,849 . £537,057 
1893-1910 Montana Mining Co. 572,641 4,719,131 8.24 
1893-1910 Montana Mining Co. 14,975a 34,000 - 
1893-1910 Montana Mining Co. _ 824,570b 1,954,051 90,355 
| 1,148,450 $15,265,825 £627,412 
a Tailing treated in amalgamating pans. 
b Tailing treated in cyanide plant. 
Total Production Oz. 
Gold scant ouch lee a ane cre oes eee eae eee 568,898 
BILVer ra tee seen Ec ene ae ee 4,982,942 


Tur Prnopscot AND BeLMont MINES 
BY WALTER MCDERMOTT, LONDON, ENGLAND 


Mr. Goodale has asked me for some notes on the other mines of the 
Marysville district, particularly the Penobscot, but it is more than 
30 years since I was connected with that mine and the Belmont, and 
I am afraid I can contribute very little of interest. The following is 
mostly taken from old reports in my possession: 

The Penobscot was located in 1872 by Nate Vestal, and created a great 
excitement a few years later from development of very rich ore near the 
surface. The first ore was worked in two small arrastres and a little five- 
stamp mill on Silver creek, a mile and a half below the mine. With 
this equipment $80,000 had been produced from ore yielding $20 a ton 
as an average. 
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In 1878 a 14-ft. vein of good ore was found. On the strength of this 
find the mine was purchased for $400,000 by the Penobscot & Snowdrift 
Consolidated Mining Co., the capitalization being $500,000. William 
Frue, inventor of the Frue vanner, with friends in New York, raised the 
capital for purchase and equipment, and controlled the operations for 
some time; he also purchased the Belmont mine. 
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Fie. 10—Loneirupinay Section or Penosscot Mine, Mar. 15, 1880. 


Fast 


The first ore taken from the big vein was very rich, 685 tons yielding 
$80,798 in the first five months of 1878. Mining and milling costs were 
about $10 a ton. This ore was treated in the arrastre, and the tailings 
from it assayed 1 oz. in gold and 2.05 oz. in silver. Some samples as- — 
sayed from vein widths of 6 ft. yielded better than $1,000 gold per ton. 
The average silver content was about 10 oz. 
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Fig. 11.—Srcrion or Betmont Mine, Apr. 22, 1880. 


Reports made at the time the property was purchased were very 
flattering. The average assays of the workings were given as $30 gold 
and 3 oz. silver per ton. 

In spite of this encouraging start, the results proved disappointing to 
the stockholders. The value did not persist in depth and the ore shoots 
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proved to be very erratic and pockety. The Bonanza shaft was sunk 
to a depth of 330 ft. but yielded unsatisfactorily below a depth of 160 ft. 
In addition to erratic values, the vein widths also varied rapidly. The 
vein was in silicified shale near a granite contact. Its strike was north- 
east-southwest and the dip was 75° to 80°. 

During the period from September, 1878 to January, 1880, 14,307 
tons of ore were mined and milled, yielding $251,661 in bullion. The 
expenses for that period, outside of purchase of mine, were $268,513, 
showing a loss of $15,852. From the above, the average bullion yield 
per ton is seen to have been $17.59. 

Soon after this the property was closed down, remaining idle for sev- 
eral years. Later it was worked on tribute for a time. 

Operating costs at that time were not so excessive as one might think, 
considering the cost of transportation and supplies. It was 204 railes 
from Helena to the terminus of the Utah & Northern Railway, 52 hr. by 
stage. The average mining costs, including extensive prospecting, were 
$8.60 per ton, and milling costs were $2.98 per ton. 

The mine water, about 35 gal. per minute, was used in the mill. The 
35-h.p. hoisting engine was also used to run the Blake crusher. 

The ore was hoisted in iron buckets of 750 lb. capacity, sliding on 
skids in the inclined shaft. With a mine yield of 1,100 tons of ore per 
month, hoisting and pumping cost 68c. per ton. 

A system of tram lines brought the ore from mine to mill. From the 

shaft the ore was trammed 200 ft. to the crusher, from which it was carried 
on a double-track gravity tram 3,300 ft. long to the ore house, and from 
there it was trammed 300 ft. to the mill. The gravity tram had cars of 
23 tons capacity, and could keep the mill going by running 2 hr. out of 
the 24. Tramming costs were figured at 29c. per ton. 
_ The mill was considered a very fine one for those times. It was fur- 
nished by the Fraser & Chalmers Co. of Chicago, and had 40 stamps, 
each weighing 650 Ib. The stamps dropped 70 times per minute 
with a 7-in. drop. Forty-mesh screens were used and the capacity was 
rated at 13 tons per stamp per 24 hr. 

Below the plates there were four Frue vanners, and the vanner tailings 
were run through blanketed sluice boxes. About 75 tons of concentrates, 
containing lead as sulphide and carbonate, and averaging $50 per ton, 
had accumulated up to 1880, but there was no smelter near enough to 
handle this product profitably. 

A 68 per cent. saving was made by the mill, the tailings assaying $8.30 
per ton. 

The 40-stamp mill cost about $40,000. After the 40-stamp mill was 
in operation, the arrastre was no longer used. The arrastre plant was a 
rather pretentious affair, consisting of four grinding tubs, three 
amalgamating tubs, and one settler. 
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In 1880 the Belmont mine had a 20-stamp mill. The property looked 
very encouraging at this time, having yielded $104,238 from December, 
1878, to April, 1880. The yield per ton was between $8 and $20. Mine 
and mill costs were about $6.50 per ton. 

The Belmont vein was in silicified shale in the upper levels, but ran 
into the granite with depth. The ore paid fairly well in the upper levels, 
but petered out in value and regularity below. The change of country 
rock in depth appeared unfavorable in the case of the Belmont. 
~The Belmont mill had shaking copper plates in addition to stationary 
plates. These were attached to the Frue vanners as feed aprons, and, 
fitted with two low riffles (top and bottom), not only made an additional 
regular saving of gold after the fixed plates, but were effective in catching 
hard amalgam when careless work at the batteries in feed of quicksilver 
caused occasional losses. Four vanning machines concentrated the tail- 
ings from the plates. The concentrates were treated in an amalgamation 
pan and settler. 

In general it may be said that all the early day mines of the Marysville 
district, except the Drumlummon, were disappointing in depth. 


THe Empire MINE 


BY F. L. SIZER, DOS CABEZAS, ARIZ. 


The Empire Mining Co., Ltd., of London, England, was organ- 
ized early in 1886, to take over the Empire mine, owned by Hickey and 
Cotter, and the Whipperwill mine, owned by Nate Vestal, who had dis- 
covered the Penobscot mine a few years earlier and sold it for a half 
million dollars. The claims in the Empire group are shown in Fig. 12. 

The Empire mine was little more than a prospect, opened by cuts and 
shallow shafts, none of them over 70 ft. deep, but already showing a good 
body of high-grade gold-bearing quartz. 

The Whipperwill mine had been worked to a depth of 350 ft., and had 
produced largely, but, at the time of the organization of the Empire 
Mining Co., had not been in operation for nearly 10 years, and most of 
the workings were caved and inaccessible. 

The writer became the first manager for the new English company 
and, after a few necessary repairs to the old 10-stamp mill, in Coombes 
gulch, a mile below the mine, started milling operations on ore which 
averaged about $20 per ton. This ore was readily amalgamated and a 
high percentage was usually saved. Inside amalgamation was the 
method in use in the old mill. 

The locality on the west side of Belmont mountain, 5 miles from 
Marysville and 13 miles south of Gloster, was a heavily timbered country, 
cut by deep gulches and subject to a heavy snowfall, which made the 
spring months difficult ones in which to start an operation. 
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Repair of old roads and building of new ones was the first order of 
business, and, while Marysville afforded some supplies, Helena, 27 miles 
distant, was the principal supply point, everything then coming by wagon — 
over a heavy grade from Marysville, or the longer route, by Silver City 
and the Little Prickly Pear creek, a distance of 35 miles. 

A telephone line to Marysville was one of the first things constructed 
and by midsummer of 1886 Empire was a bustling camp. 


NOTE:-Veins are drawn with dotted fines on tunnel level. 


Fig. 12.—Emprrn Group, SrempLe Mrnina District, Monrana. 


A daily stage to Marysville brought mail and passengers, and as much 
freight as a four-horse team could handle, sometimes obliging the passen- 
gers to walk up the steep grade. Occasional visitors who drove out by 
team from Helena thought the descent into Coombes gulch altogether 
too steep for wheeled vehicles and sometimes tied their teams at the top 
of the hill, coming down to the mill on foot. 
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The Drumlummon mine was in full swing, with the 50-stamp mill in 
operation and the 60-stamp gold mill under construction. A number 
of the same Englishmen were large owners in both properties. 

The initial development of the Empire mine was the driving of an adit 
at the west end of the claim, through the hard metamorphosed black slate 
which, at a distance of 120 ft., cut the Empire vein. From this point 
levels were driven, both east and west on the vein, and this constituted 
the main working level. 

I well remember that this rock was so hard that a good crew of miners 
who had taken a contract for driving the adit at $20 per foot, threw it up 
in despair at less than 40 ft. in. This adit was afterward extended 
straight into the mountain, in a northerly direction, and at 1,100 ft. cut 
the Whipperwill vein at a depth of 500 ft. where the vein was practically 
barren. The entire length of this 1,100-ft. working tunnel was in the 
metamorphosed black slate, without any intrusion of quartz-diorite or 
porphyry and, so far as my development of the Empire vein went, there 
was no change in the country rock. 

The higher-grade Empire quartz was generally slightly copper stained, 
and all the surface ore highly oxidized, iron predominating. There was 
enough copper in the tailings to prove a serious drawback to their treat- 
ment by the cyanide process, which was attempted several years later, 
but not enough for us to receive pay for the copper in the concentrates, 
except in one shipment. There was very little silver in the ore, generally 
an ounce of silver to the ounce of gold, and the bullion ran about 700 in 
gold fineness, 298 in silver and 2 in copper. The Whipperwill quartz 
contained no copper, was generally harder, and the better grade of ore 
was the rose quartz and purple-stained amethystine quartz, some of the 
crystals obtained there being beautiful cabinet specimens. 

The Empire vein had a nearly east-and-west strike, dipping to the 
south at 70°, while the Whipperwill, parallel to the Empire vein in strike 
and occupying the crest of the ridge, was dipping north at about 80°. 
There were no cross veins intersecting the Empire and Whipperwill veins 
‘ and no faulting of either of them, although the Smithville (the western 
extension of the Empire vein) had a strike of about N. 60° W., and there 
_ was a radical change in the character of the vein quartz on this west 
extension of the Empire. 

The richer portion of the Empire was between the surface and the 
300-ft. level (the adit above mentioned being the 420-ft. level), and on the 
300-ft. level, and just above it, was some of the richest gold-bearing quartz 
ever taken out of any mine in the district. 

A peculiar feature here was a slab of galena ore on the hanging-wall, 
' very rich in gold and associated with copper-stained quartz, which ex- 
tended for a length of 150 ft., a height of 40 or 50 ft., anda thickness of 
from 2 or 3 in., on the edges, to a thickness of 10 in. in the middle. At 
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no other point in the mine was galena ore ever encountered. ‘The Empire 
vein had an average width of 6 ft., some of the stopes opening to a width 
of 16 ft. 

Below the adit mentioned a winze was sunk to a depth of 130 ft., and 
levels run from the bottom, east and west, making this depth from surface 
550 ft. below the highest point of outcrop at the east end of claim. At 
this depth there was no pay ore, the vein showing for the most part as a 
fissure filled with crushed slate, devoid of value, and what quartz there 
was tending to sprangle out into the slate walls as insignificant seams. 
No pay ore was taken out below the tunnel level, with the exception of 
about 40 ft. in depth, and this was a short shoot. 

The Whipperwill vein was about 4 ft. in width, opening to 10 ft., 
but at a depth of 500 ft. was so uniformly low grade as to preclude the 
possibility of working it at a profit. This was also true of the Smithville, 
the western extension of the Empire vein, which was devoid of copper- 
stained quartz and was generally of a value below $6. There was no 
exploration of the Whipperwill vein below the working-tunnel level, 
during my time, though I have some recollection of having heard that a 
shallow winze was sunk, in later years, with no profitable results. 

During 1886, amalgamation, both inside and outside the mortars, was 
tried and a five-stamp battery of light stamps, high drop, for an ex- 
periment, and Frue vanners for saving the concentrates, were added to 
the old mill. With the high-grade surface ore a fairly prosperous year 
resulted; so that before the end of the first year’s existence of the Empire 
company a 15 per cent. dividend was paid, and authorization made for a 
new mill. 

The concentrates did not constitute more than 5 per cent. of the total 
mine output; and were usually below $100 per ton in value, and from only 
one locality, that above the 300-ft. level, as mentioned, did I ever receive 
pay from the smelters for lead in the concentrates, although all the con- 
centrates carried a considerable percentage of lead, much of it in the form 
of carbonate. One shipment gave the following assay: Gold, 4.2 oz., 
silver, 29.4 oz.; lead, 36.5 per cent. The total output in two years, under 
my management, was a little over a half-million dollars—all from the 
Empire and Smithville veins, but none from the Whipperwill. 

Doubtless because of the fact that the Montana Co., Ltd., at Marys- 
ville, had just completed a 60-stamp mill, the Directors declared in favor 
of a mill of the same size at Empire, and by April of 1887 the work of 
excavating for foundations was begun. Deliveries of lumber and 
machinery were slow, owing to the long wagon haul, so that it was late in 
November before the first 40 stamps were in operation and the remain- 
ing 20 stamps, about the end of January, 1888. A substantial and up-to- 
date mill was the result, and a monthly crushing capacity of 5,000 to 6,000 
tons was the average. 
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To supply this larger mill very rapid work in the mine was necessary, 
and, because of the failure of the lowest levels to develop any new ore, a 
lower average grade ore was supplied to the mill. A rail tramway con- 
necting the main adit level with the mill proved a cheap method of 
delivering the ore, and the whole operation was systematized and con- 
stituted a model operation, stimulating other prospecting and mining 
work in the district. 

Marysville became a lively center and, for the succeeding eight or ten 
years, was a prosperous mining camp, obtaining rail connection late in the 
year 1887. 

The Stemple district has always been one prolific of profitable gold- 
quartz mines and now, after the lapse of 25 years, has again 
taken on new life due to renewed activity in the Bald Butte, Piegan- 
Gloster, and others of the old mines, re-opened, and it is quite likely that 
further prospecting will uncover some new bonanza orebodies in the 
mines of this district. 

The Empire mine is one of those which has been operated at intervals 
since 1893, by a number of different owners, but has been idle for a major 
portion of the time inthe past 20 years. At one time it was reported 
that a payable body of copper ore had been discovered in the lowest level, 
but it proved to be only a limited amount of the heavily copper-stained 
quartz, and even that not specially high-grade gold ore. 

It has many times been suggested to me that the lowest level in the 
Empire was in a barren zone, and that deeper sinking would result in pene- 
trating the continuation of the ore shoots, which were so rich and profit- 
able above. 

If any operation in the district is continued long enough to test this 
surmise, it will be a distinct gain for the district, as a whole, and I hope 
that some purse will be long enough to give this matter a fair trial. 

I confess that the very hard and highly metamorphosed slates at the 
_ head of Coombes gulch and general underground conditions in the Empire 
mine, with many quartz veins which, at shallow depths, 200 ft. or less 
from the surface, die out in the hard slates, suggests the thought that 
some of the quartz veins higher up on Belmont mountain than the Empire 
_ are likely to be more lucrative to re-operate than this mine, which was my 
first love in the grand old State of Montana. 

Regretting that my scattered notes of earlier years of experience do not 
permit of my giving a more detailed account of this very interesting 
property, and hoping that these brief notes will stimulate some of my 
contemporary engineering friends in Montana to add to this line of histor- 
ical record, I herewith submit my contribution. 
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Copper Ores of the New London Mine* 


BY B. S. BUTLER AND H. D. McCASKEY, WASHINGTON, D. C, 


(Salt Lake Meeting, August, 1914) 


Introduction 


TuE New London copper mine, about 8} miles east of Frederick, Md., 
was visited by the writers for a few hours in the spring of 1909 and the 
following brief notes on ore specimens collected are presented as a con- 
tribution to studies in chalcocite ores. 

For certain data on the structural and areal geology of this portion 
of Maryland the writers are under obligation to the unpublished notes and 
maps of Arthur Keith. The detailed study of the ores is the work of 
B. 8. Butler. 

The deposit here discussed has many similarities to those of the 
Virginia district of Virginia and North Carolina, which have been de- 
scribed by Graton! and Laney,? except that in the deposits of the New 
London mine chalcocite is by far the most important ore mineral, while 
in the Virginia deposits bornite is commonly the most important sul- 
phide. In the New London occurrence calcite is the most important 
gangue mineral. 


Field Relations 


The town of Frederick lies in the center of a narrow belt of limestone 
ranging in age from Ordovician on the east to Cambrian on the west. 
This belt is about 4 mile wide at Noland’s Ferry, on the Potomac, and 
broadens to a width of 3 miles at Frederick. The general direction is 
east of north. The eastern boundary is, in places, a fault plane along 
which a series of metamorphic rocks of presumptive pre-Cambrian 
age have been thrust up. These ancient rocks, for several miles east 
and west of New London, are phyllites in the main, but closely inter- 
folded near the New London mine are long, narrow lenses of epidote 


* Published by permission of the U. 8S. Geological Survey. 
1Graton, L. C.: Mineral Resources of the United States, pt. 1, p. 620 (1907). 
*Laney, F. B.: Economic Geology, vol. vi, No. 4, pp. 399 to 411 (June, 1911). 
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schist, the “greenstone” of the region, and slender lenses of marble 
and of quartzite, the entire series lying in the characteristic north- 
easterly strike of the Appalachian rocks. Crossing the boundary fault 
at a very slight angle is a persistent narrow diabase dike, probably of 
Triassic age, many miles long—the filling of a deep fissure cutting 
both Ordovician and pre-Cambrian rocks. The New London mine lies 
nearly in the center of the elongated group of exposures of epidote schist, 
which in turn lie about in the center of the broad belt of phyllites. The 
phyllites in general strike northeasterly and dip at high angles south- 
easterly. They are fine-grained, dark, and crumpled to microscopic 
degree. Their origin, whether sedimentary or igneous, is not wholly 
determined, though part are pyroclastic and part are sedimentary. The 
epidote schists are in part amygdaloidal—the characteristic Catoctin 
schists or greenstones of the Appalachians—and they are derived by 
regional metamorphism of ancient basaltic extrusives. The marble and 
the quartzite are considered to be of pre-Cambrian age. Intense 
forces have crumpled all these formations, and their present structure, 
where not massive, is trough or saddle form. 

About 4 mile west of the New London mine a narrow oxidized 
manganese vein is found at the contact between epidote schist above and 
marble below, dipping 55° S. 80° E. and striking N. 10° E. The strike 
of small pits and shafts along the outcrop of the New London vein was 
found to be about N. 62° W., magnetic, indicating a fracture across the 
prevailing strike of the rocks. ‘The succession of rocks at the mine is 
marble overlain by epidote schist, in turn overlain by quartzite. Below 
the marble lens, and above the quartzite also, lies the soft, crumpled, 
fine-grained, black phyllite. The ore appears confined mainly to the 
marble, and ore solutions were probably limited in circulation by the 
phyllite. It is also assumed that the resistant marble and quartzite af- 
forded the necessary fracturing for passage of the ore solutions, as the 
surrounding soft phyllites are tight, finely folded rocks and do not suggest 
openings of any kind. 


The New London Mine 


The New London mine is an old property on the southern end of 
the western copper belt of Maryland which extends northeasterly to the 
Liberty mine, formerly the largest copper producer of the State. The 
total output of copper of all Maryland mines has been relatively small, 
but these ‘deposits have furnished limited quantities of rich ore. The 
principal workings of the New London mine in 1909, at the time of our 
visit, were a shaft 210 ft. deep and a stopein the bottom. Older workings 
consisted of an inclined shaft to the 173-ft. level and a number of stopes, 
all of which were pretty well filled with waste. The ore from the bottom 
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aippe was principally chalcocite, with minor quantities of bornite, 
and with gangue of coarse crystalline pinkish calcite, blebs of white 
quartz, and interfolded and crushed country rock. The small output 
has consisted in part of hand-sorted ore running 10 to 11 per cent.in copper 
and more recently of concentrates of higher grade. Sampling of the 
ore at a depth of 210 ft. is reported to have shown an average content 
of 4.9 per cent. of copper. Pyrite was reported in small quantity at the 
bottom of the 200-ft. level, but none was observed by the writers. 

Since the visit of 1909 a 100-ton concentrating mill has been put up 
on the property and the new inclined shaft has been sunk to the 300- 
ft. level. On the 200-ft. level the drift has been extended 305 ft. easterly 
and 95 ft. to the west. The ore shoot is reported to extend 150 ft. on this 
level, with an average content of 3.6 per cent. copper. 


Description of the Ores 


The ores may be roughly divided into two types, that may be desig- 
nated as (1) typical “vein” ore and (2) banded or schistose ore. 

The first type, so far as observed, occurs in the wider portions of 
the vein. It consists of coarsely crystalline calcite, quartz, and sulphide. 
Barite was noted in some of the thin sections examined, but was not 
detected in the hand specimens. Chalcopyrite* is reported from the dis- 
trict, but was not observed by the writers. The sulphide is mainly chal- 
cocite, with bornite scattered in small particles through it. The calcite 
and quartz are in crystals and aggregates, in some cases exceeding an inch 
in diameter. 

The calcite varies from nearly white to light pink in color. No 
quantitative chemical work has been done on this mineral, but it con- 
tains the merest trace of magnesium, manganese, andiron. The presence 
of manganese is shown by the oxides of this metal that result from the sur- 
face alteration. The quartz and calcite are contemporaneous in origin, 
each mineral including the other, and the barite observed is contempo- 
raneous with the carbonate, though its relation to the quartz was not 
noted. A large part of the sulphide in this type of ore is later than 
the quartz and calcite. It surrounds the crystals and enters along 
fracture and cleavage planes, and replaces both quartz and calcite. (See 
Fig. 1.) To a slight extent the sulphide is contemporaneous with the 
gangue minerals, being completely inclosed in quartz and calcite crystals 
that have surrounded the sulphide grains in the process of growth. The 
chalcocite is notably well crystallized, crystal faces exceeding } in. in 
greatest dimension being present in the specimens. 

Bornite occurs in small irregular grains through the chalcocite. At 
first glance the sulphide appears to be pure chaleocite, but on close ex- 


5 Weed, W. H.: The Copper Mines of the World, p. 267 (1907). 


| 
q 
: 
: 


COPPER ORES OF THE NEW LONDON MINE 287 


amination small irregular areas of bornite can be seen in all the specimens 
of massive chalcocite examined. 

Microscopic examination of polished and etched faces of the sulphide 
shows that very commonly the bornite occurs between the chaleocite 
crystals and frequently occupies fractures in them. (See Fig. 2.) In 
other instances there is a parallel intergrowth of lath-like crystals of 
bornite and chalcocite. In such cases the several lath-like bodies are 
apparently portions of an individual crystal, all having a uniform orienta- 
tion. In many instances the bornite occurs as small specks through the 


Fig. 1—‘‘ Vein” Ort, New Lonvon Mine, SHowina RELATION OF SULPHIDE TO 
GaneuE MINERALS. : 
Dark areas, Sulphide. Light areas, mainly Calcite. 


chalcocite, but frequently with a definite arrangement that suggests 
intergrowth. ve 

A similar relation exists between different chalcocite crystals as 
that between chalcocite and bornite. Lath-like crystals of chalcocite 
are frequently inclosed in irregular chalcocite crystals, and chalcocite 
erystals occur between other crystals and extend into fractures. 

As already indicated, some of the bornite is undoubtedly later than 
some of the chalcocite, and in no instance is there positive evidence 
that the bornite has been replaced by chalcocite. For the most part the 
two sulphides are contemporaneous. ‘The interlocking of the chalcocite 
erystals is similar to that resulting from the crystallization of a metal 
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or that of a granular igneous rock. There is no structural indication 
that the chalcocite has resulted from the replacement of an earlier 
sulphide. . 

The banded or schistose ore may occupy the entire “vein” in the 
narrower parts or only a portion where the “vein” is wider. Typically 
it exhibits a finely laminated structure with successive layers of light 
and dark bands. In some specimens the individual layers have a thick- 


Fia. 2.— Vuin”’ Orn, 


Small bodies lying between larger crystals and connected b 
Large crystals, Chalcocite. Bornite occupies fissure in Chalcocite. 


< 30. SHowina Revation or CHALCOCITE AND Bornitr, 
Yy narrow stringer, Bornite, 


ness not exceeding j;'s in., while in other instances bands composed 
largely of dark or light minerals will have a thickness of } in. These 
banded ores include lenticular nodules in which the banding is much less 
distinct. The banded ore has the general appearance of a schist that has 
resulted from the metamorphism of a rock in which some of the more 
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resistant portions still retain their identity in part though drawn out into 
lenticular form. (See Fig. 3.) 

In this type of ore the light bands are cemposed mainly of calcite 
and quartz, calcite being much more abundant than quartz, while the 
dark bands are due to the presence of the copper sulphides. Near 
the walls of the “vein” and in some instances at some distance from the 


Fig. 3.—‘Scuistosn’”? Ore. X 30. SHowrne RELATIONS OF SULPHIDE TO GANGUE 
MINERALS. 


Dark areas, Sulphide. Light areas, mainly Calcite, 


walls, chlorite, specularite, and muscovite are abundant. Tourmaline 
and titanite are locally abundant in the banded ores and feldspar is 
present in small amounts. The calcite, quartz, and sulphide of this 
type of ore have been crushed and recrystallized. Abundant examples 
are to be seen where each of these minerals includes the others, indi- 
VOL, XLIX.—19 


” 


290 COPPER ORES OF THE NEW LONDON MINE 


cating contemporaneous crystallization. The brittle sulphide has been 
crushed and drawn out into bands composed of small fragments. 

The tourmaline occurs in small crystals showing pleochroism from 
light to dark brown. These can rarely be seen with the unaided eye, 
but are readily detected with the hand lens when their presence is known. 
Under the microscope they are found included for the most part in the 
other minerals, but rarely sulphide is inclosed in the tourmaline crystals. 
The crystals in general lie in a plane parallel to the banding. (See Fig. 3.) 
The mineral appears to have formed in the early stages of the recrystalliza- 
tion including fragments of the sulphide, but later it was included in the 
carbonate, quartz, and orthoclase, and also in recrystallized chalcocite. 
The titanite is in small granules apparently formed at about the same 
time as the tourmaline and the two are frequently intimately associated. 

As already stated, near the walls and apparently wherever the wall 
rock has been included in the vein, chlorite and specularite become 
abundant in the ore and muscovite is of common occurrence. These 
minerals are similar in their character and occurrence to those in the 
schists which form the wall rock. 

The sulphides recognized in the schistose ore are chalcocite, bornite, 
and pyrite. 

The relations of the chalcocite and bornite are in every way similar 
to those already described. Only a few small grains of pyrite were noted. 
They were apparently among the first minerals formed, and- in no in- 
stance observed was there any replacement of pyrite by copper sulphide. 


Relation of the Two Types of Ore 


Where the two types of ore come together there is commonly a gradual 
transition from the one to the other. 

This relation suggests that the schistose ore may have resulted from a 
metamorphism of the vein due to slight movement under conditions of 
considerable heat and pressure. The dynamic metamorphism of ore de- 
posits in the Appalachian region has been described by Emmons,‘ and need 
not be discussed here further than to say that it has been noted by 
several observers in widely separated tocalrties’s in the southern as well as 
the northern Appalachians. 


Genesis of the Sulphides 


The genesis of the deposits will not be discussed except as to the 
origin of the sulphides; namely, whether they are ‘“secondary’’—that 


is, resulting from the replacement of earlier sulphides—or whether 


they were deposited essentially as they are now except as affected by 
dynamic metamorphism. 


| 
t 
' 
; 
f 
‘ 


‘Emmons, W, H.: Economic Geology, vol. iv, No. 8, pp. 755 to 781 (Dec., 1909). 
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It has already been stated that there is no evidence of the chalcocite 
having replaced either bornite or pyrite, the only other sulphides recog- 
nized in the deposit, and further, that there is no indication in the struc- 
ture of the chalcocite that it has replaced any earlier sulphide. 

The intimate intergrowth of the sulphides_with’carbonate seems a 
strong additional argument against considering them as resulting from 
downward sulphate solutions. Theoretically one would expect the copper 
sulphate solutions would react with the carbonate of the gangue to form 
the relatively stable copper carbonate and that there would be slight 
migration of the copper solution. Such is known to be the case in 
instances where sulphides are intimately associated with a carbonate 
gangue.® Spencer® has recently shown that calcite does not precipitate 
copper from a solution which contains both cupric and ferrous sulphates. 
Some of the carbonate in the gangue of the ore contains a little iron, 
but that it is a precipitant of copper is amply shown by the presence 
of malachite along cleavages in the carbonate where incipient oxidation 
of the chalcocite has taken place. It has also been shown experimentally 
that the calcite of the gangue will readily precipitate copper as car- 
bonate from a sulphate solution. It does not seem probable, there- 
fore, that the copper could have been transported as sulphate and have 
replaced another sulphide entirely inclosed in a carbonate grain. 

The coarse crystalline structure of the “vein” ore and gangue suggest 
deep-seated and not surface origin. 

The evidence seems to the writers to point to the conclusion that 
the chalcocite, which is the principal sulphide in the deposit at the New 
London mine, was deposited without the replacement of an earlier 
sulphide. 


5 Bard, D. C.: Economic Geology, vol. v, No. 1, p. 59 (Jan., 1910). 
6 Spencer, A. C.: Economic Geology, vol. viii, No. 7, p. 648 (Oct., 1913). 
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The Occurrence of Bournonite, Jamesonite, and Calamine at 
Park City, Utah 


BY FRANK ROBERTSON VAN HORN, CLEVELAND, OHIO 


(Salt Lake Meeting, August, 1914) 


INTRODUCTION 


In June, 1911, the writer spent a few days in studying the economic 
geology of the vicinity of Park City. During this rather hurried visit 
a number of specimens of ore were collected, which have since been exam- 
ined. The results of these investigations show that bournonite (PbCu- 
SbS3) is present in the ores in greater or less quantity. This fact has ~- 
never before been reported, as far as can be learned. The failure to 
recognize this mineral is due to its similarity to tetrahedrite, with which 
it has probably been confused during a long period of years. _ 

Jamesonite (Pb2Sb.S;) has been reported from the region in a rather 
doubtful manner, but the writer has seen it in notable amounts from sey- 
eral mines, and can offer the first analysis of this mineral from the district. 

Calamine (H:Zn,SiO;) was found at one mine and has never been 
ecognized and reported from the district. 


GEOGRAPHY AND GEOLOGY | 


Park City, Utah, is located at an elevation of about 7,000 ft. above sea 
level on the eastern slope of the Wasatch mountains. It is situated 
approximately 25 miles southeast of Salt’ Lake City. The geology 
and ore deposits have been described in detail by Boutwell and Woolsey.! 

The mines visited are situated south-southeast from the town. The 
Silver King Coalition mine is located in Woodside gulch about 1 mile 
southeast of Park City, at an altitude of about 8,100 ft. The other 
mines visited were the Daly West and Quincy, which are in Empire 
canyon about 2 miles southeast of the town, at elevations of 8,300 to 
8,500 ft. respectively. The Daly Judge tunnel goes into the mountain 
from Empire canyon about 1 mile south of the city, at an altitude of 
7,700 ft. 


1 Geology and Ore Deposits of the Park City District, Utah, Professional Paper 
No. 77, U. S. Geological Survey (1912). 
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About two-thirds of the area of the district is covered by sedimentary 
rocks, and the remainder are of igneous origin. According to Boutwell,? 
the sedimentaries are divided as follows: 


Feet 
DL eS ile Oe 1,150+ 
Thaynes formation (limestone, sandstone, shale).. 1,190 Triassic 
WOOUSICORS AIG wat eee gene hee. Ce aie sts eats 1,180 
' Park City formation (limestone, quartzite, sand- 3 
stone shinle) Siaaote Seace. ates See PLES cen fee 590 AES 3 
DVO DELLOUALLZIU CH amen mene aa ae Mat Se cucTisk 1,350+ Pennsylvanian 


The sediments were intruded from Cretaceous to Eocene by diorite, 
diorite porphyry, and finally andesite. It was these igneous rocks, 
especially the earlier ones, which are thought to have caused the formation 
of the ores of the district. Both previously and subsequently to the 
deposition of the ore, more or less faulting has taken place. 


OccURRENCE OF ORES AND THE COMMON ORE MINERALS 


The ores of the region are found both in fissure veins, and as replace- 
. ment deposits in limestones. The two types are often associated, as in 
the Silver King Coalition and Daly West mines. The fissures have a 
general northeast-southwest trend. Most of the replacement or bedded 
deposits are found in the limestones of the Park City formation, although 
a few occur in the limestones of the Thaynes formation. 
The commonest sulphide minerals, according to previous writers, are 
galena, tetrahedrite, sphalerite, and pyrite. To this rather short list 
bournonite can be added. At one time the common occurrence of tetra- 
hedrite in the region was doubted by the writer but now it is known 
that both tetrahedrite and bournonite are fairly common ore minerals. 
It is certain that in the past more or less bournonite has been called 
tetrahedrite, but which of the two minerals predominates is still a mat- 
ter of conjecture. The chief oxidation products are cerussite and angle- 
site, with small amounts of malachite and azurite. According to Bout- 
well,’ considerable amounts of bindheimite (Pb;Sb20s+-aq) are found. 
This would seem to indicate that bournonite might be a more promi- 
nent constituent of the ores than tetrahedrite, because the former is a 
lead-antimony sulphide, whereas the latter is a copper-antimony com- 
pound, and would not oxidize directly to bindheimite without interaction 
of other substances. 
One interesting feature which the writer has never before seen under 
natural conditions was observed on “coarse cleavable” galena from the 
Silver King Coalition mine. It was a polysynthetic twinning in two 


2 Op. cit., p. 44. * Op. cit., p. 114. 
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directions perpendicular to each other, although one set of striations was 
much better developed than the other (see Fig. 1). The twinning lines 
make angles of 45° with the cleavage cracks after the cube. In other 
words, the twinning plane is parallel to the diagonals through a cube face 
or to the secondary planes of symmetry, and consequently must be the 
face of a rhombic dodecahedron. For galena, this face is a gliding plane, 
and the phenomenon may be produced artificially by placing cubes of 
galena in a vise and applying pressure. A similar behavior of calcite is 
perhaps more widely known, where a proper application of pressure will 
produce artificial twin crystals parallel to the face of the negative rhom- 
bohedron 4R. To the writer the presence of such striations on galena, 
indicates pressure after the deposition of the mineral, and the lines were 
undoubtedly formed by the pressures caused by the postmineral faulting 
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of the district. Faults of this character have been recognized in such 
mines as the Silver King and Daly West. 


OcCURRENCE OF THE BOURNONITE 


Bournonite is a very rare mineral, and has been reported previously 
from but three or four localities in the United States. The writer first 
saw a crystal of the mineral from Park City in the magnificent collection 
of the late Albert F. Holden, of Cleveland. <A. T. Dalley, of the Silver 
King Coalition Mines Co., gave the writer a crystal which is now in the 
mineral collection of Case School of Applied Science at Cleveland. At 
the time, Mr. Dalley had in his possession another bournonite crystal, 
which he later donated to the Geological Department of the University of 
Utah, at Salt Lake City. It was also learned that the crystal in the 
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Holden collection was originally obtained from Mr. Dalley. The three 
crystals came from the 1,300-ft. level of the Silver King Coalition Mine 
and as far as the writer knows there are no others like them from the Park 
City district in existence. Mr. Dalley did not see the crystals in the mine 
and therefore does not know the exact conditions under which they were 
found. He has since seen other “smaller crystals that are in quartzite 
associated with other sulphides such as pyrite, galenite, sphalerite, and 
jamesonite.”’* Because of the rarity and size, the dimensions and weights 
of these crystals are given, as follows: 


Grams 
No. 1. Holden Collection, now at Harvard University, 34 X 33 X 6 cm...... 185.0 
No. 2. Case School of Applied Science, 2 X 24 X 4 em...............0 000s 61.7 
Noma er Umiversi lyr Orel talied 4: GC Ld be CHI y ele herein ch sists sis's e's eieecolehauea 44.4 


Other specimens from the Silver King mine were given to the writer 
by the Superintendent, George D. Blood. In these the mineral was mas- 
sive and was supposed to be tetrahedrite. However, most of the speci- 
mens contain lead in varying amounts up to 15 per cent., and are probably 
bournonite, as they resemble that mineral in color andluster. It isnever- 
theless possible that the massive mineral might be a plumbiferous tetra- 
hedrite, which is a very rare variety, but has been found at several other 
places. Bournonite and tetrahedrite, when massive, resemble each other 
very closely. As far as the writer can see, the bournonite appears to 
possess a more brilliant metallic luster. The color is blackish lead-gray 
and the streak is black. In tetrahedrite from Park City, the luster is 
duller; the color has none of the lead-gray appearance, but is more like 
iron-black; and the streak is distinctly reddish brown instead of black. 
Possibly more than one variety of tetrahedrite occurs in the district. 

Chemically it is also difficult to distinguish the two minerals, especially 
if the tetrahedrite is plumbiferous, which the writer believes to be the 
case at Park City, because both minerals might contain lead, copper, 
antimony, and sulphur. In general, however, lead should predominate 
in the bournonite, and copper in the tetrahedrite. A quantitative analy- 
sis is necessary to determine the two minerals from a chemical point of 
view. 

Mr. Talbot, the Superintendent of the Daly West mine, gave the 
writer several specimens of so-called ‘‘tetrahedrite” from the lower levels 
(1,000-1,200 ft.). One of these showed crystals on which we could not 
recognize any of the forms of tetrahedrite, but which seemed to possess 
an orthorhombic habit. These crystals were quite rough and much 
distorted, and seemed to disappear into a massive mineral, which had the 
same color and luster as the crystals, and which was in our estimation 
certainly the same mineral as the crystals. Toward the center of the 


4A. T. Dalley: Personal communication, Oct. 9, 1913. 
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specimen pyrite in pentagonal dodecahedrons was found, and this was 
followed by coarse cleavable galena. Portions of some crystals and the 
adjacent massive mineral were broken off as carefully as possible, and 
analyzed by Dr. W. R. Veazey, of the Chemical Department of Case 
School of Applied Science, with the following results: 


Theoretical Composi- 


tion of Bournonite “pie e Combining : 
aly West ; Ratio 
Based on Formula Manet Weights 
PbCuSbS8s; 
PD dane eee 42.54 43.18 0.209 1.009 © 
LON AR. ees citer oe 13.04 13.14 0.207 1.000 
Shutter ee 24.64 25.03 0.208 1.004 
SI See ead eae 19.77 19.59 0.611 2.951 
100.00 100.94 


(Sp. gr., 5.829) 


An inspection of the results obtained shows conclusively that the 
mineral is bournonite, and that the ratio obtained from our analysis is 
very close to the theoretical composition required by the formula PbCuSb- 
Ss. The specific gravity, 5.829, also conforms well to the average density 
obtained from specimens of the mineral from other localities. In all 
specimens seen by the writer the mineral was associated with pyrite and 
coarse cleavable galena, and was evidently formed later than either. 


OccURRENCE OF THE JAMESONITE 


Jamesonite is another rare mineral, and has been found at but two or 
three localities in the United States. In the very able monograph on the 
Park City district, Boutwell® says: ‘Three specimens of a crystalline 
gray metallic mineral were found on the California dump. : 
The material was too meager to permit thorough chemical délenminations 
but Dr. Hillebrand obtained qualitative tests for sulphur, antimony and 
a salt of lead, and accordingly is inclined to regard the mineral as jame- 
sonite or warrenite.’’ Under “Bournonite”’ the present writer has men- 
tioned a personal communication from A. T. Dalley which shows at the 
Silver King Coalition mine an association of jamesonite with bournonite, 
galena, pyrite, and sphalerite. In the same letter Mr. Dalley says: 
“The best jamesonite (fibrous) occurs at the Daly Judge mine with (most 
commonly) pyrite, occasionally pyrite and galenite.”’ In the Case 
collection are notable amounts of a mineral from the Silver King Coalition 
mine. It occurs in capillary crystals which are woven together into a 
felt-like mass. The mineral has a dark lead-gray color, a brilliant metallic 
luster, and a black streak. In one specimen the mineral rests upon a 


5 Op. cit., p. 109. 
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perfect striated cube of pyrite. In three other specimens the jamesonite 
rests upon coarse cleavable galena, which in turn incloses pyrite. It 
would therefore seem that the jamesonite was the latest mineral to form. 
The felt-like mass was found to contain many small crystals of pyrite, 
which were carefully isolated so that an analysis of the capillary crystals 
could be made. The results obtained by Dr. W. R. Veazey were as 
follows: 


Theoretical Composi- 


tion of Jamesonite Silver King 
Based on the Mineral 
Formula Pb.Sb.S5 
IPD tae met eS 50.84 55.75 
Data ctecers 29.46 21.34 
AG as Bi cee 00.00 ; 4.14 
Sonar ree 19.70 18.43 
100.00 99.66 


Our analysis shows that the mineral investigated conforms in general to 
the theoretical composition of jamesonite. It was found on comparing 
38 different analyses® that there is a wide variation in the constituents 
between certain limits. The lead in our analysis is higher than the aver- 
age, although one analysis of material from Russia contained 63.61 per 
cent. One feature of the Park City mineral, which is not common in most 
jamesonite, is that part of the antimony has been replaced by arsenic. 
It would therefore seem that a small amount of dufrenoysite (Pb2AsSs5), 
which is generally regarded as isomorphous with jamesonite, must be 
present in the Silver King mineral. In order to compare this analysis 
with most jamesonite analyses, the arsenic was converted into antimony 
(4.14 As = 6.63 Sb), after which the combining weights and molecular 
ratios were obtained as follows: 


Combining Weights Ratio 
IADR bores 2 55.75 0.270 PGs 2h— 2232 
(SiON) Bier eee 27.97 0.233 1,00 < 2 = 2.00 
Da vasa ea 18.43 0.575 2.47 X 2 = 4.94 


It will be seen that the ratio of the recalculated analysis conforms quite 
closely to the theoretical formula Pb2(Sb,As).S;. If the original analysis 
be compared with the theoretical composition of dufrenoysite on one side, 
and that of jamesonite on the other, it will be found that, in general, the 
Park City jamesonite stands between the two, and is therefore probably 
an isomorphous growth of the two minerals. 


6 Hintze: Handbuch der Mineralogie, pp. 1031, 1032. 
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Dufrenoysite, es Jamesonite, 

3 S 

Pb:As.S5 Pb2(Sb, As).8s Pb2Sbai 5 

PD wae recto asena ype 55.75 50.84 
PAG erase ere Sate aie 20.7 4.14 0.00 
SDierebaiaaiconter sean 00.0 21.34 29.46 
Sid oes Aas ER, 22.2 18.43 19.70 
100.0 99.66 100.00 


The only discrepancy is in the sulphur, which is a trifle low. It is also to 
be remembered that our analysis reached a total of 99.66 per cent. and 
was not calculated on the basis of 100 per cent. 


OccURRENCE OF THE CALAMINE 


Calamine (H2Zn2SiO;) has never been reported before from the Park 
City region, as far as can be ascertained. The mineral was found on the 
dump of the Quincy mine as a drusy coating on cavities and pores. Sev- 
eral specimens were collected. The calamine was always associated with 
a brownish manganese oxide resembling wad. It was evidently entirely 
manganous oxide, as the usual manganese reactions were not observed 
until the mineral was oxidized with niter. The calamine crystals were 
grouped in the characteristic sheaf-like masses, which were in some places 
assembled into botryoidal and mamillary imitative shapes. The crystals 
were all thin tabular after the brachypinacoid 6(010, © Pa), which was 
striated vertically. The prism m(110,”P) was present as small planes, 
as were also a macro- and brachy-dome [evidently ¢(301, 3P), and 
1(031, 3P)]. The basal pinacoid c(001, OP) was not observed, and if 
present was very small. Although the writer was perfectly convinced 
as to the identity of the mineral, a qualitative chemical test was made 
for verification. The mineral was dissolved in hydrochloric acid and 
evaporated to dryness. It was taken up in hydrochloric acid and water, 
and boiled, after which the silica was filtered off. Nitric acid was added 
to oxidize any iron, and ammonium chloride was added to keep up any 
zinc. Ammonia was added to precipitate iron and manganese, and the 
precipitate was filtered. Hydrogen sulphide was passed through the 
filtrate, and a white precipitate of zinc sulphide was obtained, which fully 
corroborated the mineralogical determination. 

The writer is unable to say whether the calamine exists in large amounts, 
but the discovery and associations here remind one very decidedly of 


the occurrence at Leadville, Colo., where large amounts of calamine and. . 


smithsonite have been recently found after having escaped recogni- 
tion for many years. It is, of course, an oxidation product of sphalerite, 
and was probably associated with the usual minerals found in the upper 
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levels of the Quincy mine, such as cerussite, anglesite, malachite, and 
azurite. 


PARAGENESIS AND CONCLUSION 


The common associated minerals, as well as the probable order of de- 
position, have been mentioned in the detailed discussion of the occurrence 
of the various minerals. The writer is, moreover, impressed with the fact 
that there is evidently constantly present in the ores of the Park City 
district, a lead-copper-sulphur-antimony series of minerals represented by 
galena, bournonite, tetrahedrite, and jamesonite. One gets the general 
impression that Park City is a camp mainly of argentiferous galena. 
The fact that an antimonial lead series of minerals is present is shown by 
the constant oxidation to bindheimite (Pb;Sb2Os+aq), which is re- 
peatedly mentioned by Boutwell. Study of the ores leads to the further 
conclusion that the sulph-antimonides bournonite, tetrahedrite, and 
jamesonite were all deposited later than the galena, and therefore that 
the lead-antimony solutions entered at a subsequent period. There are 
certain questions relative to depth which the writer cannot answer. The 
copper content of the Park City veins is evidently increasing with depth. 
Is this also true of the zinc? What relation have tetrahedrite and 
bournonite to each other? I have never found both minerals on the same 
specimen. What is the critical level of bournonite compared with tetra- 
hedrite? Was bournonite more common on the upper sulphide levels, and 
has it simply escaped recognition during a long period of years? Is it 
being replaced by tetrahedrite in the lower levels as the copper content 
of the veins increases with depth? Or on the other hand is the bournonite 
now being found for the first time in the lower levels? These questions 
cannot be answered with the material and data at command. The sug- 
gestions are given in the hope that some of the questions may be answered 
by members who are more familiar with the district. 
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An Amendment to Sales’s Theory of Ore Deposition 


BY FREDERICK W. BACORN, BUTTE, MONT. 


(Salt Lake Meeting, August, 1914) 


Tue paper of Reno H. Sales on Ore Deposits at Butte, Mont.,' is a 
careful and painstaking work, an important contribution to the literature 
of the subject. As is almost inevitable in a work of such magnitude, a 
few misstatements occur; and some of these I shall endeavor to point out. 
Mr. Sales has also fallen into error, as I think, in the application of his 
theory of ore deposition; and while the modification which I venture to 
suggest is a minor one geologically, it is of great economic importance. I 
refer to Mr. Sales’s idea of an outward migration of mineralizing solu- 
tions from a supposed central copper zone. In order that I may make 
myself plain, I must first epitomize the theory as a whole, which I under- | 
stand to be this: 

All of the Butte ore deposits (save those along the Continental fault, 
not herein considered) are derived from solutions of magmatic origin, 
which, at the beginning of their ascent from a great depth, were acid in 
reaction, hot, and were carriers of copper, zinc, manganese and other 
metals. As they departed from their point of origin they lost heat, and, 
because of reactions with the wall rock, became more and more alkaline. 
The metal deposited from these solutions in their hot condition was prin- 
cipally copper; and, as they cooled, they deposited less and less copper 
and more and more manganese and zinc, until the copper practically 
disappeared. 

With this theory in general I have no fault to find, nor have I, it 
must be stated, the qualifications necessary to enable me to pass upon it 
critically; but it seems to me to be reasonable and probable, and is one | 
which I am quite willing to accept. 

But Mr. Sales, for what seem to me to be insufficient reasons, has 
assumed that there is one deep central source of copper, relatively rich and 
small, from which all the solutions emanated. From this central source 
the solutions rose, through one channel or through a group of channels, 
to the surface, at and within a small area called the central copper zone, 


1Trans., xlvi, 3 to 109 (1918). 
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shown in Fig. 7 of Mr. Sales’s paper, p. 58. From this central copper 
zone, via channels relatively near the surface, the solutions migrated 
concentrically. 

In the veins within the firstsring, called the intermediate zone, was 
deposited copper more or less intermixed with manganese, zinc, etc. Fur- 
ther out, in the peripheral zone, was deposited little copper with much 
manganese and zinc. Still further, beyond the peripheral zone, the 
depleted solutions made no noteworthy deposits. 

_ I have spoken of the channels through which the solutions migrated 
outwardly as being relatively near the surface. Mr. Sales is not clear on 
‘his point; but I think his idea is that of a main trunk channel rising from 
the central source of copper, and tapped near the surface for horizontal 
distribution. If his idea were that of a radial distribution from the central 
source of copper, he would have said so; and, besides, a radial distribu- 
tion, or any distribution from a point relatively near the central source, 
would not have produced the concentric arrangement which Mr. Sales 
conceives, within the small area considered in his paper. A circle 10,000 
ft. in diameter takes in practically everything shown in the map on p. 
58, yet if the central source were 20,000 ft. deep, no point in the circle 
would be more than 615 ft. further away from the central source than any 
other point, and 615 ft. would be relatively insignificant. There is no 
radial arrangement of the veins themselves, either on strike or on dip. 

I think that I have stated Mr. Sales’s views correctly, though perhaps 
not with technical accuracy. His views on this point, as I so understand 
them, I believe to be erroneous. 

In the first place, I do not think that there is any “concentric zonal 
arrangement” of the district. There may be a sort of concentric arrange- 
ment about the area which Mr. Sales calls the ‘‘central copper zone;” 
but this concentric arrangement, in a view of the district as a whole, is a 
local phenomenon, and it may be one of a plurality of such. 

Within this central copper zone are the great copper mines of the dis- 
trict. The veins, as explained by Mr. Sales, carry little or no manganese 
or zinc. Ordinarily they do not outcrop, and their apices, when exposed 
by surface cuts, show only iron-stained, crushed, altered granite, with 
stringers of iron-stained quartz. j 

West and northwest of this central zone is the “silver district,” so 
called because here were the first mines of Butte, wherein mining opera- 
tions were for silver only. North of the central copper zone is an east- 
ward projection, in the shape of a wedge, of the silver district. The veins 
within the silver district ordinarily outcrop strongly, the outcrops being 
principally quartz, stained black by manganese. In depth the veins 
carry manganese and zinc; and until recently they were supposed to carry 
little or no copper. 

From the central copper zone into this silver district, there is a pro- 
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gressive change from veins of the characteristic “copper” type to veins of 
the characteristic “silver” type; but eastward and southward from the 
central zone, this progression, if it exists at all, is by no means so obvious; 
and discoveries in these directions are coming so rapidly that it is safest to 
say that conditions there are unknown. 

Furthermore, on going northward, across the wedge-shaped projection 
of the silver district, the order of progression is reversed; and one comes 
again into a region of “copper” veins; that is to say, of veins which ordi- 
narily do not outcrop, which do not show the prominent black outcrops of 
typical ‘silver’ veins, and which show little or no manganese or zinc; 
but which, on the other hand, show the typical crushed and altered gran- 
ite and iron-stained quartz of the “‘copper”’ veins. 

Here is a large section within which veins of the “copper” type pre- 
dominate; and for specific illustration there may be pointed out at Moun- 
tain View Junction, only a little over a mile from the great Badger copper 
mine, many large, strong veins, which completely fulfill Mr. Sales’s 
description of ‘copper’? veins, and which, so far as developed, show no 
evidence whatsoever of inferiority. 

The point of all this is, that while Mr. Sales is careful to state that the 
limits of pay ore are as yet unknown, his theory of the outward migration 
of the mineralizing solutions from the central copper zone implies to the 
outlying and undeveloped territory some degree of inferiority. His 
attention being not unnaturally focused on the ground which comes under 
his daily observation, he has unconsciously assumed that the present 
absence of operating copper mines in the outlying sections is proof of the 
absence of copper; and on this assumption he has predicated the idea of 
the concentric arrangement of the district. 

As a matter of fact, Butte is peculiar among all the mining aicevions 
of the world in that development and growth have extended outward from 
the point where the first discovery of profitable copper ore was made; not, 
as elsewhere when bonanzas are discovered, by leaps and bounds, but 
slowly and haltingly, usually from vein to vein and from claim to claim. 
The reasons for this have been sociological, and have had nothing to do 
with geology. 

But to continue the discussion, not only does it appear that any 
concentric arrangement, if it exist, is a local phenomenon, but there seems 
to be no other good reason to support the theory of outward migration. 

The deep central source of copper is, of course, purely hypothetical. 
Nor is it necessary thus to account for the copper in the Butte mines, as 
Mr. Sales suggests (p. 80). Hundreds of analyses of Butte granite, 
made in the course of mining litigation, have disclosed the presence of _ 
copper. One specimen taken from a point without the central copper 
zone and particularly studied by Mr. Weed? carried copper to the extent 
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of 0.006 per cent. A rough calculation shows that, at this rate, every 
3 or 4 cubic miles of rock contains as much copper as has ever been 
mined in Butte; and it cannot be doubted that very many cubic miles 
of rock were drawn upon in the process of the mineralization of the 
district. 

Much importance is attached by Mr. Sales to the porphyry dikes, 
although he does not clearly specify the part which he believes them to 
have taken. I think it will be found that these dikes are much more com- 
mon phenomena than now believed to be, for on the surface they are 
ordinarily not conspicuous, and nobody has hunted for them; but even 
assuming that none exist save those described by Mr. Sales, their connec- 
tion with the ore bodies is not obvious. They appear without as well as 
within the central zone; copper is found near them and thousands of feet 
distant; they are not permeable and were not channels for the solutions; 
they do not carry copper; and the veins are not enriched where they cut 
through the dikes. The only evidence of their relation to the ore deposits 
is in the fact that one of the series of ore-bearing fissures roughly parallels 
them. Standing alone, as it does, this fact would seem to mean only that 
the rock stresses which formed the porphyry-filled fissures persisted until 
after the Anaconda vein fissures were formed. Later, different rock 
stresses caused another series of fissures, not parallel with the dikes, but 
forming with them an angle of 45°, and these fissures, like the Anaconda 
fissures, are ore bearing, so that the evidentiary value of the parallelism 
between the dikes and the Anaconda fissures is greatly weakened. 

From this review, it would seem that the evidence of the outward 
migration of the mineralizing solutions is very slight; and, on the other 
hand, there are certain facts which are incompatible with that theory. 

The Jessie and the Edith May veins run outwardly from the central 
zone into the intermediate and peripheral zones; and hence, if there has 
been an outward migration, these veins must have been among those 
channels through which the flow took place. In such cases, we should 
expect to find, as we depart from the central zone, that the ore deposits 
would partake more and more of the characteristics of the silver veins, 
or, for short, that they would be more and more zincky. At any given 
point, the character of the deposit must be more zincky than at any point 
nearer the central zone, because the solutions, once cooled, would not 
regain heat, nor, once released from pressure, enter channels under greater 
pressure. What we do find is stated by Mr. Sales on p. 1581; that is, a 
zonal arrangement on a small scale. “High-grade chalcocite-enargite- 
bornite ores form the central part of the ore shoot with but little sphaler- 
ite and chalcopyrite and shade almost imperceptibly into zincky ore with 
chalcopyrite toward the ends of the shoots.” 

Now this is exactly what we should expect to find if the mineralizing 
solutions had come up through the open portions of the veins, there depos- 
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iting the copper minerals, and in the thinner places cooling off and de- 
positing zincky minerals. 

Again, the Badger vein, at the surface and for the first 1,000 tt. in 
depth, is what would be called a silver vein. At about the 1,000-ft. level 
copper begins to come in; and from the 1,300-ft. level to the present 
bottom of the mine is one of the finest bodies of copper ore in the district. 

No part of this vein is within about 4,000 ft. of the central zone; and 
it is a practical impossibility to figure out any connection between it and 
the central zone which would account for the facts on the theory of the 
outward migration. This vein, unlike the Jessie and the Edith May, does 
not run’‘from the central zone outward, but strikes eastward and westward. 
It does not approach the central zone on its dip; but is approximately 
vertical, whereas the principal veins in the central zone dip to the south; 
that is, away from this vein. 

Again, as in the case of the Jessie and Edith May veins, the facts 
observed in the Badger vein are compatible only with the hypothesis 
that it was mineralized by solutions rising through the vein itself. 

Finally are the veins at Mountain View Junction above referred to. 
In these the granite filling has been altered, as in the copper veins else- 
where, and at one point there is a considerable showing of copper carbon- 
ates, within the walls of and unmistakably a part of one of the veins. In 
addition to this, nearby in the railroad cut is an exposure, for 500 ft., 
of altered granite similar to or identical with the altered granite of the 
central copper zone. 

What produced this alteration and what deposited this copper? Me- 
teoric waters do not make such alterations (Sales, p. 1553). This place 
is 2 miles distant (northeasterly) from the central copper zone; and 
between are great areas of unaltered granite, zinc mines, silver veins, and 
all the phenomena of the “peripheral zone.’’ There is no north-and- 
south fissure which could have carried the mineralizing solutions from 
the central zone. There is no flat, blanket-like fissure, known or sus- 
pected, which might have acted as a channel; and if, for the sake of this 
discussion, we assume the existence of such a blanket fissure, then we are 
confronted with the difficulty that where tapped by the Black Rock vein, 
a mile from the central zone, the solutions rising through the Black 
Rock vein made deposits characteristic of “silver”? veins; and where 
tapped in the neighborhood of Mountain View Junction, 2 miles from 
the central copper zone, the solutions have effected results characteristic 
of the “‘copper”’ veins. 

We are, therefore, driven to the conclusion in this case, as in the 
cases of the Badger, the Jessie, and the Edith May veins, that the solu- 
tions came up through the veins themselves, from whatever may have 
been their source. 

There are a great many veins in the outlying territory which show no 
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variation (material to this discussion) from the veins mentioned: and as 
the process of reasoning which has been applied to a few veins is applicable 
to each of the others, it must be that all veins which were strong enough 
and open enough, acted as channels through which the mineralizing 
solutions found their way from great depths to the surface. 

There is nothing unreasonable about this view. The Boulder batho- 
lith, of which the Butte district is a part, was a mass of lately molten 
granite (so Mr. Sales thinks) thousands of square miles in area and of 
great depth. There was a solid crust overlying a solidifying mass. 
Within the comparatively small area of the Butte district the crust was 
much broken and fissured. Steam and water were being forced to the 
surface. All openings must have acted as channels; and the fact that 
many fissures now show the effects of the hot water (‘‘solutions’’) which 
flowed through them, is exactly what we might expect. 

As will have been inferred from the foregoing discussion, the amend- 
ment to Mr. Sales’s theory or hypothesis which I venture to propose, is 
this: that instead of there having been an outward migration of the 
mineralizing solutions, during which outward migration the cooling and 
the chemical changes took place, the flow of the solutions was generally 
upward, and the cooling and the chemical changes took place during 
the upward flow. 

I see no difficulties in the way of accepting this modification. I do 
not see why the entire series of changes in the chemical character of the 
solutions, as well as the loss of heat, described by Mr. Sales, may not have 
taken place in each vein. I believe it possible to explain on this hypothe- 
sis all the phenomena described by Mr. Sales. This I can myself. attempt 
only in a very general way; and it is to be hoped that Mr. Sales and other 
geologists will give the matter further attention. 

I think the phenomenon of the central copper zone may be explained 
in the following manner: 

Here are many veins, including a number belonging to the Anaconda 
system. The Anaconda fissures were the earliest, and the solutions rising 
through them, because of the long period during which they acted, or 
because of their greater concentration, or perhaps of their greater pressure 
and heat, or perhaps because of all these conditions, altered the granite to 
a greater extent than has yet been observed elsewhere in the district. 

There is little zinc or manganese in the central zone. If the deposition 
of these metals depended on the lowering of the temperature of the solu- 
tions to a certain critical point, then we have only to assume that the 
temperature of the solutions in this region remained above that critical 
point until they reached the surface, or until they rose higher than the 
present surface. The larger the volume of solution, or the faster its flow, 
the further up would its temperature be maintained. 

In the case of the Emily vein, in the Badger mine, we have another 
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condition, and we may say that most of the copper contained in the solu- 
tions was deposited by the time they had reached the 1,300-ft. level, in 
thé form of chalcocite and enargite. A little copper was left, and this 
was deposited as a fringe, perhaps 300 ft. deep, above the enargite and 
chalcocite, in the form of bornite and chalcopyrite. A similar fringe, 
in a number of other cases, is reported by Mr. Sales. Above the copper, 
the temperature of the solutions was lowered to a point permitting the 
deposition of the minerals characteristic of a “silver” vein. Now if the 
critical point for the deposition of the “‘silver vein” minerals had been a 
few hundred feet deeper than it actually was, or if the Emily vein had 
never been explored to a depth greater than 1,000 ft., then the Emily 
would now be regarded as a typical “silver” vein. Quite likely all “sil- 
ver” veins are copper veins in depth, though it may often be the case that 
the point at which copper comes in is too deep for commercial exploitation. 

In some veins are large copper ore shoots which do not extend to the 
surface, above which copper there are no notable deposits of “silver vein” 
minerals. Perhaps these cases can be explained on the theory that the 
copper in the solutions was exhausted at the tops of the copper ore bodies; 
and that the temperature of the solutions, at these points, had not fallen 
to the critical point for the deposition of the “silver vein”’ minerals. 
From the top of the copper, up to the points where the temperature so fell, 
which points might be above the present surface, the veins would be 
practically barren, showing only an alteration of the granite. 

These are matters which must be worked out in detail by qualified 
men; and it is greatly to be hoped that not only will Mr. Sales himself be 
able to give further attention to the work which he has so well begun, but 
that others will enter the field, where much remains to be done. 

People coming to Butte from the outside may well be surprised to dis- 
cover how much does remain. In view of the many years during which 
Butte has been known as a ‘‘bonanza camp,” in view of the enormous 
production of copper, which continues without diminution, it is indeed 
strange that almost all knowledge of the district is confined to the:small 
area, perhaps 2,000 acres, which Mr. Sales has described in detail. 
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Dip Chart 


BY HOWLAND BANCROFT, DENVER, COLO. 


- 


(Salt Lake Meeting, August, 1914) 


THE writer has observed that some confusion is experienced by many 
mining engineers in making vertical sections of ore deposits in mining prop- 
erties which they have examined. Having much examination work 
calling for the correct interpretation of vein structure and the subsequent 
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Fic. 1.—Correct anp Incorrect Way oF PLaTTING 4 VERTICAL SECTION OF A VEIN. 


platting of the same on sections, it has occurred to the writer that the 
accompanying diagram may be of use to others who at times may be 
called upon to prepare numerous sections. For example, a great mass » 
of data on strike and dip of ore bodies is collected underground in separate 
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shafts, on different levels, drifts, cross-cuts, raises, winzes, etc. In 
assembling these data and preparing vertical sections the various dips 
of the deposit are frequently platted just as recorded underground. ‘The 
result is that a deposit, which may be continuous from the surface to the 
lowest level, appears on the vertical section as a series of disconnected 
fissures having dips ranging from 0° to 90°. This is due to the fact that 
observations are taken in various parts of the mine and the plane of the 
vertical section is rarely, if ever, at right angles to the strike of the vein 
throughout the course of its dip plane. 

Fig. 1 represents the correct and incorrect way of platting a vertical 
section of the same vein where observations have been taken at different 
levels on a vein having a uniform dip. In this ideal figure tt is presumed 
that each level intersects the vein at the same angle. A and A’ represent 
the platting of a vein having a uniform dip of 70° on a section the plane of 
which is at right angles'to the strike of the vein. B represents the same 
vein incorrectly platted on a section the plane of which intersects the 
strike of the vein at an angle of 30°. Observations of the dip and strike 
of the vein were made on each level and the vein platted with its actual 
dip. B’ represents the same vein correctly platted on a section the plane 

of which intersects the strike of the vein at an angle of 30°. 

While the formula for determining the apparent dip of a vein to be 
platted on a vertical section may be known to many, this method of deter- 
mining apparent dips involves a very tedious series of computations if the 
sections arenumerous. The accompanying dip chart, Fig. 2, is submitted 
with the hope that it may save much laborious calculation in preparing 
vertical sections. This diagram is not original with the writer. D. W. 
Brunton devised a somewhat similar method for his own use at Butte, 
about ten years ago, and he now has in the process of manufacture 
“Brunton’s Slope Chart,” a 9 by 10-in. cardboard diagram with a swinging 
arm which can be read to a quarter of a degree and is complete for 
dips ranging from 0° to 90°. This will be entirely satisfactory for office 
use. 

In 1912, D. F. Hewett published! a brief description of A Graphic 
Method for Dips on Geologic Sections. This was accompanied by a dia- 
gram, 7 by 7 in., on thin paper, which showed graphically the determina- 
tions for platting dip angles differing by 5°. Mr. Hewett’s chart is 
available only to readers of Economic Geology. Furthermore, it is too 
large for field use, and the dip angles have 5° intervals. 

The accompanying dip chart, prepared by A. B. Crosley, is of such 
size that it can conveniently be placed in the back of the ordinary field 
notebook, and the intervals between angles of dip of veins from 80° to 
90° are only 2°. Hence, intersections with the vertical section for veins 


1 Economic Geology, vol. vii, No. 2, pp. 190, 191 (Mar., 1912). 
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dipping over 80° can be more accurately platted with this diagram than 
by Mr. Hewett’s. 


Mr. Brunton’s slope chart is more accurate than either Mr. Hewett’s 
or the diagram here presented. However, it is not practicable to carry 
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Mr. Brunton’s chart in the field, its use being confined primarily to the 
office. 3 

In using this diagram it is to be remembered that the angles indicated 
at the bottom (A) represent the difference in strike of the vein it is 
desired to plat and the plane of the vertical section. The curved lines 
represent dips of veins (B). The points of intersection of the vertical 
lines (above A) with the curved lines (true dip lines B) at the horizontal 


310 DIP CHART 


Fig. 1 
To be drawn on 
tracing cloth 


d 
Trace of vertical plane 


Fias. 1 to 4.—Meruop or Usine Dip Cyart. 


paki 


DIP CHART 311 


lines (C) are the apparent dips at which the veins should be platted on the 
vertical section. For example, the strike of a vein dipping 86° intersects 
the plane of a vertical section at an angle of 25°. It should be platted on 
the vertical section with an apparent dip of 80° 30’. 


DIscussION 


THEODORE Simons, Butte, Mont. (communication to the Secretary*). 
—While preparing maps and models for use in mining litigations the 
writer was frequently confronted with the problem referred to in Mr. 
Bancroft’s paper. His chart gives the apparent angle of dip with which 
a vein should be plotted on a vertical section not at right angles to the 
strike of the vein. For a quick determination of this apparent angle the 
writer has used an exceedingly simple graphical method, which he believes 
may prove helpful to engineers engaged in practical work. It is submitted, 
not as a criticism of Mr. Bancroft’s paper, but as a means of solving the 
same problem when no chart is available and when calculations would 
consume too much time. 

The writer’s method requires merely a few lines marked off on a piece 
of tracing cloth, as shown in Fig.1: Draw line bc on any convenient scale. 
At 6 erect a perpendicular, ba. By means of a protractor cut off on ba 
a number of angles within the probable range of variation of dip, so that a 
line connecting a and c¢, for instance, forms an angle of 60° with be, etc. 
With b as a center and be as a radius, draw a circle through c. This 
completes the tool for solving the problem. 

Fig. 2 represents the line of strike of the vein and db the trace of the 
vertical plane on which the vein is to be plotted with the apparent angle 
of dip. A° is the angle which this plane makes with the strike. 

Fig. 3 shows the application of the method: Place line cb of tracing 
over line db of Fig. 2 and move fore and back until line of strike becomes 
tangent to the circle. Connect d with the point (a) that marks the true 
angle of dip as found by measurement in the mine (60° in the case illus- 
trated). The angle adb is the apparent angle of dip (C°) to be used in the 
vertical section. 

Proof.—As stated in Mr. Bancroft’s paper, the apparent angle of dip 
is: 


tan C° = sin A° tan B° (1) 


From Fig. 4, which is the same as Fig. 3 with a few lines added for sake 
of demonstration, we have: 


_* Received July 28, 1914. 
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ab A °, 
‘wites tan C° whence ab = bd tan C°; 
also 
= tan B° whence ab = bc tan B®; 
whence bd tan C° = be tan B°; 
be 
pan ° 2 
or tan C pq ton B (2) 
Sehias ee ere ee 
_ From Hg. 4, ee sin A 


Introducing in equation (2) we get: 
tan C° = sin A° tan B° (3) 


This is the same as equation (1) and shows that angle C° in Fig. 4 is the 
required angle. 


Frank A. Linrortu, Butte, Mont. (communication to the Sec- 
retary *).—Referring to Howland Bancroft’s paper, entitled Dip Chart, 
and also to the various other charts and formule for the correction of dip 
in making geologic cross-sections, I would like to emphasize the im- 
portance of making these corrections and to call attention to the method 
used by the geological department of the Anaconda Copper Mining Co. 
for this work. ; 

Cross-sections are used extensively in Butte for laying out develop- 
ment work in the mines, for checking the interpretation of geologic 
facts on the separate level maps, and to some extent in legal work. 
They are not generalized drawings, but accurate records based on ob- 
served facts, and great care is taken to make them geometrically as well 
as geologically correct. The complex structure of the Butte district 
with its east-west, northwest, and northeast systems of veins and faults 
renders necessary the corrections for dip on almost every cross-section. 
If a section is laid out at right angles to any one system of veins, the 
observed dips for that system can be platted without alteration, but, 
obviously, the observed dips for the other two systems must be cor- 
rected before platting if they are to appear properly on that section. 
There are many examples in the geologic work at Butte where it has 
been necessary to make accurate vein correlations between new or 
partly developed mine levels. In some of these cases there have been 
a number of veins to choose from and the correct correlations have come 
from the application of corrected dips on the sections. That these 
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correlations are correct is invariably proved by later developments in 
the mines. 

Formerly these corrections were roughly calculated. More re- 
cently D. F. Hewett’s excellent chart referred to in Mr. Bancroft’s 
paper was enlarged and used in the routine work of the office. As 
a wall chart, however, it was found to be less convenient than a tabu- 
lated arrangement of values in which the angles of intersection with the 
section appeared across the top of the sheet and the angles of observed 
dip were shown in the left-hand margin. The required value is found 
at the intersection of the vertical and horizontal columns under the proper 
headings. This is believed to be a better scheme than using the curves, 
but both are now supplanted by a small instrument devised and patented 
by the writer. This instrument, Fig. 5, is a symmetrically designed 
box 17 in. square, and about 8 in. long. A small square opening is 


Fig. 5.—Tue DriromMerter. 


cut in the top of the box near each end. One opening bears the desig- 
nation, ‘‘Angle with section’; the other, “Observed dip.” The ob- 
served values are made to appear in their respective openings by turn- 
ing small knobs, one at each end of the box. Increments of 5° are used 
and this interval is found to be satisfactory for practical purposes, al- 
though in a slightly larger instrument this interval could be diminished. 
As soon as the observed values are set, the required value appears as a 
definite number of degrees in an opening cut in the top of the box. No 
other numbers appear and no chance for error is introduced, provided 
that the observed data are properly set up. All confusion is removed, 
and the determination is made much more rapidly than by tracing out a 
curve on a chart or figuring from a formula. 
The construction of the instrument is very simple. The values 
of the required angle were figured from the various dips and angles 
with the section and were tabulated. The sheet of figures thus ob- 
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tained was mounted on a cylinder, and set in the box so that it could 
be easily rotated by one of the knobs. A cylindrical shell in which 
certain openings had been cut was placed over the first one, and its 
rotation about the common axis is controlled by the other knob. The 
indices were then adjusted so that the proper value appears for any given 
set of angles. 

The small dimensions of the device, the ease of making the deter- 
minations, and the absence of chance for error make this method ideal. 


James Unprruitt, Idaho Springs, Colo. (communication to the 
Secretary*).—In connection with Howland Bancroft’s Dip Chart, no one 
seems to have called attention to the fact that the same formula and dia- 
gram can be used to determine the strike of veins from the direction of the 
outcrop on surface or to trace an outcrop when the strike and dip are 
known, as shown in Fig. 6. 

It frequently happens that a vein whose dip and strike are known is 
encountered in a cross-cut tunnel and it is desired to know if some vein 
on the surface is the same. The direction of the outcrop in rough coun- 
try may be many degrees from the strike of the vein. Or again, knowing 
the strike and dip it is often desirable to trace the extension of a vein or 
dike. For many years the writer has used the accompanying table, 
arranged to fit Lefax Engineer’s Loose Leaf Pocket Book. 

As an example, assume that the strike of a vein is due north and its 

dip 50° W. On the surface we find a vein, and the line of outcrop 
dips 15°. That is, the surface ground has a slope of 15° in the direc- 
tion of the apex. From the table, the angle between strike and outcrop 
direction is found to be 18°, and as the dip is west the direction of the 
apex of the vein on the surface, or outcrop direction, should be N. 13° 
W. If the surface vein is running in this direction and is in about the 
right place we conclude that it is the same vein. The same results are 
obtained from Mr. Bancroft’s chart by taking 15° on the horizontal line, 
left or right side, following line of 15° till it reaches 50° dip curve and 
then reading 13° on perpendicular line below. 

Or again, an outcrop or vein apex on the surface has a course of N. 
25° E. and dip 60° NW. The line of outcrop or surface of the ground 
where the vein apexes rises with a vertical angle of 30°. The vein, we 
find from the table, strikes 19° 28’ W. of the line of outcrop, or N. 10° 
32’ EK. From the dip chart as before we have 19° 30’ as the angle 
between the direction of the outcrop and the true strike of the vein. 

The same results may be attained with almost any solar attachment 
with which the writer is familiar, or with an ordinary top telescope of the 
Scott model. 


* Received Jan. 18, 1915. 
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VEINS—STRIKE DIRECTION OF OUTCROP 


Sin 6 = tan a cot A 


Sin angle between direction of outcrop and strike of vein is equal to tangent dip 
of the line of outcrop by cotangent dip of vein. 
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Mining Methods at the Copper Queen Mines 


BY JOSEPH P. HODGSON, BISBEE, ARIZ. 


(Salt Lake Meeting, August, 1914) 


In 1880, mining operations were commenced at the Copper Queen 
mine. The famous Queen orebody, which extended to the surface, was 
first quarried from a large open cut in the outcrop. The orebody was 
followed down to the 300 level with the Queen incline, and stoped. This, 
we believe, marks the introduction of square setting in the Bisbee dis- 
trict, which is still the method most generally used. 


Orebodies 


The orebodies in the Copper Queen mine occur in the limestones, 
and the main portion of the ore has been mined from the Abrigo, Martin, 
and Escabrosa limestones. While the orebodies outcrop in the extreme 
western end of the mine, the general dip is to the east and south, at an 
angle of about 20°, although this dip is not by any means regular, being, 
in fact, very irregular locally. The ore is remarkable for its variableness 
in character, some of it being very soft, requiring a large amount of tim- 
ber, and other portions consisting of extremely hard sulphides. The 
orebodies, in general, while remarkable for their continuity, are very 
irregular, both as to shape and size. The mine having been in operation 
so many years, and mining having been prosecuted over such a large area, 
the operations have caused the shrinkage of the overburden, and there is 
a constant movement, which is shown by large cracks and interstices in 
the surface rocks, which largely contribute to the very high deadwork 
or maintenance cost of the mine. It is surprising that for year 1913 it 
cost almost $400,000 just for the one item of repairs and deadwork in 
this property. 

Haulage and Hotsting 

The underground openings have been extended in the neighborhood 
of. 200 miles. The ore hoisting is performed at a centrally located shaft, 
the Sacramento, to which all the ores from different parts of the mine 
are conveyed by electric haulage, of which there was slightly over 9 
miles in operation in 1913. The hoisting levels at the Sacramento shaft 
are placed 200 ft. apart, commencing at the 400 level and continuing down 
to the 1,600 level, the average hoisting distance being 1,000 ft. The 
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method of hoisting is by Kimberly skips, which are loaded from pockets, 
and as high as 400 skips have been hoisted through this shaft in a 73- 
hr. shift. 

Intermediate tramming to haulage chutes is done, in general, by mules 
and hand. Waste material is used for filling the square-set and cut- 
and-fill stopes, and when there is a surplus, it is sent to the surface at the 
subsidiary shafts, of which there are seven in operation, and which are 
also used for hoisting and lowering men, timber and supplies. 


Lighting 


All main haulageways, powder houses, ete., are lighted by electricity. 
The lights used by workmen have been candles, but carbide lamps are 
being substituted, as it is thought that by using them there is less liability 
of fire, and it has also been demonstrated that carbide is more economical. 
It is a better light to work by, and, as much sorting of ore is done, it enables 
closer sorting. 


Compressed Air 


All hoists, with the exception of the Sacramento, are operated by 
compressed air, generated at the central power plant, by compressors 
having a total capacity of 21,000 cu. ft. of free air per minute. Electric 
power for underground and surface lights and haulage is supplied by three 
Curtis turbo-generators, which are connected with seven 407-h.p. water- 
tube boilers. 


Square Setting 


Up to about 1% years ago, square setting was used exclusively in 
this property. The system, as a whole, has been very successful. It is 
quite elastic, and permits the following of stringers from any point in 
the stope, and also permits of efficient prospecting. Perhaps the greatest 
objection to it in very soft ground, is the liability to loss of the stopes by 
excessive weight. There is also a high timber cost, and, as a whole, per- 
haps it is not as economical as other systems, although it must be said 
that a large proportion of the mine will always be worked upon this plan, 
by reason of the unequal and changing character of the ground. 

The general custom in the square-setting system practiced here is 
to block the ore out in sections, numbering the sections consecutively, 
the object being to mine, if possible, four sections around one central 
raise. This can often be done, but frequently the ground is of such heavy 
character, and so much weight is thrown upon the timbers, that it is 
impossible to take out more than two or three sections to any one raise. 
These sections are laid out according to the local character of the ground, | 
and are from two to four sets in width, and from six to ten in length. 
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Great care must necessarily be taken in laying out the work to avoid 
making sections too large and of too great width, so as to risk the possi- 
_ bility of caving. 

As the stoping progresses from the sill upward, the raise is usually 
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sent through to the next level, to admit of the lowering of timber, the 
proper ventilation of the stope, and the dumping of filling; as it has been 
found necessary to carry the filling within about two floors of the back of 
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the stope and immediately below where men are working. In many of 
the stopes, particularly in the oxide ores, a good deal of hand sorting 
is necessary, as it has been demonstrated that it is cheaper to eliminate 
the waste in the stope than to pay for smelting it. While this in many 
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cases increases the mining cost materially, yet the company believes it is 
good business to leave the waste in the gob rather than put it into chutes, 
tram, hoist, and pay transportation and smelting charges upon it. In 
order that nothing is mined but what shows a margin of profit, a system 
of minima is in effect, based upon the selling price of copper. 

Figs. land 2 illustrate different stages of extracting the ore by means of 
sections under the square-set system. The chutes are so arranged as to 
require the least amount of mucking. 


Cut and Fill 


Within the last two years, the management has been making some 
experiments in other mining methods, and, in certain portions of the 
mine, notably in the Holbrook, Spray, and Gardner divisions, some cut- 
and-fill stopes have been opened. This system of mining is, of course, 
applicable only in hard ground, and these stopes are exclusively in sul- 
phide ores. The experiments have to date proved successful, hav- 
_ing materially decreased the mining cost, as compared to the square-set 
method, and it is believed that this system should be worked wherever the 
conditions are suitable. The method in vogue is somewhat as follows: 

The orebody is prospected as far as possible in advance, and the side 
and vertical dimensions of the ore aredetermined. Driftsare driven where 
possible under the bottom of the ore and raises put through the ore to the 
level above to permit the dumping of filling. Chambers are then cut 
out, drifts formed either by cribs or sets of timber, the back blasted down, 
raises cribbed up at convenient points, and filling dumped in, upon which 
the men may work and at all times be kept close to the back. Where- 
ever possible, the stope is worked on an angle of about 45°, so that the 
broken ore may slide down upon a plank bed laid upon the filling to the 
chutes. This materially reduces the cost of getting the ore into chutes, 
and is very desirable wherever it is possible to use it. Prospecting can 
be done from any elevation, as the stope is worked up to that point, and 
the filling easily ‘and cheaply disposed of. Wherever it is possible to 
work stopes upon an angle of 45°, very little timber, in general, is needed, 
as the slope of the ground materially helps to support thestope. Wherever 
a stope cannot be worked upon the slope and where the backs are carried 
horizontal, it is often necessary to put up temporary supports by crib- 
bing and blocking up the back to make the stope safe while the ore is 
being extracted. 

This system is also elastic, inasmuch as small blocks can be worked 
out wherever it is deemed necessary, provided the back is heavy and will 
not admit of being opened up in a fairly large chamber. One absolute 
necessity upon working this system is that the men be watched closely 
and taught to bar down the backs, taking care before they commence 
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drilling operations that all loose or unsafe ground istaken down. Perhaps 
a disadvantage is where ore is intersected by stringers or bunches of waste, 
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but, if care is taken, this waste can always be blasted down or put in the 
gob and the ore mined clean. The cut-and-fill method, up to the present 
time, has worked fairly successfully in the Copper Queen mines, and the 
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writer knows of many mines in Michigan and other places that have 


been worked successfully by similar means. 
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Referring to Fig. 3, starting at the top of the slope, water holes are 
drilled and a section of ground about 8 ft. thick and 20 ft. wide is blasted 
down. ‘The work is done underhand wherever it is possible in order to 
keep the back solid. 

Fig. 4 shows that the ore has been removed, waste filling has been 
runinandis floored over, consequently, the stope is again in the condition 
as shown in Fig. 3. 


Shrinkage 


Up to this time, only one place in the Copper Queen mine has been 
found where, in our judgment, a shrinkage stope could be developed. 
This stope is on the 1,100 level of the Lowell mine, and stoping is in prog- 
ress there upon an orebody approximately 100 ft. in length and about 
50 ft. in width. 

In order to use the shrinkage system successfully, the surrounding 
character of the walls must first be ascertained, and it must be demon- 

‘strated beyond a doubt that they are strong enough to permit the removal 
of the ore after the stope has been carried to the top of the orebody or to 
the level above. ‘This work is in progress at present in the Lowell mine 
and promises to show very material reduction in cost, as compared to 

’ square setting in the same character of ground. Practically no timber is 
necessary, and as the ore is kept close to the back the workmen are at 
all times close to the working face. As in the cut-and-fill system, care 
must always be taken that the workmen bar down:and make safe the 
backs before commencing drilling operations. One disadvantage in the 
shrinkage system is that should bars of waste occur in the orebody, it 
must necessarily be mined and there is a danger of it becoming mixed 
with the ore. 


Top Slicing 


Another system that has also been receiving attention in these prop- 
erties is that of the top slice. The top-slicing system probably originated 
in the iron-ore mines of the northern part of England, and, we believe, 
was first introduced in this country in the iron mines in northern Michi- 
gan. This system consists of first driving in the main-level drifts, cross- 
cutting and finding the extent of the orebody, putting up raises through 
the orebody to the top of the ore, and commencing operations at the 
extreme top of the orebody. - It must, of course, be demonstrated to the 
satisfaction of the management that there is no possibility of other ore- 
bodies being: over the country that is to be mined, as the system, when 
properly used, does not necessitate filling. 

The method simply consists of driving lateral drifts and taking out the 
ore in small blocks, making sure to clean the top of the orebody, placing 


either plank or split lagging upon the sill of every individual slice as the 
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operations are continued downward, thereby forming a mat, upon which 
the overburden and débris will rest. It is usually found in the pre- 
liminary operations of a top slice that the heaviest weight from the over- 
burden is attained when the first three or four slices are being extracted. 
After this, the mat, old timber, and overburden become intermixed, 
and in a measure self-sustaining. This system is applicable and desirable 
in very soft or wet ground, and it is the writer’s opinion that in this char- 
acter of ground it will prove successful and profitable where square setting 
and other methods would fail. 

Top slicing has been commenced in what is known as the Dividend 
slice of the Czar mine. This orebody contains perhaps 750,000 to 
1,000,000 tons of very soft, wet, aluminous ore, and wherever square 
setting had been tried, it was found to be very expensive and almost 
impossible to complete a section successfully. As a preliminary to 
starting this slice, a drift has been driven in the foot wall on the 400, the 
orebody lying on the foot wall and extending about 50 ft. above the 200 
level. Raises were then put up to the 200 level in the foot wall, as it 
has been found that raises in the orebody will not stand the terrific 
pressure which is brought to bear upon them. 

On account of the ore being very wet and aluminous, it is very hard 
to handle in the chutes, and concrete pockets have been designed which 
have the shape of a funnel, with the large portion of the funnel downward. 
About 30 ft. above the 400 sill, or in the top of this funnel, an offset or 
baffle has been put in, and from this point the raise is continued to the 
200 level. This raise is circular and lined with concrete, and, while we 
have not yet proved that this type of pocket will be successful, we are 
confident that it will materially lower the cost of handling the ore. 

The work in this orebody has not progressed to a point where a com- 
parison of costs can be made, but we are sure that the operation will be 
successful. 

One advantage of top slicing is that it is very elastic. Drifts for 
prospecting may be driven in any direction from any floor, and the waste 
disposed of in the workings. Another advantage is that in mining the 
orebody from the top down, the ore is mined clean, and still another 
is that, wherever it is desirable, some incline raises may be put 
up at any point from main raises to the mining floor to lower ‘the cost of 
tramming. Several orebodies in the Czar, Holbrook, Gardner, and Sacra- 
mento mines are being developed upon this plan, and the management is 
of the opinion that they will show a material lowering of costs, as com- 
pared to square setting. It must be understood, however, that top slicing 
can only be used where it will not damage any portion of the mine, and, 
particularly, it must be demonstrated, as before noted, that there are 
noorebodies above the territory worked upon this system. 

Fig. 5 shows a top slice started and mat formed. Fig. 6 shows ex- 
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tremities of orebody being taken out in advance of central portion. This 
is done where a main extraction tunnel is immediately below the slice, 
in order to obviate repair costs in main levels. 

It is evident to the writer that in future developments in these prop- 
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erties, wherever orebodies are developed which are adapted either to 
top slicing, cut-and-fill, or shrinkage methods, these methods will be 
found to be much more economical than square setting, which has been 
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in vogue almost exclusively in the past. It must be remembered, how- 
ever, that there will always be a large proportion of the ore in these prop- - 
erties extracted by the square-set method, as it has undoubtedly some 
advantages under varied conditions that the other systems do not have. 
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Ventilation 


Until recently, natural ventilation, aided by exhaust from drill 
machines, small 5-h.p. blowers, and compressed air, was the only means of 
ventilating the extensive workings of the entire mine. While the tem- 
perature in stopes was not very high, the relative humidity in most 
places exceeded 90 per cent., which made the mine air oppressive. A 
mechanical ventilation system was completed in the Gardner during 
August, 1913. The results thus far attained in improved working con- 
ditions and increasing the efficiency of the men have justified the installa- 
tion of similar systems in the Lowell and Sacramento divisions. 

The pressure system of ventilation has been adopted in the Gardner. 
Two Sirocco blowers, situated near the 900 station, deliver a total of 
70,000 cu. ft. of air per minute. This entire volume of air is so coursed 
as to ventilate the workings from the 1,000 to the 600 levels, whence 
it exhausts through the shafts of the Calumet Arizona Mining Co. 


Lowell Fire District 


In the Lowell division, an old fire extends from the 1,000 to the 1,300 
levels. Water is being run into this fire area, and after it penetrates the 
hot zones the water is charged with copper sulphate. On the 1,300 
level there is a concrete precipitating plant, which is 500 ft. long and 4 
ft. wide. The acid waters percolate among tin cans and scrap iron, and 
deposit their copper content. 

In order to have drifts and raises that are secure for the purpose of 
conducting gases which come from the fire district, those that are most. 
important have been heavily lined with concrete. 


Concrete Pockets and Raises 


It has been found very economical for certain kinds of ore to put in 
concrete pockets and cylindrical raises in storage chutes, as the upkeep 
cost is practically nothing, whereas, the maintenance of timber in storage 
chutes is expensive. 

Fig. 7 shows a sketch of a concrete pocket built particularly to handle 
sticky ores from the Dividend slice. 

Figs. 8 and 9 show a concrete storage pocket at the Sacramento 
hoisting shaft designed to handle wet aluminous ores. 


Copper Queen 


An interesting feature of the mine is that, at present, operations are 
being conducted through large areas of old stopes, and ore which was 
regarded as waste in former years can now be mined at a profit. A large 
amount of this work is being done in the Czar and Holbrook divisions. 
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It may also be stated that the mine, during 1913, has produced 
867,481 tons of ore, yielding 97,181,725 lb. of copper; 15 ‘B73 tons. “of lead 
ore have produced 5,701,628 lb. of lead. 


About 104,000 ft. of development work was done for the year, of 


10 
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Fig. 7.—Srecrions or Concrete Ore Pocket. 


which 70,000 ft. was done on contract. The amount of timber used for 
the year was 18,645,713 ft. 
The mine has produced a total of 1,176,718,905 Ib. of copper to Janu- 
ary, 1914. 
_ The Copper Queen, which is often referred to as a mine, constitutes 
a group of mines that are operated by the Copper Queen Consolidated 


Mining Co. 
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Draining Kerr Lake 


BY ROBERT LIVERMORE, COBALT, ONT., CANADA 
(Salt Lake Meeting, August, 1914) 


Ir has been a noteworthy feature of the Cobalt camp, that many 
of the valuable ore deposits have been covered, wholly or in part, by small 
but usually deep lakes, such as Cobalt, Cart, and Peterson lakes, and with 
the subject of this article, Kerr lake. In the early days of the camp 
many water-covered areas, which have since been found to be valuable, 
were ignored or neglected by owners, or simply perfunctorily staked for 
water rights. Kerr lake is probably the evidence of a fault or sharp fold, 
having a general east and west strike, and containing a series of ore-bear- 
ing fissures, parallel generally to the strike, although having some notable 
exceptions to the general rule. 

On the north side of Kerr lake the formation is of diabase, while on 
the south side it is of Huronian slates and conglomerates. These 
Huronian measures extend out under the lake, dipping gently to the north 
to a lateral distance not yet definitely determined, owing to the lack of 
development under the deepest parts of the lake. Probably the contact 
between the diabase and Huronian or else between the former and the 


underlying Keewatin formation occurs somewhere near the center of 


the lake. 

Kerr lake originally covered 45 acres. Of this the Kerr Lake Mining 
Co. owned 12, the: Drummond Mine, 7, and the Crown Reserve Mining 
Co. the remainder of 26 acres. Since the latter’s property was originally 
entirely under water, it was necessary for the owners to make land for 
buildings and shaft room. Accordingly, in 1908, a trench was blasted 
out which deepened the outlet, and lowered the lake 8 ft. 

As many of the rich veins of the Crown Reserve and Kerr Lake 
companies were under water, mining was pursued under some dis- 
advantages. Fortunately the rock is tight and solid, and mining has 
been done sufficiently far from the surface to avoid unnecessary risk. 
Nevertheless, there was always danger of encountering open seams, 
through which too large a flow of water for comfortable working might 
come. Careful soundings were made over the veins, by means of steel- 
shod pipe, through mud and water to bedrock, but there was sometimes 
an element of uncertainty as to whether actual bedrock had been reached. 
Furthermore, the necessity of leaving safe backs between workings and 
lake tied up large quantities of ore, and made development in certain 
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directions hazardous. The desirability of complete draining of the lake 
was early recognized, and several plans were proposed for its accom- 
plishment, but owing to various difficulties, both of an engineering nature, 
and of securing agreement between the various companies affected, did 
not come to fruition. 


Crown Reserve and Kerr Lake Companies Undertake Dewatering of Lake 


During the summer of 1912, the Crown Reserve and Kerr Lake com- 
panies gave serious thought to the subject, and came to the conclusion 
that if the dewatering were to be done, it could best beaccomplished 
by pumping rather than by an earlier plan of tunneling, both on the score 
of simplicity and expense. Preliminary surveys were made over the 
route the water was to follow, viz—through the Kerr lake outlet, to 
Glen and Giroux lakes, and thence by the outlet stream of the latter 
to the Montreal river, a total distance of 8 miles. 

In April, 1913, an act of Parliament permitted the draining of such 
bodies of water as were an obstruction to mining operations, which act 
removed one of the hindrances hitherto existing to this and similar 
plans; and in May, 1913, the purchase of the 7 acres owned by the 
Drummond interests, under Kerr lake, removed the last vital objection 
to the undertaking. Permission was granted by the mining commissioner 
in May, 1913, and work was begun at once. 

Kerr lake at this time covered an area of 30.35 acres, having been re- 
duced from the original area of 45 acres by the work of the Crown Re- 
serve Co., above mentioned, and by filling in by the waste dumps of 
the two companies. Of the total area 18.5 acres belonged to the Crown 
Reserve, 6.54 to Kerr Lake, and 5.31 acres formerly of the Drummond 
Mine, to the two first-named companies jointly. 

There are no inlets of importance in Kerr lake, and its one outlet 
carried off water running at the rate of 300 gal. per minute in the freshet 
season to nothing in the dry season. It was not thought that the lake 
was spring fed to any extent, but that it maintained its level simply 
from rain and melting snow. Soundings had established its greatest 
depth at 100 ft., nearly 20 of which was soft mud. It was estimated 
that the lake contained 400,000,000 gal. of water and liquid mud in all. 
In any plan for dewatering, the mud had to be taken into account, as a 
large deposit of th's left behind would leave parts of the exposed surface 
in as bad shape as ever for mining purposes. 


Pipe Line Direct from Kerr to Giroux Lake 


It had been planned in the first surveys to pump the water through 
the old outlet, whence it would run through natural channels by Glen and 
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Giroux lakes to thé Montreal river, but while this would have been a 
simple and feasible plan for the water only, the problem involved by the 
proper disposal of the mud prevented its adoption. Hence the final 
surveys were run in a direct line from Kerr to Giroux lake. A pipe was 
to take the water over this line, crossing the Kerr Lake property, the town- 
ship highway, the tracks of the Temiskaming & Northern Ontario Rail- 
way, and several rights of way of power and compressed-air lines, before 
entering Giroux lake. The greatest elevation of the line above Kerr lake 
was 53 ft., and the linear distance from lake to lake, 2,400 ft. - The 
difference in elevation between the two lakes was 20 ft. Giroux lake 
covers about 230 acres, and is of great depth, with an ample outlet, so 
that the disadvantages and objections of possible blocking of channels and 
flooding of other properties met with in the original plan, were done 
away with. 

The problem which then presented itself was the installation of a 
pumping plant capable of handling both water and an indeterminate 
amount of solids against a static head varying from 53 ft. at the start 
to 153 ft. at the end of operations, when the lake should have been com- 
pletely drained, through a pipe line large enough to eliminate the 
friction factor as much as possible, yet small enough to give sufficient 
velocity to mud-laden water. Allowing an ample friction factor, it was 
estimated that the total static and dynamic head would approximate 185 
ft. The pumping plant, further, must have a variable base since the shore 
line would be constantly changing, and the pumps must have a great 
range of action to maintain an even flow of liquid of changing density 
against an ever increasing head. 


Pumps Placed on Scow 


On account of the steep and irregular shore and bottom of the lake, 
and the cumbersome nature of the machinery, a plant mounted on a 
movable base ashore presented obvious disadvantages, so it was decided 
to place the pumps upon a scow. This scow was to be kept near the 
shore because if anchored in mid-lake a good many pontoons would 
have been necessary to support the heavy pipe; also, since flexibility of 
the pipe line at some point was essential, on account of the changing 
level, it would have been difficult to anchor both scow and pontoons so 
as to be flexible enough and yet not too susceptible to wind and move- 
ment of the waters. Further, constant changing of mooring cables at 
many points would have been necessary as the level of the lake changed. 

Since the Kerr Lake, Crown Reserve, and the neighboring Drummond 
(now Cobalt Comet) mines all took their water supply from Kerr lake, 
the plans included the erection of an auxiliary water-supply pumping 


plant on Giroux lake, large enough to fill all needs of the companies 
concerned. 


. 
| 
| 
. 
| 
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Machinery and accessories were ordered in May, 1913, and with the 


receipt of the first shipments of pipe during the latter part of that month 
active work was begun. 


Fig. 1.—Scow 1n Position, Reapy to Pump. 


The scow on which the pumps were to be mounted was built from 
designs of the Kerr Lake Mining Co.’s engineer, by the Crown Reserve 


Fia. 2.—Laxe Lowerep 10 Fr. 


Mining Co. at its shops on the shore of the lake. This scow (Figs. 1 and 
2) was designed to be as compact as possible, yet to allow plenty of 
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working room when machinery and fittings had been installed. Sta- 
bility, rigid construction, light draft, and carrying capacity up to 70 
tons displacement were all essential, and were taken into account in the 
plans. 

The hull was built of Western fir throughout, dimensions over all be- 
ing 40 by 20 ft., depth of sides 4 ft., and dimensions of bottom 31 ft. 6 in., 
a lowing a4 ft. 3 in. overhang at bow and stern. For the bottom, 3-in. 
planks laid lengthwise were used; across these other 3-in. planks were laid 
at 2 ft. 3 in. centers as sills for the uprights supporting the deck timbers. 
The boat was divided longitudinally into three sections; the sides, the cen- 
ter, and the two intermediate divisions of the framework were built of 6 by 
6 in. timbers at top and bottom, each division spaced 4 ft. 9 in. apart. — 
The uprights were 6 by 6 in. posts set on the bed planks at 2 ft. 3 in. centers 
and bolted to the longitudinal timbers. The deck beams, also 6 by 6 in., 
rested on the latter at 2 ft. 3 in. centers, and were bolted to them and to 
the supporting posts. Deck and sides were of 3-in. plank laid lengthwise, 
and spiked and bolted to the frame. A 2-in. flush was given to the deck, 
and hatches provided fore and aft for entrance to the hold. The whole 
boat was thoroughly calked with tar and oakum. Two anchoring spuds 
were placed at each side of the stern, for holding the scow firmly against 
the thrust of the pumps. These were 16 by 10 in. fir timbers, 30 ft. long, 
iron shod, and held in place by guides 14 by 10 in., which were tied by iron 
rods to each other above and below water. The spuds were raised and 
lowered by rack and pinion with spoke attachment. Besides the spuds 
3-in. wire hawsers were provided, to connect with shore at each corner of 
the scow. In practice it was found that on account of the shifting 
nature of the mud, and the difficulty of finding firm bottom for the spuds, 
the hawsers were more useful, and with the aid of small yacht capstans 
set up on the boat and on shore, were ample to hold the scow in any 
desired position. 

After launching, which was accomplished without trouble, by jacking 
up the boat to the proper angle, and placing greased ways beneath, 
it was towed to the east end of the lake and ballasted with about 10 tons 
of bagged gravel. A temporary crane was rigged on deck for handling 
the pumps, motors, and heavier pipe and valve fittings, which were 
hauled by wagon from the cars, and shipped on board at this 
point. The pumps and motors were assembled on their base, the bed 
plates of each unit bolted through 8-in. sills to the deck, and the pipe and - 
valve connections between the pumps made. The scow was then towed 
back to the yard for housing and final fitting. A weather-tight house 
of light construction was erected, to cover all of the deck except a small 
space at the end, where room was needed for operation of the spuds and 
capstans. ; 
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Four Centrifugal Pumps Used 


The plant consists of four single-stage centrifugal pumps, arranged in 
two units (Figs. 3 and 4). Hach unit comprises a compound pumping 
outfit of two pumps, direct connected by a flexible coupling to the motor 
which is placed between the two. These have 12-in. side suctions lead- 
ing outboard, and 10-in. discharges facing inboard. The pump shells 
are 1} in. in thickness, with removable side disks. The runners are of 


(7'0”) 


Fic. 3.—PuAn or Preina FoR PARALLEL OPERATION OF PUMPS. 


the inclosed type, of heavy design, and capable of delivering solids up to 
4 in. in diameter. The shafts are of steel extended on each side of the 
pumps, and carried by outboard ring oiling bearings, fitted with remoy- 
able babbitt-lined shells. Adjustable thrust bearings are also provided to 
‘take possible unbalanced end thrusts. 
‘Each unit was designed to deliver not less than 3,000 gal. per minute 
at the greatest elevation encountered during the operation, with a mech- 
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anical efficiency of not less than 60 percent. At the start the four pumps 
were to work in parallel (Fig. 3), each delivering through its 10-in. dis- 
charge into a central pipe, the flow from the two sternmost pumps carry- 
ing through a length of 14-in. pipe until abreast of the forward pumps, 
when the flow from all four entered the main 20-in. line. All pipe connec- 
tions on the scow were specially cast for the work. For the parallel con- 
nection a flanged Y joined the stern pump discharges to the 14-in. 


re a 


Fig. 4.—PLan or Pirina ror Srries OPERATION oF Pumps, 


pipe above mentioned, which extended along the center of the scow to 
another Y bored to receive it, and connecting the forward pumps to 
the main line. Gate valves were set in between each discharge and the 
main line, so that by disconnecting the motor and closing the valve any 
one pump could be closed off without affecting the others, 

A change from parallel to series operation (Fig. 4) could be made at 
whatever point in the undertaking the increase of head and density of 
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Material made it advisable. This was arranged as follows: The forward 
suctions, stern Y, and center length of 14-in. pipe were to be removed. 
Cast U-shaped lengths of pipe were provided to carry the discharge from 
the stern pumps outside and around to the intakes of the forward pumps, 
where a blank flange fitted to the 14-in. orifice in the forward Y threw the 
water forward to the main line. By this arrangement two units, each 
of a two-stage tandem pump, were obtained at some sacrifice of volume, 
but at a decided gain ‘in efficiency. 

- For priming and keeping pressure on the impeller bearings, a 53 by 
33 by 5 in. air-driven plunger pump was installed on the scow, which 
took its power from the mine compressed-air supply, and its water from 
Kerr lake at the start, but after its waters became too muddy, from the 
auxiliary supply from Giroux lake. The main suction pipes were con- 
nected to the pump shell by 90° elbows, and extended to the water’s edge, 
where 8-ft. lengths of smooth-bore suction hose continued the intake. 
The suctions were fitted with flap foot valves and strainers having 3-in. 
apertures. The suctions were arranged on loose threads to act as a swivel 
joint, which, with the aid of a tackle, allowed the intakes to act at any 
desired depth within an 8-ft. radius. 

The motors to drive the pumps are two in number, one for each unit, 
and connected to the pumps directly, as above described. They are 
250-h.p. squirrel-cage synchronous induction motors, operating at 1,200 
rev. per minute, with 2,200-volt, three-phase, 60-cycle current. 

The power was obtained from the line of the Northern Ontario Light 
& Power Co., which passes through the property. A 2,200-volt line was 
carried without transforming, to a switch house built for the purpose, 
on shore near the scow. Here, oil and knife switches, meters, etc., were 
installed, whence heavily insulated copper cables were led to the scow. 
The connections on the scow were made through oil-switch, panel- 
mounted knife switches, and starting compensators for each motor. 
Lightning arresters were placed outside the deck-house. Cables inside 
the house ‘were carried in pipe, and below deck where possible, to the 
various connections. 


Main Line of Spiral Riveted Pipe 


A 20-in., 14 gauge, spiral riveted pipe was used for the main drainage 
line. Bolted steel joints were used, except for a few flanged lengths on 
angles, and between the scow and shore. This type of joint was used on 
account of its great flexibility and capacity for taking up expansion and 
contraction. These qualities were very desirable here, where extreme 
changes of temperature occur, and where portions of the line, both at 
the feed and discharge ends, had to be shifted from time to time. This 
pipe was supplied in 32-ft. lengths, weighing 1,500 lb. to the length. The 
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pipe was laid either on the ground or on simple bents, two to each length, 
keeping it in as straight a line, and as free from hollows as possible. 
What few angles there were, were calculated in the survey, and were met 
by specially cast flanged elbows, to which lengths of pipe flanged at one 


Fig. 5.—Crossina or 20-1n. Drarnace Linz over T. & N. O. Ry. Tracks. 


end were bolted. A little ditch work, and rock drilling and blasting were 
necessary, especially where the line crossed under the main highway by 
culvert, but in the main, inequalities of the ground were made up by the 
bents. The chief engineering difficulty met with was in carrying the 
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Fia. 6.—Piez anp Supports Crossina T. & N. O. Ry. 


pipe over the tracks of the Temiskaming & Northern Ontario Ry. at the 
minimum height allowed above rail, of 22 ft. 6 in., an action made neces- 
sary to avoid causing a hollow in the line if carried under the tracks. 

At this point (Figs. 5 and 6) two wooden towers of the ordinary tram 
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type, built of 8 by 8 in. posts on a 16-ft. square base, well tied and cross 
braced, were erected on each side of the track. The angle of crossing 
made a span from one support to the other of 90 ft. Saddles for the 
pipe were provided 4 ft. below the top of the towers. Over the tops, 
which were iron-shod cross pieces, two 7/8-in. steel-wire cables were 
passed, 20 in. apart, and carried to ground. These were anchored by 
“dead-men” made of stout logs sunk to a depth of 6 ft., and weighted with 
stone. ‘Turnbuckles were provided, by which the cables were stretched 
as taut as possible. 

The pipe was then laid on the bents and joined as far as the first 
tower. Three flanged lengths were then laid alongside on the bents 
and bolted together to make the span. One end of the joined lengths was 
slung in a carrier, made of an iron loop ending in sheaves to run on the 
two cables, and pushed out over the railway to the far tower. Connec- 
tion was then made with the pipe already laid. The span of pipe across 
the railway was supported by 2 by 1/2 in. strap-iron hangers passing 
under the pipe and hooking over the cables at 8-ft. intervals. Each 
hanger had a turn screw and nut, to take out all sag in the pipe. An 
angle flange and two connecting lengths carried the line from the tower 
to a rock-filled crib pier, where another angle flange was connected, 
and anchored by long eyebolts passing to a “‘dead-man” to guard against 
displacement of the pipe by the force of the water coming over the sudden 
drop from the tower. The continuing line was carried on bents as before 
across a swamp and down the final incline to Giroux lake. 

Flexibility of connection between the floating scow and the fixed pipe 
on shore was secured as follows: The Kerr lake end of the pipe (see Figs. 
1 and 2), which reached shore at an angle of 15°, was anchored by strap 
and bolts set in a cement pier at water line. The end of the pipe facing 
the water was flanged, and to this was bolted a 20-in. flexible ball joint hav- 
ing 2 maximum swing of 27°. To this joint in turn two expansion joints 
giving a lateral play of 16 in. were bolted. At the start, one 32-ft. length 
of flanged pipe was connected to these, and to a similar ball joint coupled 
inboard on the scow at the main discharge. A 12-in. bypass, witha gate 
' valve, was inserted on the flanged length, for draining the line. 


Water Supply Pumped from Giroux Lake 


The water supply for the different properties formerly taking water 
from Kerr lake was obtained from Giroux lake, as already mentioned. 
It was at first planned to mount the pumps on the shore of Giroux lake, 
and carry the suction intakes out on piers, but the difficulty of placing 
piers firmly on the steep, smooth bottom, and of protecting the suction 
pipes against freezing, made a change of plan advisable. A well, 10 ft, 

square by 12 ft. deep, was sunk by air drills in the solid rock on shore 
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almost at water line, leaving a thin shell between lake and well. When 
the well was completed, a series of flat holes drilled at a depth of 5 ft. 
below water evel and “looking out” under the lake, was put in. The 
holes were heavily loaded, blasted simultaneously, and a clear connec- 
tion made between well and lake. A 14 by 20 ft. pump house (Fig. 7) 
was erected on cement foundations over the well, in which 10 by 10 in. 
timbers were set at 3-ft. intervals, as sills for the pumps and equipment. 

The pumps for this water supply are two in number, of the single- 
stage turbine type, each capable of delivering 500 imperial gallons per 
minute against a total head of 175 ft. The speed of operation is 1,750 
rev. per minute. The pumps are mounted on the same base plate with 
a 45-h.p., 2,200-volt, three-phase, 60-cycle motor, directly connected 
to the pumps with flexible pin coupling. The equipment comprises auto- 
starters, oil and knife switches, l’ghtning arresters, and meters. 


Fig. 7.—Discuarce or 20-1n. DrarnacEe Line, anp Water Suppty Pump Hovss, 
Giroux Laks. 


Water is pumped through an 8-in. spiral riveted bolted-joint pipe 
1,300 ft. in length, against a 125-ft. head, to a 46,000-gal. receiving tank 
erected on an eminence between the two properties. From this tank 
the supply for the different mines is delivered in 6-in. wrought-iron pipe, 
by gravity. ahs 

Owing to the severe cold of the winters, great care was necessary in 
protecting all water lines, and the methods used merit some description. 
The main 8-in. line was inclosed in a 4-ft. plank box, filled with sawdust 
and covered on top with paroid. A 1-in. steam line from each of the two 
mine heating plants was run alongside the pipe to the pump house, where 
it was run through a coil for heating purposes, and thence to the well 
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inlet to keep the intakes free of ice. As muddy water was to enter Giroux 
lake from the drainage operations, a filter dam made of jute, supported 
on spiles, was placed around the inlet, which formed a small pond of 
comparatively clear water. Two gate filters of 8-oz. duck were placed 
over the direct inlet, further to clarify the water. 

A signal system (Fig. 8) from tank to pump house was installed, in 
order to keep the water in the receiving tank at a fairly constant level. 
This consisted of a semicircular wooden disk revolving on bearings 
placed in the center of the curve, and supported on brackets fixed to the 
inside wall of the tank near the top. The disk was equipped with a 
10-ft. arm and 10-in. cylindrical float. On the edge of the disk were 
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Fia. 8.—Derraits or Exvectric SigNAL CONNECTIONS. 


placed two electrical contact points one quarter of the circumference 
apart. Facing the disk edge was placed a stationary block, having a 
concave surface, matching, and clear of, the disk edge. On the upper 
part of this surface were placed two pairs of electrical contacts. Two 
incandescent. lamps and an alarm bell were placed in the pump house, 
arranged on a panel so that the bell had a light above and below. Electri- 
cal connection was made by wire from a 110-volt circuit to the two 
moving contacts on the disk. Circuit was made between the inside 
contact of each pair on the stationary arm and the alarm bell, and between 
the outside contacts and the lights. The operation of the signals was 
now as follows: When the water had lowered sufficiently, the lower moy- 
ing contact made connection with the lowest fixed contact, and lighted 


\ 
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the warning lamp on the panel, showing “near low water.’’ The water 
continu'ng to lower, shortly afterward contact was made with the lower 
of the inside fixed contacts, and the alarm bell wasrung. Inthe same way, 
when the water in the tank was nearing high mark, the lamp marked 
“near high’’ was lighted and then the bell was rung, only in this case the 
upper moving contact and pair of fixed contacts were in play. The con- 
tacts were spaced on the disk and concave surface so as to obtain these 
effects at the proper stages. 


Drainage Operations 


The Kerr lake pumps were started on Aug. 28, 1912. Some diffi- 
culties of a temporary nature were met with at the start, but there were, 
on the whole, few delays or hitches in the operation. It was found that 
too sudden stopping of the pumps caused vacuums to form which made 
one or two lengths of pipe show a tendency to collapse, but this was 
remedied by the insertion of check valves at threatened points: A 
tendency of the pipe to sag after receiving the full weight of water was 
observed on the span over the railway, and the structure was strengthened 
by the addition of two more $-in. cables stretched and anchored in the 
same way as the original ones, and by the construction of arm props on 
each tower, hung out over the track by #-in. rods, and set in notches on 
the legs, which shortened the unsupported span of pipe by 24 ft. 

The water was lowered steadi y until the depth under the scow be- 
came too shallow for convenience, when a new flanged length of pipe was 
inserted and the scow moved out a corresponding distance. The extra 
length was supported by trestle bents having an adjustable block and 
tackle sling to allow for the falling level of the pipe. The operation was 
repeated as often as it became necessary to make a move until the 
suspended line became too cumbersome, when the shore ball joint was 
moved out to a new pier and the connecting pipe shortened accordingly. 

It had been intended to stir up the mud as much as possible by agita- 
tion while there was plenty of water in the lake, so that the mixture 
flowing through the line might be as liquid as possible. Various methods 
were tried, such as directing a stream, pumped from the lake by an 
auxiliary plunger pump of 300 gal. capacity, through a 4-in. hose with 
monitor attachment, into the mud, both from shore and from a small 
scow, but it was found impracticable, since the mud was of such consist- 
ency that although the bulk of that exposed by the lowering of the 
water flowed into the deeper part almost without sluicing, that under 
water had a glue-like tendency to stay in banked masses near the shores as 
long as any water remained in the lake to hold it back. Such mud as was 
left above the water soon dried and became compact to a short depth, 
so that it offered little difficulty to mining or prospecting, but that in 
the center of the lake constantly increased in depth with the influx from 
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the sides, and as rapidly diminished the clear-water area. Tests made on 
this mud showed that its water content was very high, nearly 80 per cent., 
so that it was decided to pump out the remaining water entirely, and oath 
the suctions resting in the mud, trust to the pumps handling it with the 
aid of the small streams of water flowing into the basin from the mines 
and mills. The change of the pumps from parallel to tandem operation, 
provided for as above described, was made in order to obtain better 
efficiency with the heavier material, and after some experimenting with 
‘the proper mixture of mud and water, and with the size of the strainer 
openings, a fairly steady stream of liquid mud varying from 6 to 20 per 
cent. solids was maintained through the line. 

Some trouble was had from the muddying of the water in Giroux 
lake near the mine supply pumps. This was met by carrying the 
pipe line on a curve of 45°, to which the flexible nature of the bolted - 
joints adapted it admirably, to a wooden flume, built along shore, and 
extending to a remote cove of the lake, after which no more trouble was 
experienced. 

At the time of the first proposals for the draining it had been feared 
that the health of the people in the rather thickly settled vicinity of 
Kerr lake might suffer, but fortunately these fears had no justification; 
in fact if anything the reverse was the case, since the more than doubtful 
water supply of Kerr lake was replaced by the purer water of Giroux. At 
one period when most of the clear water had been pumped away, some 
embarrassment was caused by the large number of fish which had been 
smothered by the mud and came to the surface. Great numbers ranging 
in size from small perch to eels and pike 30 in. long lay everywhere, and 
even clogged the suctions and entered the valves. Fortunately, the situ- 
ation was well taken care of by the gathering of great numbers of 
scavengering gulls who soon disposed of the fish, to the mutual advantage 
of themselves and the operators. 

The pumps were run through September and October, and a in- 
tervals during the month of November, but during the latter month the 
increasing cold made operation difficult because of the freezing of valves 
and of the surface of the mud, so that work was stopped for the season 
the last of the month. The operations to this point were successful 
from the standpoint of the companies concerned. The water was re- 
moved from the greater part of the important reserves of the mines, thus 
leaving them free for stoping and development. About 325,000,000 
gal. of mud and water were pumped, at an average of 6,000 gal. per 
minute for 38 actual working days. 

It was demonstrated that the liquid mud lying in the deeper parts of 
the lake could be pumped, and that eventually the ground underlying 
these deeper parts could be prospected and mined at will after the removal 
of the remaining mud in the following open season. 
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Several important veins were disclosed by the draining, some of 
which had not been encountered in the underground workings, and some 
of which, although previously known and followed, were not known to be 
so valuable as their surface appearance later showed them to be. 

One of the most important questions decided was that the long 
immersion of the veins had had no ill effect on their value, as exposure 
showed that for the most part they had suffered no oxidation or leaching 
of valuable minerals. In one curious instance the glacial striations in a 
native silver outcrop appeared as burnished and bright as if made 
yesterday. 

From an engineering standpoint there were few miscalculations or 
setbacks to the work, and allowing for the usual delays in transporta- 
tion and delivery of ordered equipment, the work of installation was 
expeditious. 

The managements of the two companies, under whom the work was 

conducted jointly, owe much credit to their respective staffs and other 
~ employees, to whose harmonious and efficient co-operation, and many 
ingenious ideas in perfecting details, the assured success of a somewhat 
novel undertaking is largely due. 
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Rope Idlers in the Raven Shaft 


BY GEORGE A. PACKARD, BOSTON, MASS. 


(Salt Lake Meeting, August, 1914) 
. 


Tue shaft of the Raven mine, at Butte, Mont., is an incline 1,700 ft. 
in length and dipping at various angles. At the top the dip is 70° from 
the horizontal, but this is gradually flattened until at the 300-ft. level the 
inclination is only 47°. This angle continues to the 1,100-ft. level, below 
which it curves with a 125-ft. radius to 78°. In addition to these varia- 
tions in dip, the shaft does not lie in the same vertical plane, with the 
result that the hoisting rope not only rubs at intervals on both the hang- 
ing and foot walls, but presses strongly against the west dividers near 
the collar, while 300 ft. below it runs close to the east end plates. 

The early operators used no idlers, and wall plates cut 6 in. deep by 
the rope resulted. Later operators first attempted to overcome the ex- 
cessive friction, and the wear of rope and wall plates, by introducing solid 
cast-iron idlers, 3in.in diameter. To allow for the travel of the rope from 
side to side some of these had to be 3 ft. long and were very heavy. 
Judging from the appearance of the old idlers of this type found at the 
mine, they often failed to turn in the bearings, which is not surprising 
when it is considered that they would have to make 1,000 rev. a minute 
under ordinary hoisting conditions. 

The next rolls were made of wood, 6 in. in diameter, with an iron band 
about each end, and a pintle of 1-in. round steel driven in at the ends to 
serve as a shaft. These wore rapidly, and were soon replaced by rolls 
made from water pipe, 5 or 6 in. in diameter, cut to the desired length 
and fitted with a wooden cylinder into which the pintle was driven. 
Where the idlers were used on the hanging wall of the shaft the original 
bearing was simply a piece of 4 by 14 in. strap iron, 10 in. long, turned 
up at the end in a circle 1} in. in diameter to receive the shaft. A small 
hole served for oiling, and common black oii was generally used, although 
filtered oil from engine bearings and compressor bearings was also used. 
When the rolls were to be placed on the foot wall the bearings were made 
_ from two pieces of 1 by 3 in. steel, 6 in. long. A half circle was cut on the 
flat side of each piece and the two half circles together formed a bearing. 
Oil holes were provided, and in some cases holes were bored through the 
two pieces so that they could be screwed or spiked to the wall plates. 
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The later practice was to forge the bearings from 1 by 3 in. steel, and to 
drill two holes at each end for 3-in. lag screws, by which the bearings were 
fastened to the timbers. These bearings were finally used on both foot 
and hanging wall. Similar idlers were so placed as to protect the dividers 
and end plates. The difficulty of proper oiling presented the greatest 
obstacle to satisfactory results from this type of idler. As the clearance | 
between the skip and the hanging-wall plates was sometimes less than an 
inch, there was not room for large oil or grease cups. In addition, the 
bearings were liable to get full of grit, especially when wet ore was being 
hoisted. Grease cups were generally unsatisfactory, although several 
kinds of grease were tried and especial attention was paid to having that 
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which was suited to the temperature of the shaft. In any event it was 
necessary that the rolls be examined and the oil cups filled every two days, 

which meant the cessation of hoisting for 2 hr. The bearings wore rapidly 

and the rollers tended to get out of line. The full skip weighed over . 
3 tons, and where the shaft flattened near the surface the pressure against 

the idlers was heavy. It was only by distributing this weight over idlers 
placed but 5 ft. apart that anything approaching satisfactory service 
could be obtained at this point. 

To obviate the necessity for so much attention, an idler was devised, 
following my suggestions, by the Robins Conveying Belt Co. This idler _ 
is shown in Fig. 1. The roller is extra heavy 6-in. pipe, $ in. thick, 
20 in. long, in each end of which is pressed a cast-iron head, and through 
which passes a 1j-in. steel shaft. This turns in a self-lubricating 
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bearing carried by a bracket in a ball-and-socket shell, which prevents 
cramping. As a preliminary to adopting these bearings two types of 
graphite and bronze self-lubricating bushings were tried side by side in 
the incline for three months. The one proving most satisfactory had 
cylindrical bodies of graphite } in. in diameter set in the bronze, or 
“metalline,” bushing at about 2-in. centers. One end of the bearing 
is entirely closed, the end thrust being taken by a steel disk, which also 
serves for forcing out the bushing when it is worn. The other end of the 
bearing is protected from grit by a felt washer. This, however, also re- 
tains the fine particles of metal and graphite, and in time this gummy 
matter causes the bearings to bind. Occasional cleaning of the bushings 
with kerosene obviates this trouble. The cap is hinged at one side and 
fastened at the other with a hinged bolt so the roller and bushing can be 
easily removed. The bearings can be turned through 90°, and the roll 
turned end for end, permitting the advantage of full wear. The whole is 
carried in a casting which is fastened to the wall plates with 3-in. lag 
screws. ‘These idlers have been in use nearly a year and are very satis- 
factory. While with rapid and continuous hoisting the bearings become 
quite hot, they do not bind if they are cleaned occasionally. ; 

For the lower part of the shaft, where the rope runs true and the 
inclination is 78°, the idlers are merely common sheave wheels, cast solid 
and keyed on a shaft of 1-in. cold-rolled steel. This has a total length of 
13 in. These sheaves are 9 in. in diameter with a 3-in. face, having a 
groove 13 in. deep, 1 in. wide at the bottom. The bearings are maple 
blocks 4 by 4 by 6 in., bored to receive the shaft, and provided with an oil 
hole. These are fastened to the wall plates with six spikes. 

The wood-filled pipe idlers with forged bearings cost at Butte about $8 
each, including bearings. The idler with the self-lubricating bearings 
costs $15, but the difference is quickly saved in decreased cost of attention. 
The solid cast sheaves weigh 26 lb. They cost, when fitted with a shaft, 
but excluding the maple bearings, $2.75 each. 
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Tests of Rock Drills at North Star Mine, California 
BY ROBERT H. BEDFORD AND WILLIAM HAGUE, GRASS VALLEY, CAL. 
(Salt Lake Meeting, August, 1914) 


THE objects of this paper are: 


1. To give cost data on drilling obtained at the North Star mine in 7 


California; 

2. To describe the methods of testing drills employed there, giving 
the results of shop tests, and the correlated data obtained underground; 

3. To demonstrate that these tests form a satisfactory basis upon 

which to judge rock drills. 

. The rock at this mine is either close-grained diabase in the upper 
levels, or tough grano-diorite in the lower levels. The vein, which has 
an average dip of 23°, consists of about 5 ft. of “‘formation” lying between 
walls of unaltered country rock. Of the 5 ft., solid quartz and stringers 
make up 18 in. of pay ore. The formation, which consists of but slightly 
altered country rock, is almost as hard as the unaltered walls. From 
4 to 44 ft. is sent to the mill. One-third of the holes are drilled in the 
quartz; two-thirds in the formation. The holes are about 43 ft. deep and 
break on the average of 1.15 tons per hole. The average number of holes 
per stope drill shift is at present 5.65. The number of drill shifts through- 
out the mine in 1913 was 18,679, and the cost of labor for drilling, power, 
supplies, upkeep of machines and air lines, tool sharpening, and distribu- 
tion, amounted to 33 per cent. of total mining expense. To do this work 
there are in commission 43 No. 12A, three No. 17V and eight No. 16V 
Waugh stopers, three Jackhamers, two Waugh pluggers, and 17 No. 8 
and two No. 7 water Leyners. 

For the past three years a record has been kept of the repairs on each 
machine and number of shifts operated by it. The figures given in 
Tables I and II for the cost of repairs per drill shift have been taken from 
this record. The underground air pressure is about 90 lb. The air 
consumption per drill shift was measured by aerometers. The leakage 
of pipe lines between compressor and meter is not included. From the 
number of pieces of steel sharpened for each type of drill during the year 
the average used per drill shift has been ascertained. For other supplies 
the figures given represent a year’s average. 
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TasLe I.—Cost per Drill Shift for Water Leyner No. 8 


ate a Price Cost for 
Item Description of Unit pve per Item per 
Used BO ee Unite Dell Ghitt 
Drill Shift 
Labor of drilling........ Srv SMI Ua eas ce es 1 $3.25 $3.25 
Maintenance, 

NgmIPOR A rencrate i eatin Urn AN Cl gt we dea! ded ie aha act wide aware 0.10 

gees Bern as Lee AS Dita wir. Sot bo ncdavae Menon oh 0.62 
Owen Sac ects ial ie { 1,000 cu. ft. of free air 15 0.0275 0.41 

compressed to 100 lb. 
Supplies, ; 
IED EVGA ING sectecucasscasisten Quarts of ‘‘Red Engine” 0.66 0.07 0.05 
Bie MeO ton mete oe Feet of 1 in. 5-ply) 0.12 0.33 0.04 
wire-wound 
}-in. 5-ply wire-wound 0.12 0.19 0.025 
Wrill'steel. incense ot. Pieces used............ LG 0 hs Sais aca eat eerie 
Labor sharpening and re- 

PETE OL WS. clays) oro:07) doy os NORE CR cilia ASR eee act PU Oe Re Bante ea ena 1.12 
Labor distribution..... RP se to sere aN hreuds Sai eee kota dea 0.35 
Steel consumed ........ BO CIN Samir cient ee 2.66 0.125 0.33 
Power for sharpener... .. 1,000 cu. ft. free air | 

compressed to 100 Ib. f 5.00 0.0275 0.15 
Oil for forges: <tae cca Bbl-ofy42 pales... .. 5. + 0.12 1.80 0.21 
Upkcepsolgalrpipe ean. ere er ee ees, = Updo Bee ere at 0.09 
FILO Gal An eies mered aera e aA aNeen cen ESL MeR Ae Aes on as a onscreen a se ata $6.75 
TaBLeE II.—Cost per Drill Shift for Waugh 12A 

ee : Price Cost for 

Item Description of Unit per Item per 

Used per Unit Drill Shift 

é Drill Shift 
Labor of drilling........ Sshrashifher. sae isis wees 1 $3 .00 $3.00 
Maintenance, 

NGG by Or eevee an Mien ert aie rameters. ech caikehpalel 8 ck susinn bites iaragata ds « aia hess 0.10 

SUL DLLCH Re eR tee etn ARRAN. sip oreo.) 2) oti eM ia Glo vate’ | Ne cal eyes ous 0.37 
BROWER Gator Cane te te hn 3 f 1,000 cu. ft. of free air 17 0.0275 0.47 

| compressed to 100 Ib. 
Supplies, 
Agric aits a eemised in ce Quarts ‘‘Red Engine” oil 0.33 0.07 0.0 
LOBE vers sprnenieie savas Feet 2-in. 5-ply wire- 0.12 0.27 0.03 
‘ wound. 
Drillisteel ice eas +c Pieces used............. Ee eer ee 
Labor sharpening and 
ECD AILS A ENAeh ete Le Sete sae MAES AS he Sacra SRR ERE a ee hele 0.30 
ealbOrdistrilnutloneeeatany.: kieete: Mele. cesar lta aikrals Jlisrexca Be UbbReaa Rother see! s 0.21 
Steel consumed......... Pounds aeencets aise ere 2.2 0.065 0.14 
Power for sharpener..... 1,000 cu. ft. free “a 1.5 0.0275 0.04 
compressed to 100 lb. 
Oil for forge. .........:. IBbisoiet2 alsa seas 0.034 1.80 0.06 
DESTRESS REEL S72 9 Se AR ee a Ie eee pane re 0.09 
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The 16V and the 17V Waugh drills cost 10c. less for maintenance 
supplies, but require 15 pieces of steel per shift instead of 10, which leaves 
the cost about equal. 

As already stated, the drilling at this mine is one-third of the cost of 
delivering ore at the mill. The importance of selecting a suitable drill 
for the work and keeping it in its highest state of efficiency is obvious. 
At first, time was wasted and trouble experienced in testing underground 
drills which were unsuitable. Worn out drills which should have been 
“scrapped” were often kept in operation because they sounded all right 
when run against a block in the repair shop. 


Fig. 1—Paynter’s Rocx-Dritt Trestine MaAcuiIne. 


There was need for some reliable testing machine to overcome the 
difficulties. W. D. Paynter, who was responsible for keeping drills in 
repair, after experimenting for some time, perfected a testing machine, 
which he has patented. This machine has been described in detail else- 
where.! Briefly it consists of a device whereby the blow of the drill 
delivered against a plunger is measured by the distension of a diaphragm, 


oil being the medium of transmission. By means of alever arm, the move- - 


ment of the diaphragm is amplified. A pencil on the end of the lever, 
marking a piece of paper on a revolving drum, gives a graph of the work 
done by the drill over a given period of time (Fig. 1); 

In Figs. 2 and 3 are given cards taken from different types of drills, 
A is the base line, line B represents the feed-barrel pressure in the case 
of an air-feed stoper. The length of the line AC is a measure of the 
energy transmitted through the drill steel to the plunger. The graph 
covers a period of 5sec. The number of peaks, C, multiplied by 12, there- 
fore, gives the blows per minute. To express the energy of the blow in 
foot-pounds, the tester was calibrated by allowing a sphere of known 


1 Mining and Scientific Press, vol. evii, No. 5, p. 179 (Aug. 2, 1913); Engineering 
and Mining Journal, vol. xevi, No. 18, p. 829 (Nov. 1, 1913). 
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weight, suspended as a pendulum, to fall through measured distances 
against the plunger. The distensions of the diaphragm corresponding 
to these blows were noted. By forcing oil into the system with an 
attached pump, the diaphragm was distended to each of these points in 
turn, and the static pressure corresponding to each was read on the gauge. 
A curve was then constructed with foot-pounds as abscisse and pounds 
static pressure as ordinates. The strength of any blow, recorded on 


GAUGE PRESSURES 


900 1,000 1,100 1,200 1,300 1,400 1,500 1,600 
BLOWS PER MINUTE 


Fra. 4.—Curve SHowina INFLUENCE or GAUGE PRESSURE UPON BLows 
Per MINvtTe. 


the graph as the line AC, may be measured by pumping oil into the sys- 
tem until the distension of the diaphragm moves the pencil out to point 
C. The pressure in the system at this point is read on the gauge. The 
foot-pounds corresponding to this can then be read directly from the curve. 
Since the areas of the plunger and of the diaphragm do not change, equal 
blows will produce the same pressure, even though permanent straining 
of the diaphragm may result in their producing unequal distensions. 
Errors which might be caused by these inequalities of distensions are 
avoided by thus expressing strength of blow in terms of equivalent static 
pressure instead of magnitude of distension. 
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The general method of testing a drill consists in first obtaining graphs 
in the shop and then the drilling speed underground. Having passed 
the first test, the drill is used in the mine, a record being kept for several 
months of the footage drilled. Graphs taken from time to time show 
whether or not the drill is deteriorating, while the card record of repairs 
gives the cost of its upkeep. Drills sent to the shop for repairs are not 
returned to the mine until they show on the tester a satisfactory graph. 

From the graphs taken by testing a drill at different gauge pressures, 
characteristic curves may be constructed, as shown in Figs. 4 and 5. 
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Fig. 5.—Curve SHowine INFLUENCE OF GAUGE PRESSURE UPON 
STRENGTH OF BLOW. 


Below are given the results of tests made to determine, if possible, 
the relation existing between drilling speed, blows per minute, and foot- 
pounds per blow. 

Table III compares (a) three drills striking a hard blow, (6) two drills 
striking a medium blow. These were tested in very hard ground with 
holes at an inclination of 25°, 12 in. cross steel with 24 and 2 in. bits being 
used; conditions, however, were kept the same for each test, which lasted 
5 min. 
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TABLE III 
Foot-Pounds Blows per Minute Drilling Speed 
per Blow Feet per Minute 
(a) 53 936 0.126 
52 1,320 0.165 
55 1,584 0.250 
(b) 40 1,260 0.108 
42 2,352 0.195 


These results indicate that drilling speed varies approximately with 
the blows per minute, the strength of the blow remaining constant. 

Table IV compares drilling speed with varying strengths of blows. 
The conditions of test were: Ground only medium hard; length of each 
test 5 min.; 14-in. cross steel with 2-in. bit; holes at an inclination of 45°; 
drill used, air-feed stoper. 


TABLE IV 
Blows per Minute Foot-Pounds per Feet Drilled per 

Blow Minute 

(c) 1,272 483 0.378 
1,222 43 0.447 

1,200 383 0.308 

1,170 344 0.250 

1,090 303 0.188 


A test under the same conditions as in Table IV, except that the in- 
clination of the holes was 20°, gave the results shown in Table V. 


TABLE V 
Blows per Foot-Pounds Feet Drilled 
Minute per Blow per Minute 
(d) 1,272 48} 0.251 
1,222 43 0.206 
1,200 384 0.198 
1,170 344 0.135 


A test (Table VI) was made under the following conditions: Ground 
hard; length of each test 5 min.; drill used, No. 8 water Leyner; 13-in. 
hollow steel with 2}-in. bit; holes nearly horizontal. In this test 
varying strengths of blow were obtained by means of stops of different 
lengths screwed into the ends of the valve chest. 


TABLE VI 
Blows per Foot-Pounds Feet Drilled 
Minute per Blow per Minute 
(e) (1) 1,368 40 0.162 
1,272 45 0.234 
1,260 52 0.119 
1,212 65 0.129 
Repetition of test (1) for confirmation: 
(2) 1,368 40 0.135 
1,272 45 0.224 
1,260 52 0.183 


1,212 65 0.195 
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As already stated, Table III indicates that for blows of equal strength 
the drilling speed is approximately proportional to the number of blows, 
even when these differ as much as 40 per cent. In constructing the follow- 
ing curves from Tables IV, V and VI, where the maximum variation in 
the number of blows is 15 per cent., the drilling speed has been arbitrarily 
adjusted according to the results Aga from Table III, so that Bie 
effects of the strengths of blow may be comparable. 

These curves all show the same tendency to flatten at above a certain 
strength of blow, which in this ground happens to be about 45 ft-lb. It 
will be noticed that the curves for the Leyner and for the stoper at 45° 
inclination are almost exactly similar. This is thought due to the fact 
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Fic. 6—Curvrs SHowine INFLUENCE OF STRENGTH OF BLOW ON DRILLING SPEED. 
(Air-FrEp Storer.) From Tasius IV anp V. 


that in each case the face of the hole is clear of cuttings. In the cases 
of the flat holes, which do not clear themselves, the drilling speed is not 
only lower, but does not show the same peak. This suggests that where 
holes can be cleared of cuttings a 45 ft-lb. blow is sufficient to obtain the 
fastest drilling, whereas in holes where the deadening effect of cuttings 
exists the limit of effective blow’is higher. This also emphasizes the 
desirability of a stoper with water fed to the face of the hole. 

From these tests, and others giving similar results, it has been decided 
that for conditions existing at this mine, stoping drills should strike a 
minimum of 40 ft-lb. As none of these drills has yet been found that 
strikes over 55, it remains solely a question of maintenance to keep them 
at this point. The Leyner, with blows as high as 65 ft-lb., presents a 
different problem. In this type the valve was so adjusted, by means of 
standard plugs screwed into the ends of the valve chest, as to give at 
average gauge pressure blows in the neighborhood of 45 ft-lb. It is 
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hoped that this reduction in strength of blow will result in lessened 
breakage of steel, decreased repair costs, and maximum drilling speed. 
The adjustment has not been in use long enough to give any figures on the 
first two points. 

The effect of setting the minimum strength of blow in the stoping 
drills at 40 ft-lb. has been to increase the breakage of steel by 1 lb. per 
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Fig. 7.—Curve SHOWING INFLUENCE OF STRENGTH OF BLOW UPON DRILLING 
SPEED OF WaTER LeyneR No. 8. From Taare VI. 


drill shift, and the cost of repairs by 27c. per drill shift. The footage 
drilled, however, has been increased 15 per cent., reducing the cost per 
foot of hole drilled from 20.3 to 183c. The output per drill shift has 
increased 10 per cent. during the same’ period, but this figure is compli- 
cated by the width of stope broken, and is therefore not quite comparable. 
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In the case of the Leyner drill, the cost for sharpening, breakage, and 
repairs makes a high cost per drill shift. Comparison with a type of 
machine in which these items are low is valuable, as it proves that the 
expense is justifiable. A 5 by 7 ft. drift in this mine requires 11 holes, 
aggregating 43 ft., to break around. A 2}-in. reciprocating drill, striking 
40 to 50 ft-lb. blows, 600 to 800 times a minute, used to require two drill 
shifts for drilling the round, at a cost of $4.45 per drill shift, or 204c. 
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per foot of hole. The Leyner does this in one drill shift for 154c. per foot 
of hole. 
The use of the tester in the shop has greatly facilitated repairs, as 
any abnormal action in the drill is disclosed at once. Experiments have 
demonstrated several points. Among these may be mentioned the effect 
of feed-barrel pressure. If the feed-barrel packing is slightly defective, 
the drill does not hold against the ground hard enough, causing as much - 
_ as 30 per cent. decrease in drilling speed. In the 16V stopers, wear in the 
barrel bushing after about 250 drill shifts causes cushioning due to leakage 
of air, with reduction in the strength of blow, amounting to as much as 
20 per cent. In the 17V type, at pressures below 85 lb. per square inch, 

_the strength of blow drops very rapidly. Plugging some of the exhaust 
ports causes the strength of blow to decrease less rapidly. This makes 
the drill more effective at low pressures. 

Examination of Table IV shows the decrease in drilling speed that 
may. be expected with a stoper striking 30 ft-lb., as compared with 45 ft- 
Ib. Onthis point it may be stated that many confirmatory tests have 
been made. Unless the drills are maintained at their best, the strength 
of blow drops rapidly (sometimes after 100 drill shifts), with resulting 
decrease in drilling speed. The cost per drill shift, however, remains 
practically the same. It is obvious what the result will be. Weston 
has stated in his book, Rock Drills, “If the whole system from compressor 
to drill is not maintained at the highest point of efficiency, the neglect 
will surely reveal itself in high mining cost.” 


Discussion 


W. L. SaunpeErs, New York, N. Y. (communication to the Secretary *) 
—Messrs. Bedford and Hague have given us a very interesting and prac- 
tical paper. No better excuse for such a paper could be desired than the 
statement made that the expense of drilling in this mine is one-third of 
the cost of delivering the ore at the mill. This statement should be 
written in red letters, because it applies to a great many mines besides the 
one referred to and because it is generally true that in a mining plant, as 
also in papers read before the Institute, more attention by far is given to 
the metallurgical side of mining than to the excavation of the ore, and no 
study of the excavation work is properly made that does not involve a 
careful inquiry into the merits of the rock drill used. 

Next in importance to the selection of a good rock drill, in a case 
where the actual drilling cost is one-third the cost of delivering the ore, is 
that the drill should be maintained in order and kept up to its highest 
efficiency. The best rock drill may run down in efficiency through acel- 
dents, wear, or other conditions which are sometimes beyond supervision 


* Received Sept. 1, 1914. 
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or control. The machine is usually in the hands of men who know how to 
get work out of it, not men who know howit works. The best drill runners 
are not machinists, but miners. They could not tell you how the valve 
operates or the principle of the rotation, but they know how to get the 
work done. A testing machine, particularly the type described in this 
paper, may be of the greatest value in maintaining a uniform state of 
efficiency. 

It must not be supposed, however, that this testing machine in 


itself will distinguish the value of one type of drill from another. This — 


has been referred to in the paper, where it is shown from the record 
that drills developing the greatest horse power of energy were not the 
most efficient in drilling capacity. This is referred to on p. 353 and it 
is corroborated by the tables on p. 352, where the foot-pound blow 
of approximately 40 to 45 lb. is shown to be the most efficient for this 
particular class of work. 

At the works of the Ingersoll-Rand Co. testing machines of practi- 
cally the same principle as that described have been in use for several 
years. Drills are tested on these machines and afterward operated in an 
experimental underground mine, where it has been shown that the maxi- 
mum foot-pound energy does not always mean maximum drilling capac- 
ity. The efficiency of any type of rock drill depends mainly upon the 
proper adjustment of the air pressure to the nature of the rock. In 
certain rocks a slow-moving, heavy foot-pound blow will show the best 
results in drilling, while in other rocks the fastest drilling is done through 
a rapid blow of light foot-pound energy. 

The testing machine, however, is a guide in sho wine comparative 
results under similar conditions and it is a valuable means by which from 
time to time a drill may be tested to determine whether or not it. has 
deteriorated. A rock drill that is not up to its maximum efficiency should 
be examined and the cause discovered and remedied. 

It is to be regretted that Messrs. Bedford and Hague did not give us a 
little more information concerning the tests given in Tables I and II, on p. 
347. These tables at a glance indicate that a comparison has been made 
between the cost of operating a water Leyner No.8 drill and a Waugh 12A. 
I feel quite sure, however, that there is no comparative test intended, 
because, in the first place, one machine is a rock drill of the mounted 
type while the other is an unmounted stoper. In these tests the Leyner 
drill was used for heading work, which means that a larger proportion of 
the holes are flat and down-holes. Such work, as every one knows, is 
more difficult and is harder on the steel than work, commonly known as 
stoping, with air drills, which is usually up-hole work, the drills clearing 
themselves of cuttings during operation. This point has a bearing upon 
the statement showing the amount of steel consumed and the cost per 
shift for sharpening the steel. There can be no comparative value placed 
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upon tests of steel cost except when used in the same class of work. Fur- 
thermore, the Leyner drill was used with round steel while the stoper 
used the cruciform pattern. The statement is also made that 2-in. bits 
were used with the stopers and 24-in. with the Leyners. 

Another point worth mentioning is that the Leyner drill (No. 8) 
referred to in this paper is no longer made, it being an obsolete pattern, 
the present type being No. 18. 

The point brought out in this paper that the force of the air feed on a 
stoper has a very material effect upon its drilling capacity is one not gen- 
erally considered, but it is of the utmost importance in stoper service. 
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The Design, Construction, and Cost of Two Mine Bulkheads 


BY SIDNEY L. WISE AND WALTER STRACHE,* NEW YORK, N. Y. 
(Salt Lake Meeting, August, 1914) 


WHILE the installation of mine bulkheads to retain water under high 
pressure is by no means a rarity, the following points which arose in the 
designing and placing of two of these bulkheads may be of interest: 

The Hibernia magnetite mine, located about 40 miles west of New 
York, in the State of New Jersey, is partly filled with water. This mine 
is located on an ore lens, the outcrop of which is over a mile long. The 
ore has been mined from this lens from the surface to a depth of more 
than 1,500 ft. It was held desirable to separate the old workings from 
the new, and to allow the former to fill to the 850-ft. level. Two weak 
places existed between the new and old workings below this level: namely, 
a temporary bulkhead on the 10th. level and a rock bulkhead of inde- 
terminate thickness on the 16th level. When the matter of allowing the 
old workings to fill was investigated, the fact was developed that if these 
old workings were filled, the bulkhead on the 10th level would be subjected 
to a water pressure of about 50 Ib. per square inch, and that 200 lb. per 
square inch would act on the’ 16th-level bulkhead. As the above- 
mentioned barriers were not deemed of sufficient strength to permit of 
these pressures, it became necessary to design and install new bulkheads. 


Design 


As the 16th-level bulkhead was required to withstand a pressure of 
200 lb. per square inch, it presented some difficulties. A careful con- 
sideration of the various types of mine dams now in use led to the adop- 
tion of a design of the form of a truncated wedge. In this, the pressure 
side of the dam is of greater area than the back, so that the resultant 
action is similar to driving the wedge. By cutting generous skewbacks 
in the walls, roof, and floor, this type in reality becomes an invisible arch. 
The wedge feature tends to compress the materials in the bulkhead, 
thereby adding to its imperviousness. 


* Non-member. 
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pound. As described in detail under “Construction,” this facing was 
carried up with the concrete, thus insuring a perfect bond. The subse- 
quent test proved the efficacy of this facing. , 
To provide for future contingencies, involving a possible further water- 
proofing of the pressure side, it was decided to place a manway through 
the dam, permitting inspection or repairs. 
The relative positions of the bulkheads on the 16th level are shown in 


5 rails placed horizontally 
Length of rails 14! 


15'6 

Plan of 30 lb. T-rail curved to shape. 
5 rails placed horizontally 
Length of rails 16'6" 
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Fig. 1. Attention is called to the fact that the old bulkhead leaked to 
the extent of about 6 gal. per minute, and that five pipes pass through it 
for the purpose of draining the water in the old workings by pumping 
it to the surface from the 16th level of the new workings after it had 
passed through the old bulkhead. The new bulkhead was designed to 
continue this function of drainage in case it should be so desired, and for 
this reason prolongations of the pipes pass through it. Due to the. 
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afore-mentioned leak, when the new bulkhead is completed and its man- 
way sealed, the water which passes through crevices in the old bulkhead 
will soon fill the space between the old and the new dams. The new 
bulkhead will then be assuming the entire load. 

The details of the steel reinforcement placed in the dam are shown 
in Fig. 2, the horizontal rails being curved to the radius of the invisible 
arch. Great care was taken to thoroughly coat all metal surfaces with 
mortar. . 

The design of the manway is shown in detail in Fig. 3. 

It was decided to use a 1:2:4 mixture of concrete for this bulkhead. 
Atlas Portland cement was used, and a local sand, carrying less than 3 
per cent. of foreign matter, was obtained. The broken stone employed 
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was a gneiss. This was the result of former milling operations, and was 
screened and washed before being used. 


Construction 


The construction of the 10th-level bulkhead presented no great 
difficulties. Ample storage space was available on this level and all the 
necessary materials were lowered and stored near the site. After thor- 
oughly cleaning and washing the mushroom-shaped cavity, Fig. 4, the 
forms were placed, and braced from behind with 6-in. and 8-in. round 
timbers. The inside of the forms was covered with tar paper, and a 
3-in. drain pipe, for possible future use, was run through the forms. This 
pipe was fitted with a gate valve on the working side. Two-thirds of a 
cubic yard comprised a batch of concrete, which was mixed rather wet, 
so that after a batch had been placed water rose slightly above the level 
mass. ‘Three iron rails were placed across the mouth of the cavity for 
reinforcement. The 12 yd. of concrete were placed in 103 hr. 

In drilling the recesses for the 16th-level bulkhead, care was taken to 
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so point the holes that the excavation would coincide in form and dimen- 
sions to the design. At a distance of 25 ft. from the old dam, holes 36 
to 39 in. in length and spaced 1 ft. apart were drilled in the sides, roof, 
and floor, at right angles to the course of the drift. Stoping and hand 
drills were used in this work and four men constituted the gang in this as 
well as the subsequent drilling with column drills. Thirty-five feet from 
the old bulkhead a series of holes 4 ft. in length and from 1 to 1} ft. 
apart were placed slanting to conform approximately with the inclina- 
tions of the skewbacks. These holes were only burdened with about 1 ft. 
of ground. Under ordinary conditions longer holes would have been 
drilled, but the proximity of operating pumps made extraordinary 
precautions necessary for their protection during the shooting, and so 
heavy blasting was not attempted. A round of six holes was shot at a 
time. A third series of holes was drilled slanting to conform with the 
deeper portions of the recesses. When blasted, this series broke evenly 
at the line of the 3-ft. holes first drilled and the resultant recess conformed 
almost exactly to the figure determined upon, and the total excavation 
agreed with the original estimate of 60 yd. The muck was economically 
disposed of in a nearby chute. 

The materials required for the work were unloaded and stored close 
to the mouth of the shaft. Due to the lack of space in which tostore the 
materials on the 16th level, the matter of lowering and delivering the 
required materials without interrupting the work was one of the most 
troublesome obstacles encountered. Eight to twelve men were employed 
on the surface in sacking sand and stone while the excavation was in prog- 
ress on the 16th level. The empty bags produced as the cement was used 
augmented the 200 old cement bags purchased for the sacking. While 
enough sand could be stored on the 16th level for this entire bulkhead, 
there remained insufficient room for the storage of the daily requirements 
of stone and cement. It was found advantageous, therefore, to employ 
a small night crew, who lowered much of the material required for the 
next day’s work. 

The ten curved rails were bent to a 14-ft. radius over a form in half 
a day. This was done on the surface. 

The forms on the 16th level bulkhead were built of 2-in. undressed 
lumber and 6 to 10 in. round posts were used for studding and braces. 
The forms were thoroughly braced and were wired to stiffen them 
further. The interior faces of the forms were covered with tar paper, and 
the junction of the forms with the rock was plastered with a 1:1 cement 
mortar on all sides. The pressure-side forms were carried to the roof of 
the level at once, but did not extend into the recess. 

The recess was thoroughly cleaned of loose rock and washed down, and 
all the reinforcing material, pipes, and the manway were placed in posi- 
tion before the concreting was started. Furthermore, the floor and sides 


364° THE DESIGN, CONSTRUCTION, AND COST OF TWO MINE BULKHEADS 


of the recess were plastered with a 1:1 cement mortar before placing the 
concrete. 

The concrete was made of one part cement, two parts sand and four 
parts stone, these proportions being determined by actual measurement. 
A batch’ of concrete contained 2 cu. yd. The sand was first placed on 
the mixing platform and the heaps flattened down. On this was emptied 
the cement, and these two materials were thoroughly mixed and flattened 
out before receiving the stone. This mixing took place about 12 ft. 
from the front form of the bulkhead. Enough water was used to make a 
wet mixture. Two men did the first mixing and turned the mass, then 
_ passed it on to the next two, who again turned it, passing the finished 
concrete to the last two men at the mixing board. These men shoveled 
directly into the form. In this manner, while each two men received a 
short rest of a few minutes between batches, fresh material was being 
placed on the starting end of the mixing platform while the men nearest 
the form were still disposing of the concrete mixture. This also insured a 
thorough mixing. One man remained in the form to level off each batch. 
The best day’s work consisted in the placing of 12 yd. of concrete. 

The water-proofing compound, “‘Impervite,’’ was carried up as a 3-in. 
facing, its level being kept the same as that of the concrete. An even 
thickness of the water-proof layer was maintained by the use of three forms 
of ;°5-in. plate, 6 ft. long by 6 in. wide, fitted at the upper corner with 3-in.. 
spreading bolts. These forms, placed across the entire width of the face, 
were raised 3 to 4 in. at a time, and enough concrete was then shoveled 
against them to keep them in place. The almost semi-liquid water- 
proofing compound was mixed on the level and was carried to the forms in 
buckets. 

Before leaving at night, sharp man-size (about 100-lb.) stones were set 
at least 6 in. apart in the concrete mass. This made a strong bond, and 
before concreting the next day this rough surface was freshly plastered 
with a thin 1:1 mortar. 

As the roof was reached, false forms were placed, and the work was 
finally finished in tightly bonded dovetailed blocks. 

Throughout the work, the leakage from the old dam, 6 gal. per 
minute, passed through the 2-in. drain pipe of the bulkhead. 

Seven 2-in. grout pipes, four on the pressure side and three on the 
opposite side, were placed in the concrete as the work neared completion. 
They were all located near the roof and were directed to such places as 
were most difficult to fill with concrete. As the work had to be hurried, 
but a day and a half elapsed after completion of the cement work before 
grouting was begun. The grout mixture was a mortar consisting of 
one and one-half parts of sand to one part of cement made fluid with 
water-dissolved “Impervite.” A mine-made grout “oun” was used, and — 
the grout was forced successively into the several pipes by means of air 
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under the pressure of 85 Ib. per square inch. As the grout was forced 
through the different pipes the ejection of some of this material through 
the other pipes indicated that the greater voids were filled. As the 
“gun’’ connections were changed those pipes giving the greatest dis- 
charge were plugged, and the discharge was finally limited to one pipe. 
This too, was filled and plugged. The first day’s grouting was allowed 
to set over night, and the following day all the pipes were again tested. 
This time there was no communication between the pipes, and as little or 
no grout could be forced into any one of the pipes the grouting was 
considered most satisfactory. 

Three weeks were determined upon as the period which should elapse 
before the new bulkhead should receive any load. During this time the 
2-in. drain pipe was left open. 

At the expiration of this time the completed 16th-level bulkhead was 
tested by pumping water up to the pressure of 160 lb. per square inch 
into the space between the old and new bulkheads through the 2-in. 
drain pipe. The results were entirely satisfactory, as the total seepage 
amounted to only 3; gal. per minute at first. This small leakage sub- 
sequently stopped almost completely. 


Cost 


A cheap class of labor was employed exclusively, the men receiving 
$2 per 10-hr. shift. 

Following are tables showing the cost of the work. The interference 
caused by the necessity of keeping two large pumps in operation within 
50 ft. of the 16th-level bulkhead was perhaps the greatest cause for the 
apparent high cost. The labor cost of lowering materials was also very 
high for the amounts handled, which, in the case of the 16th-level bulk- 
head, had to be lowered 1,350 ft. in one skip. 


Summary of Costs 


Division 16th-Level Dam  10th-Level Dam 
Ma bore eet rae See tlawie canbe $790.00 $134.00 
SUDELMLCM CONC. cas fauriha cals a ols aareia ngs a 130.00 30.00 
ECAP OT UR HOR rrr wslaw Se Saisie 'd sires eg « 50.46 4.50 
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GMoyralist: on © ORE choo note EAARO cy ee arama $1,474.34 $205.73 

Costs per Cubic Yard 

Division 16th-Level Dam 10th-Level Dam 
HEAD OL RI) Ses iets ce oleeeele Mia $13.17 $11.15 
Superintendence.........-.. seer eee e reese Pac aley 2.50 
Transportation. .<2. 426.23. ee 0.84 0.37 
Miakvonilbs 5 250%. <5 5 Me one abd UCI ont 8.38 3.10 
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INTRODUCTION 


In any discussion of mining one is repeatedly confronted with the 
difficulty of dealing with so many variable conditions. It is not an exact 
science and in the choice of a method each varying factor has a certain 
weight, which, in many cases, experience alone can determine. In 
mathematical terms, it is a function of many variables. 

A discussion of mining also loses much of its value unless costs are 
considered, because the expectation of profit is the only excuse for 
carrying on mining at all. As conditions vary they cause fluctuations 
in cost and there are few operations to which a definite cost can be 
assigned. The character of the ore may make it difficult to drill, yet 
because of the ease with which it breaks the total cost of drilling and 
blasting may be low. 

In preparing this article the attempt has been not to cover the whole 
field of mining, but to describe the different methods of stoping and min- 
ing which have basic principles. In addition to this an effort has been 
made to show the advantage of dissecting the methods into their detailed 
operations and applying to these a mathematical study as an aid to the 
judgment in determining which is the best method to adopt, or in attempt- 
ing to reduce the cost of a method already in use. 

Methods of mining include stoping, caving, and various methods of 
working large deposits which, in addition to the method of actually 
breaking the ore, require elaborate and definite plans of development of 
the orebody. The ordinary methods of stoping are too familiar to all 
for any elaborate discussion, but it has seemed advisable to review the 
subject and give the principal advantages and disadvantages of the 
different methods. 


Factors AFFECTING CHOICE oF METHOD 


In addition to the various external factors, such as the supply of 
labor and the financial status of the operating company, the principal 
items that influence the method of mining to be adopted are: 

The size and shape of the deposit. 

Character of the ore, whether high or low in grade. 

Whether the values are regularly or irregularly distributed. 

Physical character, whether hard or soft, tough or brittle. 

Character of the country rock. 

Immediate and future demands for ore. 

Amount of development work done or that may be necessary. 

Amount of water to be handled. 

Cost of power, timber, and supplies. 

Ventilation. 

Whether drilling is to be done by hand or with machine drills. 
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ReEvIEW oF Stopinc METHODS 


Depending on these factors, the following methods of stoping may be 
employed: 
Underhand stoping: 
Ore is hoisted to the level above; Cornish stoping. 
Ore is drawn from the level below. 
Overhand, or back stoping: 
Starting stopes. 
Drift stoping. 
Cutting out, or lead stoping. 
Raise stoping. 
Longitudinal back, flat-back, or peg tars stoping. 
Rill-cut stoping. 
Saw-tooth back stoping. 
Shrinkage stoping. 
Combination stoping. 
Breast stoping. 
Side stoping. 
Sublevel stoping. 
Square-set stoping. 
Filling methods. 


Underhand Stoping 


The method of underhand stoping in which the ore is drawn to the 
level above (B, Fig. 1), is called Cornish stoping. It finds application 
only when it is necessary to mine a lens of good ore below a level and it is 
not practicable or financially possible to do the necessary development 
to come up from underneath. Its disadvantages are the excessive cost 
of raising both ore and water. 

Underhand stoping where the ore is drawn from the bottom (A, 
Fig. 1), has more merit than is usually accorded it, especially in the 
Western States. On the Rand it has been used almost exclusively. 
Its advantages and disadvantages as compared chiefly to overhand 
stoping are as follows: 


_ Advantages: 
Kase in drilling down holes when drilling is done by hand. 
Holes are drilled wet and dust is eliminated. 
No platforms are required on which to drill. 


Disadvantages: 
Limited to steeper pitches than overhand stoping because the ore 
does not work straight down the foot wall to the raise; in flat 
pitches this would necessitate more shoveling. 
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Limited to good walls if the vein is steep. Loose rocks slough off 

from poor walls and endanger the workmen below. 

Levels ordinarily must be driven closer together to reduce the 

height of the unsupported walls; this necessitates an added cost of - 

development. 

Raises must be put up at frequent intervals. This work in some 

cases amounts to 35 or 40 per cent. of the total development. 

No ore reserves are possible. 

The waste that can be sorted in the stope if the vein is steep is 

limited to what can be thrown on lagging supported by stulls. 

Certain efficient types of stoping drills cannot be used. 

The great advantage is, of course, the drilling of down holes when 

drilling is done by hand. Few men to-day can or will drill very many 
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“uppers” in a shift. South Africa had its native labor which could not - 
be taught to drill them. It might seem on first thought that the disad- 
vantages are so numerous that they preclude any chance of the method 
being adopted under ordinary labor conditions, but I have examined mines 
where the combination of conditions in narrow veins indicates very strongly 
that the method would be more economical than overhand stoping and 


quite as safe. 
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Overhand Stoping 


Overhand stoping, in general, has the following advantages and 
disadvantages: 
Advantages: 
Stoping can be started directly from the level without any raises 
or winzes. 
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Levels can be driven far apart. These two considerations mean 


/ 
less cost for development. 
Advantage is taken of the force of gravity in breaking the rock. 
Miners work at the back and can inspect it so that the danger of 
falling rocks is largely eliminated. 
Hither ore or waste can be stored in the stope. 
A flatter seam can be worked than in underhand stoping without 


Fie. 2.—Overnanp Srorina. 


METHODS AND ECONOMIES IN MINING 371 


the necessity of shoveling, as the ore runs directly down the pitch 
and is given an impetus by the blast. 

Water takes care of itself. 

Pillars of ore or waste can be left ae 

Disadvantages: 

In most cases holes must be drilled up or flat. : 
If the stope is not filled with ore or waste, stulls and platforms 
must be used, even though the walls require no support. 

If the raises are far apart ventilation is poor. 

Starting an Overhand Stope——In Fig. 2 are shown various methods of 
working the back in overhand stoping. To start the stope, if the ore is 
low grade and timber is scarce, a pillar or pillars are left above the level ~ 
as shown in A, and if the ore is high grade it is all removed above the level 
and stulls are placed as shown at B. To start a stope as shown at B, a 
cutting out or lead stope is broken immediately above the level as shown 
at D, Fig.2. (C, Fig. 2, is a wide raise or raise stope, which is one method 
of opening an overhand stope, and E is a drift stope, which is a term used . 
in the Lake Superior copper mines and means a wide and high drift as a 
start for the overhand stoping. 


Longitudinal Back, Flat-Back, or Long-Wall Stoping 


After starting an overhand stope the shape in which the back is 
carried is often of prime importance. In A, Fig. 2, is illustrated the 
method of carrying a flat or longitudinal back (the term long-wall is used 
sometimes when the vein lies nearly flat). In this method the benches or 
breasts are frequently made of a height sufficient to allow of a square 
set being placed. This is done at Butte and it is often referred to as 
breast stoping. In general, a flat-back stope as illustrated has the fol-. 
lowing advantages and disadvantages: 

Advantages: 

If the stope is filled with waste or ore it is more convenient for 

men to work on a level surface. ‘ramming, shoveling, or sorting 

in the stope can be done to better advantage, and waste raises 
_ can be driven farther apart. 

Square sets may be conveniently placed by making the benches the 

proper height. 

Timber struts or cribs can be used between the filling and the back, 

in case the latter is weak. 

A long stope distributes the broken ore well along the level, and 

tramming is thus facilitated. 

Disadvantages: 

The principal disadvantage of a flat-back stope is that if filling 
is used, and kept close to the back, it must be distributed in 
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‘Rill-Cut Stoping 


Rill cut, or rill stoping, as shown at B, Fig. 2, has the principal ad- 
vantage that when filling is used it can be run down through a raise at - 
the apex of the stope and will fill the stope without shoveling. Its dis- . 
advantages, on the other hand, are as follows: 

When waste filling is run in from the raise it has a sloping surface 
which makes it difficult to keep ore and waste from mixing, and 
is unhandy for men to work. 

Raises must be put in at frequent intervals, and the added cost of 
these raises may exceed the cost of spreading the filling in a flat- 
back stope. 

Ore chutes must be carried up through the filling, and the timber 
used in their construction cannot be recovered. This is a disad- 
vantage as compared with shrinkage stoping. 

At F, Fig. 2, is shown a method of rill stoping in which the benches 
are inclined so that down holes can be used. Down or water holes give 
off no diagreeable dust, and can be drilled faster with piston machines. 


Saw-Tooth Back Stoping 


This method of carrying the back in an overhand stope is shown at 
G, Fig. 2. It is claimed that it makes drilling more convenient if machine 
drills i@unted on a bar are used. 


Shrinkage Stoping 


Shrinkage stoping refers to any overhand method in which the stope 
is kept full of broken ore until it is completed. The miners stand on top 
of the broken ore and work at the back. As broken ore takes up more 
space than ore in a solid mass, about 35 to 40 per cent. of it must be drawn 
to leave room for working. 

Advantages: 

Raises may be placed far apart. 

The broken ore serves as a support to the walls. This does away 
with the necessity for much timber. 

The miners work on top of the broken ore; timber platforms are 
eliminated, and the work is made much easier. It is also convenient 
to work a larger number of men in the stope. 

A large ore reserve is maintained. 

Large rocks can be broken with sledges in the stope and blocking 
the chutes is avoided. 

No ore passages are required from the level up to the back of the 
stope. Manways are necessary up through the broken ore, but the 
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timber used in their construction can usually be recovered when 
the ore is drawn. 
Ventilation is better than in an empty stope. 

Disadvantages: 

Stoping must be kept ahead of the demand for ore. This requires 
additional capital. 

There is practically no opportunity to sort ore in the stope. 

Ore filling is not permanent and the stope may cave when it is 
withdrawn. 

Scaling or unstable walls may cause waste to mix with the ore or DEC 
hibit the use of the method altogether. 

Although shrinkage stoping is rather generally used, it would be used 
more if it were not for the fact that many mines are not in a condition 
to keep an ore reserve, but must draw the ore for the mill as fast as it 
is broken. The added efficiency to be obtained from the miners when 
working on a firm floor of ore, and not on loose lagging laid on stulls, 
is a very important advantage of the method. 


Combination Stoping 


In a discussion of stoping methods, steeply pitching veins are usually 
referred to, because the majority of veins in nature are steeper than 45°, 
and also because to refer each method of stoping to veins of all dips causes 
confusion. Before considering combination stoping, however, a brief 
résumé of the methods of handling ore in veins of different dips is neces- 
sary. In veins dipping from 35° or 40° up to 90° the ore runs down by 
gravity. From 20° to 35° it must be assisted by shoveling, or by using 
chutes with smooth bottoms or placed at an angle steeper than that of 
the vein. From 10° to 25° the ore may be taken down to the level by 
shoveling, shaking chutes, mono-rail trams, gig-back railways, or con- 
veyors. From veins that are horizontal up to those having dips of 10° to 
15° tracks are usually laid on the foot wall and cars are pulled up to the 
face by men or animals. An animal can pull an empty car up a 6° slope 
and a loaded car up a 3° slope. So in dips greater than 6° the track must 
be laid at an angle with the line of the dip. 

In combination stoping, which is illustrated in Fig. 3, and which is 
a combination of underhand and overhand stoping, it is possible to keep 
the working face more nearly in a line parallel to the raises and perpen- 
dicular to the level. This is a distinct advantage if a stationary or shaking 
chute is being used to carry the ore to the level, because a large part of 
the face of the stope is accessible to the chute. This becomes a double 
advantage if a large output is required. In combination stoping develop- 
ment work is also reduced because levels may be driven far apart, and 
fewer raises are required than in simple underhand stoping. 
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Side Stoping_ 


This is an extreme of combination stoping in which the working face 
of the stope is vertical. The face is parallel to the raises just as the face 
in flat-back stoping is parallel to the levels. 


Breast Stoping 


Breast stoping refers to the working of a flat orebody, or a flat sec- 
tion of an orebody, just as coal is mined from a flat coal seam. That 
is, a slice is worked in a horizontal direction. ‘The assumption is that 
there is no open stope either above or below the slice, or else the method 
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becomes either underhand or overhand stoping. In some cases the 
benches in underhand or overhand stoping are called breasts, and the 
method breast stoping, but I believe that is not the usually accepted 
definition. Breast stoping, in the strict sense, is the only name appli- 
cable to the mining of a horizontal slice, such as the sill floor of a large 
overhand stope, or the slices in the top-slicing method. 


Sublevel Stoping 


This method, described by F. W. Sperr in the Engineering and Min- 
ing Journal of June 5, 1912, and by P. B. McDonald in the M ining and 
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Scientific Press of July 5, 1913, is really a combination of several different 
methods of stoping. Fig. 4 is an illustration of the method, and shows 
half of the vein cut away where the stoping is being done. The miners 
go from the haulage level up the raise into the sublevels. On the first 
sublevel they will blast into the shape of funnels the raises that come up 
from the haulage level, and after working back the slice, s, by breast 
stoping will drill holes at a and shoot part of this bench down into the 
raises. On the second sublevel the miners work back the slice, s, and 
then with down holes at 6 will blast the remainder of the first bench 
down into the raises, and with uppers at c shoot off part of the second 
bench. Both sets of holes will be fired at the same time. In this way 


ATTA CT a TT LLL LLL LL LL 


Re SS SST AS SASSO ATTA 


S| 7 ease 
: —- im 


= 


LNT ul 2° WMEPPTEIZIAT OREM 


Se SS SS 


Fig. 4.—SuBLEVEL STOPING. - 


each sublevel is drawn back; the broken ore is drawn off through the 
funnel-shaped raises, which leaves a large open stope. The sublevels are 
driven about 25 ft. apart vertically, and 8 to 10 ft. are shot off from each 
bench from the sublevel below. Obviously where there is a capping 
above the ore, as shown in the cut, part of it will fall when the upper 
bench is blasted and part or all of this ore may be lost. ‘‘ When the ore 
is from 50 to 100 ft. wide, a narrow stope of about one-third of the width 
of the ore is drawn back through the middle, leaving a pillar of ore 
standing on each side.” ‘These pillars or slabs left against the walls are 
then drawn back in the same manner. The method is applicable to 
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veins from 12 to 100 ft. wide, or wider, if pillars are left between stopes, 
and evidently comes into competition with shrinkage stoping, square- 
set stoping, and top slicing. It requires expensive development but 
permits a large tonnage to be broken in a relatively small stope. ‘The 
working back of the slices on the sublevel is expensiye mining, but after 
that is done the rest of the ore blasted from the benches requires a com- 
paratively small amount of powder. 


Square-Set Stoping 


Square-set stoping may refer to any method of stoping in which 
square-set timbers are used. Unless otherwise specified, however, the 
term is limited to overhand flat-back stopes in which square sets are 
used, either with or without waste filling. Square-set mining is advan- 
tageous when the vein is wide and the walls will not stand without timber- 
ing and shrinkage stoping cannot be used; when, on account of surface 
conditions, caving cannot be allowed, or where caving might cause the 
loss of other orebodies; when the ore changes rapidly in grade and re- 
quires frequent sampling; when the orebody is irregular in outline; and 


when old stopes may have to be approached or passed through at some 
later time. 


' Filling Methods 


Mine workings are filled with waste as an aid to timbers in support- 
ing weak walls or back, or to avoid fully or in part the use of timbers. 
Workings that must be prevented from caving for a length of time in 
the future are best protected by waste filling. The filling may be waste 
rock from development, rock blasted from the walls or surface for the 
express purpose of filling, or, if available, sands from concentration mills 

‘make excellent filling and are cheaply placed in the stopes. 


Cavina Meruops or MINING 


There are three distinctive methods of working large deposits that 
involve, in some way, the factor of caving. Slightly different names are in 
use, but those that are simple as well as descriptive are top slicing, sub- 
level caving, and block caving. In a discussion of these methods, three 
things must be borne in mind: that the methods are usually applied to 
massive deposits; that the deposits are usually divided into blocks or 
panels, and the description of mining one panel is practically a complete 
description of the method; and that, in most cases, the orebodies do not 
come to the surface but are covered with a capping. This capping may 
be glacial drift, as in some instances in the iron regions around Lake 
Superior, or it may be rock from which the ore values have been leached, 
as is the case at some of the large copper deposits. 
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Top Slicing 


Top slicing, illustrated in its ideal form in Fig. 5, consists in the 
working of an orebody in horizontal slices, beginning at the top. Levels, 
for haulage, are established at proper intervals and, from these, raises 
are put up to the top of the orebody about every 50 ft. Starting at the 
tops of these raises drifts are run out and then, retreating toward the 
raise, the slice is worked back by breast stoping. The overburden or 
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capping lying above the ore is supported on square sets or posts until a 
slice, or part of a slice, has been worked. The floor of the slice is then 
covered with slabs or plank and the supporting timbers are shot out and 
the capping is allowed to cave on to the timber floor. This floor and the 
broken posts form what is called a mat, which keeps ore and capping 
separated. The miners then start in the raise and work out another 
slice of the ore just under the previous one and catch up the timber 
mat with posts or square sets. When this slice is completed another 
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floor is laid and the supports again blasted. In this manner the ore- 
body is worked in successive slices from the top downward. The broken 
ore from each slice is run to the raise in wheelbarrows or cars and 
dropped to the haulage level. The capping caves and follows down on 
top of the mat. 

In this method the ore is not caved at all, but the ground above 
the ore does cave, and the surrounding country will cave more or less 
according to the amount of ore removed. If there are any other orebodies 
in the region affected by the cave, they will be lost or their recovery 
made more difficult. This is one of the reasons which may prohibit the 
use of caving methods. Also, unless the deposit is small compared to the 
distance to the surface, surface subsidence will take place and the surface 
must be free from buildings or roads. Top slicing is adaptable to heavy 
ores that can be mined easily, and require heavy timbering and filling 
if worked by overhand stoping. Deposits of large extent, over which the 
overburden will cave readily, are customary conditions. In some cases, 
top slicing may require as much or even more timber than an overhand 
stope with square sets, but for very heavy ore, which if worked overhand 
necessitates strong sets, reinforced and braced, it takes less timber, and 
in any case poorer timber may be used. 

The following are the advantages and disadvantages of top slicing, 
chiefly as compared with overhand square-set work or with other methods 
of caving. 

Advantages: 
Cheaper timber, and for heavy ores less timber, is Boe ghee than for 
square-set stoping. 
No waste filling is necessary. 
Ore can be sorted as mined. 
Very little waste from the capping becomes mixed with the ore. 
Less skilled labor is required. 
Any rich fine ore produced in breaking will be saved on the slice 
below. 
Complete extraction of the ore is possible. 

Disadvantages: 
Caving may cause injury to surface erature or render unworkable 
other orebodies in the region. 
Mining the ore by breast stoping requires more drilling and blasting. 
Broken ore on the slice must be shoveled into barrows or cars and 
taken to the raises. 
Development must be kept ahead of the demand for ore. 
It is difficult to leave bodies of low-grade ore which may be found 
in the deposit. 


Ventilation is difficult, and in some cases, the decaying timbers in . 


the mat give off heat and obnoxious gases. 


dome Oe ee 


ee carmen Oa he ya 


Ee A hl 


METHODS AND ECONOMIES IN MINING STO 


It is possible to work only on the top of the ore, and although several 
slices may be worked at the same time, it is not possible to estab- 
lish work at different levels. This may make it difficult to obtain 
a required tonnage from a deposit of small horizontal section. 
Capping should cave readily, and not arch, or the method may 
become very dangerous. 


Sublevel Caving 


This method, otherwise referred to as sublevel drifts and back caving, 
or sublevel slicing, resembles top slicing in that the orebody is worked 
from the top down, and the ore is taken out in horizontal slices. A block 
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of ore is left above the slice, however, and when a small portion of the 
slice has been mined out, this back is allowed to cave. Fig. 6 shows a 
block or panel of ore worked by sublevel caving. Raises are put up from 
the haulage level, and from these sublevel drifts are driven 14 to 20 ft. 
apart vertically. When these drifts reach the boundary of the property, 
or of the panel to be worked, cross drifts as a, b, and ¢ are driven across 
the block and timbered. The back of ore is thus undercut but is sup- 
ported by the drift timbers. The timbers of cross drift a are next blasted 
and the weight of the capping caves the back of ore down on to the floor 


S807 METHODS AND ECONOMIES IN MINING 


of the slice, where the miners shovel it into cars and push it to the raise. 
A timber mat may be used asin top slicing. Sublevel caving is adaptable 
to massive deposits or wide veins in which the ore is not difficult to break, 
yet is firm enough to hold the capping while supported by the drift tim- 
bers. An overburden that will readily cave is necessary. 
Advantages: 

The cost of mining is low, because a large percentage of the ore is 

broken with little or no blasting, and the amount of timber used 

is small. 

A large output is possible. 

A large percentage of the ore can be saved. 

The ore can be kept freer of waste than in block caving. 

Disadvantages: 

It is limited in application to certain ores. 

A large amount of development is required which must be kept 

ahead of the demand for ore. 

A large part of the ore must be shoveled. 

Caving endangers surface and other ore deposits. 

There is some danger to the miners. 

Ventilation is difficult. 


Block Caving 


Block caving is an extreme case of sublevel caving in which instead 
of a back of ore 5 to 10 ft. thick, one 50 ft. thick is undermined and 
allowed to cave. The method is illustrated in Fig. 7. After the bottom 
of the block, or panel, is cut up into pillars by drifts and cross drifts, 
the pillars are robbed, and then the remaining stumps are blasted out with 
one large blast. This allows the entire block above to cave. In settling 
it disintegrates so that it can be shoveled with very little additional 
blasting. For a block to cave it is usually necessary for it to be freed 
on one or more sides. ‘This is done, as shown in the cut, by narrow stopes, 
called isolating stopes. After the ore has settled for from two to six 
months timbered drifts are driven through it. The broken ore is allowed 
to run into these drifts, starting farthest from the shaft, is shoveled into 
cars and trammed out. As soon as capping shows at any point shovel- 
ing is stopped. 

The advantages of this method are: 
The cost of mining is low because very little drilling and sede 
or timbering is required. 
The amount.of development is small. 
A large output is possible. . 

Disadvantages: 
The method is limited in application to low-grade ore of such 
character that it will cave and disintegrate. 
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A large amount of ore becomes mixed with capping and lost. 
There is no opportunity to select or sort the ore. 


Back Caving into Chutes 


There is another principle that should be mentioned under mining 
methods. It is called back caving into chutes or chute caving and in 
some ways resembles blockcaving. (The description of a mine employing 
this principle is given in Mining Without Timber, by Brinsmade, p. 181.) 
Large overhand stopes are worked, not by drilling and blasting the entire 
back, but by blasting out narrow isolating stopes around the edges of the 
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main stopes and allowing the rest of the ore in the center to fall of its 
own weight. That is, a large percentage of the ore is mined by caving. 
The broken ore is drawn off through chute raises in the bottom of the 
stope. 

As far as I am aware, the preceding pages cover the methods of 
underground mining that have distinctive or basic features and can be 
readily classified. ‘There are innumerable different systems of mining but 
they all involve only these principles, or modifications and combinations 


of them. 
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if the cost of one or all of these cannot be reduced. Keen competition 
has forced large manufacturing and other industrial enterprises to give 
careful attention to cost accounting and efficiency engineering. This 
calls for the investigation of the smallest details; conditions are adjusted 
so that a workman will not lose time in going after a tool or in walking 
from one machine to another. An increase in the efficiency of a number of 
small operations means a corresponding decrease in the total cost of pro- 
duction. The reasons why efficiency engineering has been so generally 
_ adopted are two: first, it attacks its problem in a scientific manner and, 
second, it brings results in dollars and cents. Mine managers are not 
excusable from applying its principles just because the ore may be high 
enough in grade to pay dividends even under lax conditions. 

The different operations of mining can be separated in different ways. 
Fig. 8 is a diagram which shows a logical arrangement and the smallest 
operations shown in it could be subdivided into yet smaller details ad 
infinitum. In determining upon a new method or in attempting to re- 
duce the cost of one already established, these operations must be care- 
fully studied. If modifying a method will increase the efficiency of one 
operation without affecting the rest, the problem is a simple one, but 
usually more than one operation is affected, some adversely, and some to 
advantage, in which case to determine which is the cheaper method it is 
necessary to apply to each operation its cost under the different conditions. 


Costs of Drilling and Blasting. Comparison of Stoping Methods 


As an appendix to this article I have collected a number of costs: of 
mining as published in the reports of mining companies. 

Obviously but few of these reports show the costs of the operations 
given in Fig. 8, and in order to bring out their detailed costs it is necessary 
to make certain assumptions. To bring out the costs of the different 
operations of drilling and blasting, consider the data on North Star, 
Alaska-Treadwell, and the Rand as given in the appendix, with general 
data on Cripple Creek and the Michigan copper mines. All are straight 
overhand stoping methods with the exception of the Rand, and, although 
not so stated, I assume that these data refer to underhand stoping. 
The first consideration is drilling. Up to the present time for underhand 
work, mounted machines were the only ones available, but it is probable 
that in the future they will be largely replaced by light unmounted 
machines of the Jackhamer type. For overhand work, the hammer stop- 
ing drill, unmounted, has demonstrated its superiority in reduced labor 
cost, increased ease of handling, and greater drilling speed in rock that 
is not too hard. While actually at work machines will drill from 0.25 
to 15 in. a minute, usually 1 to 3in. At the North Star mine, evidently, 
25 to 30 ft. are drilled for each machine shift. Light stoping drills are 
used and break 73 tons in a 4-ft. stope. In Cripple Creek the average 
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of several mines is 60 ft. for each machine shift. Light stoping drills are 
used and the machine runner is using the machine about 6 out of every 8 
hr. In a 5-ft. stope 14 44-ft. holes will break about 15 tons. In the 
Il ake Superior copper region, in the amygdaloid lodes, machines drill from 
30 to 47 ft. a shift in different mines.! In the conglomerate, on account 
of more massive copper and higher quartz content, about 24 ft. for each 
machine shift is the average (9-hr. shift) and seldom is more than 28 ft. 
drilled. Holes in both cases are usually 8 ft. deep and a burden of 2 to 
3 ft. is placed on them. In the conglomerate, although harder to drill, 54 
tons are broken for each machine shift, whereas in the amygdaloid only 
about 38 tons are broken. The stopes are 10 to 30 ft. wide. At the 
Alaska-Treadwell each machine in the stopes drills 28 to 34 ft. and breaks 
323 to 45 tons. Heavy piston drills are used and the stopes are about 60 
ft. wide. On the Rand large machines break 7.2 tons in a 55-in. stope, 
10 tons in a 6-ft. stope, 193 tons in a 7-ft. stope, and small machines break 
3.7 tons ina 4-ft. stope. To arrive at the actual cost of drilling it is also 
necessary to consider the cost of compressed air, machine labor, repairs, 
and drill steel and sharpening. The cost of compressed air varies from 
$0.40 to $2.50 for each machine shift. It depends on the cost of power, 
size and efficiency of the compressor, size and efficiency of machine drill, 
and the conditions of the drill. The accompanying table taken from Ore 


Cost per 1,000 Cu. ie): 
Ft. Free Air Sean vat 
Compressed ‘ 
| Maxi Total 
eran ete 5,000, 10,000 5,000 | 10,000 
Capacity | Cost 2 ; 
Style of C Sea | Ft. | Ft. Sea Ft. Ft. 
u. Ft. per : eH a : 
Compressor : Level | Alti- | Alti- | Level | Alti- | Alti- 
Free Air | H. P. rary te, Na 
per Minute) Hour ns hea tude | tude 
Simple steam (non- 
condensing.......... 200 2.2c.| 5.9c.| 5.3¢.| 4.8c. | $2.07/$2.22 |$2.40 
Compound steam 
non-condensing)... .. 300 1.6 4.0 3.6 3.0 1.40 | 1.50 | 1.65 
Simple steam (con- 
CEnsIN Ge eeatyen tern +: 2,500 1.0 2.7 2.4 2.2 0.95 | 1.01 | 1.10 
Compound steam 
(condensing)........ 3,000 OSS ile Teel sO ales Os 76 MeO sete 


Table based on 8-hr. shift with coal at $5 a ton. 


1Claude L. Rice: Engineering and Mining Journal, vol. xciv, No. 5, p. 217 (Aug. | 


3, 1912). 
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Mining Methods, by W. R. Crane, gives the cost of operating a 3-in. 
drill in granite. 

At the North Star mines machine men cost $3 a shift or 43c. a ton : 
machine power, 40c. a shift or 6c. a ton; repairs and lubrication, 42c. 
a shift or 6c. a ton; drill steel and sharpening, 75c. a shift or 10c. a ton; 
total for drilling, $4.57 a shift or 65c. a ton. To this must be added 25c. 
a ton for powder, 4c. for fuse and 1c. for caps, which makes a grand total 
of 95c.a ton. Allowing for rock left in the stopes this would be reduced 
about 15 per cent. 

At Cripple Creek machine men cost $3.50 a shift or 24c. a ton; air, 
$2 a shift or 13c. a ton; repairs and lubrication, 25c. a shift or 2c. a ton; 
drill steel and sharpening, 50c. a shift or 3}c. a ton. Total for drilling, 
$6.25 a shift or 42$c.a ton. To this add 24c. a ton for powder, 3c. for 
fuse, and lc. for caps, which gives a grand total of 71c. 

At the Alaska-Treadwell machine men and helpers average $6.85 a 
shift or 21c. a ton; air, 75c. a shift or 2c. a ton; repairs, 50c. a shift or 
lfc. a ton; drill steel and sharpening, 45c. a shift or l4c. a ton. ‘Total 
for drilling, $8.55 or 26c.a ton. Adding 15c. for powder, lc. for fuse, 
and 3c. for caps gives 423c., to which must be added an additional 6c. 
for extra labor which includes powder men. This gives a grand total of 
A48tc. 

The data given in the appendix on operations on the Rand are too 
incomplete to analyze as the others are analyzed. From other data 
which I have, I assume that the costs are about as follows: Machine 
labor, $4.50 a shift; air, 75c.; repairs, 50c.; drill steel and sharpening, 50c. 
This is a total of $6.25. An average of 12 tons was broken each shift, 

which gives a cost of 52c. a ton for drilling. To this must be added 25c. 
a ton for explosives, which gives a grand total of 77c. 

On the Rand, despite the greater stoping width, the cost of explo- 
sives is nearly as much as at North Star or Cripple Creek and the drilling 
cost per shift is much greater. The influence of the width of the stope 
on the tonnage broken is well illustrated in the Alaska-Treadwell and the 
added cost of machine labor is minimized. The long holes used and the 
character of the ore, no doubt, preclude the possibility of using one-man 
machines. 

From the above, it is seen that an item worthy of consideration is 
that of drill steel and sharpening. It varies greatly but in any case is a 
factor worthy of attention. Not only the cost of new steel and the wages 
of the blacksmith, but the delivery of sharp drills to the stope and the 
removal of dull steel, should be considered. By comparing cost items 
occurring in the reports, which are given in the appendix, other features 
influencing drilling and blasting might be shown, but the greatest value 
results in making comparison when conditions are similar and are known 


with exactness. 
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Lighting 


It is stated in one of the mining books that the cost of lighting for 
each ton of ore mined is about the same in all mines. This is not the 
case. The cost varies according to the light used and the number of men 
underground. The entire subject of mine lighting has been well covered 
by Frederick H. Morley in the Mining and Scientific Press of April 11, 
1914. The following table taken from this article gives the cost of 
acetylene lighting in 10 of the large metal mines. 


| Carbide 


Number Con- Cont | Cost | Cost of 
of Men | Number | sump- te q | per Candles 
Name of Company  /|Employed) Using tion per are Lamp | per 
: Under- | Lamps | Lamp, s t | Shift, | Shift, 
ground tf Oz. _ | Cents | Cents 
| Shift | 
Homestake Mining Co...... 1,025 1,025 8.0 3.50 1.75 7.00 
Ray Con. Copper Co....... 1,400 1,200 9.0 4.502 | 2.502 | 5.002 
Quincy Mining Co.......... 1,389 575 | 6.7 | 3.50¢ | 1.46@ |....... 
Osceola Con. M. Co. ...... 625 625° |. 66:094) 3:50 oie L238 0 Saoeeee 
United Verde Copper Co....| 600 575 | 6.5 | 5.50 | 2.23 | 5.40 
Bunker Hill & Sullivan Co.. 460 208 7.0 5.25 2.30 6.18 
Calumet & Arizona M. Co...| 1,000 60 rial) 5.50 2.40 6.64 
Ohio Copper M. Co........ 96 37 SLO 6280." 52500, ieee 
Nevada Con. Copper Co.... 200 20 4.0 | 4.67 1.12 || 3,22 
Mammoth Copper M. Co...|......... 12 10,0) 5.86. 1'3:66 .) 5605 
PAV OTROS 5 cl tnuche aterm eesurll las asec e eedtneree eee T6228 (4006) 2.Lte yb oe 
“Hstimated. 


Timbering and Handling Ore in Stopes. Square-Set vs. Top-Slicing 
Methods. 


There is often a question as to whether square setting or top slicing 
is more economical. For instance, in massive deposits of heavy sulphides 
the ore is easily drilled and breaks well and if overhand stoping with 
square sets is used the weight of the ore necessitates very heavy timber- 
ing. In order to compare the two methods and also to show cost data 
on timbering and handling ore in stopes, assume the methods applied to 
a block of ground 50 ft. square and assume that the development work 
is the same in each case. The sets to be 6 by 6 by 8 ft. In the top- 
slicing method a drift one set wide is started at the top of the raise 
and run to the boundary of the block and then across the end of thé block. - 
This will give 10 sets of drift. It will take about eight holes, each 44 ft. 


| 
. 
| 
| 
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deep, to break a round, or 12 holes to break a set. All work in top slicing 
is breast work, and the drilling must be done with a drill mounted on a 
column. A mounted drill will drill slower and require more time for 
moving than a light, unmounted, stoping drill, which can be used in 
square-set mining. The cost of each set for the first 10 sets of driftin 
top slicing will be about as follows: 


PME G iA UTS 2 Bnt Pee) S9 00 Pi, eee cay vaca nus seek ue es $7.00 
Drillfrepairs=@eOrs0 reer e se Cllr eee ee 0.60 
Drill stect and sharpening @0.20 00.0... fee OS 0.40 
Air @ 1.00....... HNP Pewee at ed eh TERRES Aa clip ohawaie tatoo an demas. FONE 2.00 
POW ere cours Ol ze Caen, we abeene cp iar ieee ais cuties ekaicaast alcoves: 3.00 
PEISG OU chUn (es Cie nee One en obi Re, tee ca aN. 0.40 
CS Bae 2s (Otel G sreenee hoes. Nay St Seema berek eer ra, head Sacgcckesene 0.12 
COscsor Caehise bir mrt cee + earn ees bite ae sen eke edad $13.52 


Each set contains 288 cu. ft. or approximately 28 tons; this makes the 
cost of drilling and blasting 48c. a ton. The distance to tram the ore 
to the raise will average 50 ft. and the cost for mucking and tramming may 
be estimated as follows: A man will shovel this ore at the rate of about 
23 tons an hour, or 1 ton in 24 min. A wheelbarrow will hold about + 
ton and to wheel seven barrow loads 50 ft. will require from 10 to 15 
min., say 11 min.; this makes the time consumed in shoveling and wheel- 
ing 1 ton 35 min. or 22c. a ton if shovelers’ wages are 373c. an hour. 
This is equal to 14 tons handled for each 8-hr. shift and a cost for each set 
of $6. Exclusive of the raise there will be a total of 63 sets in a slice, 
of which 10 sets are mined for 70c. a ton (48c. for drilling and blasting 
plus 22c. for mucking). The remaining 53 sets have two free faces to 
break to. The cost of breaking will be 30 per cent. less or 35c. a ton. 
The average distance from the raise will be less, which willreduce the cost 
of shoveling, say to 20c., which gives a cost of 55c. for the remaining 
53 sets or an average cost of 57c. a ton to mine the whole slice. On one 
slice there will be required 72 posts, 64 caps, and 72 girts. A post 8 by 
8 in. by 8 ft. will contain 42 ft. B.M. and costs 84c. if lumber is figured 
at $20 per M. Caps and girts 8 by 8 in. by 6 ft. will cost 64c. each, 
figured on the same basis. Framing the posts will cost about 10c. each by 


_ hand or 5c. each by machines, say 6c. Framing the caps and girts will 


cost about the same. This gives: 


FOR TBR STIAON UC. icertge eto kia tae ate aCe OR OC eee eee $64.80 
136 caps and girts @ 70¢....... 6.6 cece eee ene eee tees 95.20 
$160 .00 


which is $2.55 a set. The cost of taking the timber into the stope and 
placing it will amount to from $1 to $2 a set, say $1.50. Other timber 
for lagging and blocking will cost about 85c. a set, which gives a total 
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for timbering of $4.90 a set or 17c. a ton. This added to the cost of 
breaking and mucking gives 74c. a ton. 

To mine this same block of ground with square sets, it would be 
necessary to divide it into two stopes four sets wide and eight sets long. 
The ore has been assumed to be heavy and it would be impossible to carry 
a wide stope. As soon as a stope is mined it should be filled. For drill- 
ing, a light stoping drill can be used which, under the assumed conditions, 
will drill easily 50 per cent. more footage than the machine on the slice. 
One-third less explosives per ton will be required, so the reduction in cost 
of breaking will be at least 30 per cent. or to 30c. a ton. A flooring of 
plank will have to be laid on the top set and about 75 per cent. of the 
broken ore will not fall into the chutes but must be shoveled. A shoveler 
will handle 3 tons an hour at a cost of 123c. a ton for 75 per cent. of the 
ore. This is equivalent to 9c. for the total tonnage. We have, there- 
fore, reduced the cost of breaking and shoveling from 57e. in top slicing 
to 39c. in overhand stoping with square sets, a saving of 18c. a ton. 

Consider the timbering. It is not necessary to go again into detail 
but first assume that the ground can be held up by square sets of 10 by — 
10 in. timber. A post 10 by 10in. by 10 ft. long contains 66 ft. B.M. and 
at $20 per M. will cost $1.32. Since it is heavy timber and framed on 
both ends, the framing will cost about 12c., making its total cost $1.44. 
Caps and girts will cost $1 each plus 8c. for framing, or $1.08 total. 
This makes a total of $3.60 for timbers in the square set instead of $2.30 
in the set used in top slicing, an increase of $1.30. There will also be an 
added cost of placing of about 50c., which makes a total additional cost 
for timbering in the square-set method of $1.80 per set or 64c. per ton. 

These figures show very plainly that the timbering used in square 
set must be very heavy to make the increased cost over top slicing greater 
than is the saving in breaking. Here the saving in the latter is 18¢. but 
the increased cost of timber is only 6}c., leaving a balance of 114c. in 
favor of square-set mining. ‘This is in accord with experience, but when 
timbers will not support the ground and many braces are required, or fill- 
ing must be resorted to, top slicing becomes cheaper. Filling will cost 
at least 20c. a ton and probably 50c. One mine that I havehadinmindin 
preparing these figures has a cost of timbering and filling of more than $1 
aton. At the Esperanza mine, Mexico, in 1907, 35 ft. B.M. of timber 
were used for each ton of ore, which at $20 per M. is 70c., and that for 
timber alone. It must be remembered, however, that in ore that does 
not break easily the additional cost of breaking in the top-slice method 
becomes much greater. 

I do not want to give the impression that these figures are to indicate 
the total cost of mining by the different methods. There are many other 
items such as superintendence and ventilation that enter into the cost 
of mining. There are also incidental expenses in breaking and timber- 
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ing, such as repairing, timbering chutes, and the like, the cost of which 
will enter into the total cost of any method, and the amount can be judged 
only by experience. The figures given bring out only the relative costs of 
different operations in different methods under assumed conditions. In my 
opinion, a few figures are necessary to aid in determining the merits of 
different methods or in reducing the costs of methods in use. With the 
figures, experience and judgment must be added. These are probably 
more necessary in mining than in any other business, because there are so 
many variable conditions. 


Tramming 


The costs of tramming as given in published reports nearly always 
include not only tramming, but loading also, either from chutes or from 
the floor of a drift. The following interesting data are from the Engineer- 
ing and Mining Journal of Mar. 8, 1913. 


“At the Elkton Consolidated Mining & Milling Co.; Cripple Creek, Colo., the 
1911 cost of tramming was 14.6c. per car of approximately 0.7-ton capacity. The South 
Utah Mines & Smelters, Newhouse, Utah, reports its tramming cost for the year ended 
June 30, 1912, at 15.76c. per ton of ore, which evidently includes the cost of handling 
waste removed. In Goldfield, Nev., tramming has averaged about 18c. per ton of 
ore produced from stopes and has ranged from about 14 to 25c. These figures are for 
actual tons trammed and do not include any shoveling in stopes. At the North Star 
mine, Grass Valley, Calif., observations show that a man pushes an 18-cu. ft. car 
about 150 ft. per minute and shovels about 3 tons per hour from a plat into car 
against 2 tons when shoveling off a rock bottom. According to this a shoveler’s 
efficiency is increased about 50 per cent. by using a plat. The Wolverine Co., 
Houghton, Mich., reports tramming costs at 17.4c. per ton of ore, and the Wettlaufer- 
Lorain, Cobalt, Ont., 21c. per ton of ore.” 


Data on Tramming 
Shoveling from Rock Bottom 


Size No. Length Amount 
Mine State Car of of Tram Trammed 
Used Men Ft. per Man-Hr. 
Erie Consolidated........... Calif. 1} ton 2 1,000 1.17 ton 
Erie Consolidated........... Calif. 14 ton 1 1,000 1.6 ton 
Pittsburg-Silver Peak.......: Nev. 1.1 ton 1 700 1.52 ton 
Cananea Consolidated....... Mex. 16.8 cu. ft. 1 300 35.8 cu. ft. 
Shoveling from Plat 
Erie Consolidated........... Calif. 1.0 ton il 100 1.75 ton 
Pittsburg-Silver Peak........ Nev. 1.1 ton 1 1,000 1.575 ton 
Cananea Consolidated....... Mex. 16.8 cu. ft. 1 300 42.0 cu. ft. 
Ohios Coppers Avan eudae oc Utah 20 cu. ft. 1 100 41.0 cu. ft. 
Loading from Chute 
Erie Consolidated........... Calif. 1+ ton 1 1,500 3.12 tons 
Pittsburg-Silver Peak........ Nev. 1.1 ton 1 700 6.19 tons 
Cananea Consolidated....... Mex. ...16.8 cu. ft. 1 300 84.2 cu. ft. 
Ohbior Coppers na asaapis Utah 20.0 cu. ft. 1 150 206 cu. ft. 
Mother Wodestn secre = shoe B. C. 2.15 tons 1 450 8.4 tons*® 


* Tramming with horses and locomotives. 
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If a man shovels from a plat at the rate of 23 tons an hour and wages 
are 374c. an hour the cost of shoveling is 15c. a ton. If a 1,000-Ib. 
car is being used he will fill it in 12 min. If the tramming distance is 
1,000 ft. and the trammer walks 200 ft. a minute the trip will require 10 
min.; allowing 2 min. to dump, the tramming will take the same time and 
cost the same as the loading, that is 15c. a ton or a total of 30c. a ton. 
Three things are very evident: Tramming is an important item of cost in 
nearly every mine, the size of the car makes a decided difference, and the 
resistance to traction of the car itself and the grade and condition of the 
track are important factors. I remember seeing one stretch of track 
1,000 ft. in length over which it took two men to push a car of 1,000 lb. 
capacity. Figuring as above this increased the cost of tramming 15c. a 
ton, and in fact it was even more because the two men could push the car 
but slowly. 

Henry Nagel, Superintendent of the Vindicator mine at Cripple Creek, 
has made some interesting observations in regard to tramming. He noted 
in one case that tramming on 800 ft. of level track cost 3c. a ton more than 
tramming on 800 ft. of track which had a grade of 4 per cent. in favor of the 
loads. In another case a man who had been shoveling and tramming in a 
drift with bad air, did 50 per cent. more work when a good circulation of 
air was secured. In his opinion the greatest efficiency is secured from a 
trammer when the track grade is such that he can ride the car when going 
in loaded. As to the latter assertion a few figures may show how it 
would not be true under all conditions. A car weighing 500 lb. and hold- 
ing 1,200 lb. of ore will weigh 1,850 lb. when a 150-lb. man is riding. If 
it has good bearings and has a resistance to traction of only 20 lb. to the 
ton it willrunona 1 percent. grade. Ifit has very poor bearings and has 
a friction of 60 lb. to the ton it will require a 3 per cent. grade for coasting. 
On this grade the empty car returning weighs 500 lb. and would require 
one-fourth of 120 lb. or 30 lb. force to pushit. This is too much for the 
averageman. The car with the good bearings would take only a push 
of 10 lb. to bring it back up the grade, which shows the importance of good 
bearings, as well as of good track. 


MINING OF THE MAssIve Porpuyry Copper Deposits 


The past decade has witnessed the development and successful opera- 
tion of a half dozen or more immense deposits of low-grade copper ore 
that occur in the Western States. In every case sufficient capital was 
available to carry out the development of the mines in the manner de- 
cided upon, and it is interesting to note the different methods that were 
employed. 
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Utah Copper and Boston Consolidated Mines 


The first two “porphyry coppers” were the Utah Copper, and Boston 
Consolidated, at Bingham, Utah. The Utah Copper started out with 
a modification of the chute-caving method described in Crane’s Ore 
Mining Methods, p. 141. The method was not satisfactory and was 
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Fie. 9.—Strorrina System, Boston Mine. 


discarded for stopes and pillars, although very little mining is done by 
this method because the ore will be handled by steam shovels. The 
Boston Consolidated mine, now called the Boston mine of the Utah 
Copper Co., was originally laid out into stopes and pillars. Fig. 9 illus- 
trates the method.? Above the main haulageway there is a 30-ft. pillar 
of ore to protect it. Above. this the deposit is divided into a series of 
vertical stopes 30 ft. wide and 150 ft. high alternating with vertical 
pillars of the same dimensions. Above these comes another and similar 


2Figure taken from article by C. T. Rice in Mines and Methods, September, 
1910, and copied in Mining Without Timber, p. 172. 
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series of stopes and pillars, but the pillars in the upper series come im- 
mediately above the stopes in the series below. The plan was to work 
all the stopes on both levels as shrinkage stopes. When the stopes were 


all completed drawing would commence from the bottom of the lower | 


stopes: The upper pillars being over stopes below would settle and 
crumble so that they would pass down with the ore from the upper 
stopes when the lower pillars were weakened by blasting. It will be 
noted that in this method the capping must cave and follow down on top 
of the broken ore. Just what alterations in the plan of working would 
have been necessary if the method had remained in use it is difficult to 
state. The stopes are still being worked but only the excess ore is drawn 
off; the remaining ore is left to be mined by steam shovels after the cap- 
ping is removed. The width of stopes has been reduced from 30 to 18 
ft., and the pillars increased to 42 ft. 


Ray Consolidated Mine 


The Ray Consolidated Copper Co. at Ray, Ariz., is controlled by the 
same interests as the Utah Copper Co. and when their system of mining 
was laid out they no doubt profited by the earlier experience at Bingham. 
The orebody is flat and averages a little more than 100 ft. thick. The 
main haulageways are at the bottom of the ore and above them the ore is 
divided into vertical stopes only 15 ft. wide leaving 10-ft. pillars between, 
as shown in Fig. 10.3 The stopes are worked as shrinkage stopes to the 
top of the orebody, then the bottoms of the pillars are blasted and drawing 
is commenced from under both stopes and pillars. The pillars, being 
undercut, settle and break up as the ore is drawn. By taking care to 
draw equally from all the chutes under a block of ground the capping 
will cave and follow down uniformly on top of the ore and there will be 
little mixing of the two. The Ray system, from all reports, has been 
eminently successful. Stopes 15 ft. in width are wide enough so that a 

large tonnage will break compared to the footage drilled, and all the 
advantage is had of the shrinkage method of stoping. After the ore in 
the stopes is broken, the pillars, which contain more than one-third of 
the total ore, are available for extraction with only a slight expense for 
drilling and blasting. The cost of mining for the last quarter for which 
reports have been published was 71c. a ton. This includes a proportion 
of all general and fixed charges, but does not include an allowance of 
123c. a ton for the retirement of mine-development suspense account. 


Miami Mine 


The orebody of the Miami Copper Co. is much deeper than that at 
Ray. In horizontal cross-section it is roughly circular, about 1,000 ft. 


’ Abstract of article by L. A. Blackner, Mining and Scientific Press, Jan. 3, 1914. 
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across. A tongue of waste rock intrudes into the ore from one side. The 
irregularities in the orebody under the capping are first worked by square- 
set stopes and timber is placed to form a mat between ore and waste. 
Through the main body of ore sublevels are spaced 25 ft. apart vertically 
as shown in Fig. 114 and on these sublevels drifts and cross-drifts are 
driven each way 50 ft. apart. The main body of the ore is to be mined 
with shrinkage stopes and pillars similar to the Ray method except that 
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Fie. 11—Cross-Srection or Stopp, Mramr Mine. 


at Miami the stopes were planned to be 60 ft. wide and the pillars 40 ft. 
In working the stopes the miners do not work on top of the broken ore 
but approach the stopes through the drifts on the sublevels and break 
the ore into the stopes by the method of sublevel stoping previously 
described. The ore breaks readily into small pieces and obviously a 
60-ft. shrinkage stope would be very dangerous if worked in the usual 
way, but by the sublevel method the danger is eliminated. Even under 
these conditions the last report states that it has been found advisable 
to make the stopes narrower, After the shrinkage stopes are carried 
up to the mat, which is next tothe capping, the pillars are worked from 
the top down by top slicing. As this is done the ore from the stopes is 
drawn and a uniform settlement of the capping results. 

The cost of mining at Miami has been about $1.20 a ton. Last year 
a premature crushing of square sets under the capping started a cave 


4R. L. Herrick in Mines and Minerals, July, 1910; Mining Without Timber, 
p. 167. 
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which extended through into the stopes below. The repair of this damage 
caused an increase in the costfor1913. The Miami orebody is of higher 
grade than that at Ray and the Miami method will save a greater per- 
centage of clean ore. The cost per ton is greater and there is a question 
as to how much the cost can be reduced in the future. To date, a large 
amount of ore has been taken from the square-set stopes, an expensive 
operation, but, on the other hand, in the future there will be an increased 
amount of ore to be mined from the pillars, which is also expensive. It 
would be interesting to know how much of the difference in cost between 
the methods at Ray and Miami is due to the difference in cost of labor. 
At Miami the miners receive $3.50 a day and up. At Ray mostly Mexi- 
cans are employed and they are paid, I believe, about $2.50 a day and up. 


Inspiration Mine 


The Inspiration mine, adjoining the Miami, has not yet begun to 
produce on a large scale, but it has been developed, in part at least, with 
the idea of using block caving. The method was described by Claude 
T. Rice in Mines and Methods, June, 1909, and is similar to the block 
caving illustrated earlier in this paper. The individual blocks were to 
be 75 by 200 by 200 ft. high and were to be isolated by stopes on the sides 
and breast stopes between ore andcapping. The pillars under the blocks 
instead of being as shown in Fig. 7 were to be very narrow, 75 ft. long and 
75 ft. high. Between the pillars narrow shrinkage stopes filled with ore 
would prevent the pillars from early crushing. This method, I believe, 
has never been given a trial and now is to be replaced by the method of 
block caving which has been so eminently successful at the Ohio Copper 
mine at Bingham. This method is worthy of a fuller description. The 
following is abstracted from a description of the method by Clarence 
G. Bamberger in the Engineering and Mining Journal of Apr. 6, 1912. 


Ohio Copper Mine 


‘In résumé the conditions are: An orebody opened 400 ft. in width, 450 ft. in 
length, 1,300 ft. in depth, dipping from the horizontal at an angle of 50°. The entire 
mass being a broken shattered quartzite containing copper, chiefly in the form of 
chalcopyrite disseminated throughout, inclosed by foot and hanging wall of the same 
formation with boundaries not clearly defined. 

“The preparation of this ground for a caving system of mining has been carried 
out as shown in Fig. 12. An incline shaft was sunk in the foot wall on the dip of the 
vein connecting with the different levels for the transportation of men and supplies. 
Two main ore chutes No. 1 and No. 2 were driven in the foot wall on an angle slightly 
greater than the dip of the vein... . . These chutes connect by diagonal raises 
through the foot wall, with the different levels where extraction is taking place and 
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deliver into bins of large capacity at the Mascotte tunnel or main haulage adit 
which in turn leads to the concentrator situated at the portal about 3 miles distant. 
“Lateral main levels were driven across the orebody at the 100-, 300-, 400-, 500-, 
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Fia. 12.—Cross-Srection, Onto Copper Mine. 


750-, and 1,000-ft. or haulagelevel. By a network of crosscuts and drifts these different 
levels have been cut up into blocks 200 ft. square which in mining will again be sub- 
divided. Between the several levels the ground has been blocked out into sublevels 
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Fia. 13.—Cross-Srction, On10 Copprr MInr. 
30 ft. apart and again subdivided by crosscuts, drifts and raises into blocks approxi; 
mately 30 x 50 x 25 ft. 
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“The actual procedure of extraction can be clearly understood by reference to 
Fig. 13 which shows in detail the sublevels above mentioned. Thus we have for 
example the four sublevels, A, B, C, and D. Raises are driven from the crosscuts 
and drifts on the 300-ft. level through sublevels A and B. From these vertical raises 
at the various points E, Ff, G, and H raises are run into sublevel C, radiating like 
fingers from the palm of the outstretched hand. At the breast of these several raises 
sublevel D is blasted down, the ore falling by these leads into the cross inclined chutes 
connecting with the main ore chute, which delivers into bins at the loading station 
on the haulage-tunnel level. 

“The same procedure is carried out on sublevel B which in turn is blasted down; 
at the same time sublevel C, which has already been cut up by this finger-like network of 
raises, comes with it as the solid ground below is blasted down. Thus each alternate 
sublevel is cut up by the numerous raises and the corresponding sublevel above and 
below is blasted down. 

“The actual cost per ton for the different phases of the operation is shown in the 
accompanying table which is an average covering a period of 31 days in October, 
1911, during which period 56,311 tons were mined. 


Typical Daily Labor Report. Ohio Copper Co. 


Description of Labor Number Rate Amount 

Superintendents ssa telat shiets Ne wtaiteandrasedestana is 1 $11.66 $11.66 
NORGE CUM pRRR ee ete retain Ae ee ta ietcit bate ot tach emene 2, 5.33 10.66 
SAG call SOVIET OR eg IE Sop hy te aie aged an i ac oae 3 4.00 12.00 
Mek Gamers ace eee ats ave eens bake cineree tye orete rs ers 1 3.00 3.90 
“Tekoiaon 0) Vel aee Sa cin Pe one oe OR Scar Aes Pa ORR se ar RIM a 1 3.00 3.00 
Mine engineer..... ne ARCs ICR Nee me ee Rent cee ae a 1 5.00 5.00 
TELGY Sih Cabeaaversire ces © Pe ee eee HOE aT Oe oe een 2 3.25 6.50 
DUALION AVRCN PINGED.. cniar- cia. «caus epumite eho sissies, saccoleas 2 3.50 7.00 
GG AELIC ATOM ESN ree tl os carer ct tees tetah, aitegty eur Meee 1 3.50 3.50 
MOOMSHATDEN EL era Sayalys calc sla d sec cnanehsl shit eos tet 2 3.50 7.00 
inCITI SLIM ely eee cPiebhiche (erator me thnets i ce eraepe ak 21 aes ee, 68.25 
MEA Chine ems seam tae fytiys, Gar Poeut ct Aeas be spats wee lates {ei 8 3.00 24.00 
PNAC OILS ctr aw ng ye is AE A eat ive A. irahadaand Mi 23 2.50 57.50 
Witte lceka ae i miter cla aeat ree veie, +. «cia os ets tones a enatony 10 2.75 27.50 
Totus Cesc, echeweses Wonks Deena. OS OER ee ane Oe 2 3.25 6.50 
TORU CTR a eee ee rate or ans NR iy a wt ete eet 3 3.00 9.00 
MALE LAP CIE yamine Hate rie tier ha ss Lee ny 3 3.00 9.00 
INTO DATSCte ah Senta eit tue Alaa alae axe eee ee 2 2.50 5.00 
Blacksmiths semen rater etsy Sotelo. cede sepa Rss tee 1 4.25 4.25 
isi erat nOhaysiees.n b WA co poe wo Oa abo eo meammn 1 3.25 8.25 
ROUEN Wicd eae nat ee Fn hin ei sictn wre ma ee ore > 82 1 4.00 4.00 
Carpenter's helper. e161 ee ee 1 3.25 3.25 
AR Sival ee uN(elE Boas elara ia oho o Ace Ces ac ak i ae ae 1 3.00 3.00 
Mrackmian-sihelpetwmngs vee ash 8s cee eien te 2s stole ees 1 . 2.50 2.50 
Ripe aie rede eiee cae bie RO eo Ce OE EE Oe acre ae 1 3.25 3.25 
Pipeman’s helper ...........+-- +200 seer cent ee eeaes 1 2.75 2.75 
AR paiHaferaen (Calle & in, 0 t.8 Ces Ok ONO OIE Oates it 3.25 22.75 
Minnbermen.s hel persis ee cso. cel can es Sieben 7 2.75 19.25 


CNS ENISVe CBT nad onde tito cigs De 0 Dien ic Dea anaee amon eat ans 110 $344 . 32 
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Totallabor‘charge for’ Octij) 1911.9: fete eee ote enn ee ee $11,582.78 
Total stores consumed fori periods). a. sae eee etree ere 3,743 .82 
Total power consumed for period...................- aah aerate 476.00 
Totaloperating expense for) period 3. tere ee er . $15,802.60 
Total development and equipment for period.................... : 3,429.00 
Total actual operating expense for period...................+......-. $12,373 .60 
Average number of feet driven per dayse..y toi 4 he cei ee ee re nee 31 
Average numberof feet.raised pet/day>.. .lectis aint oie Gre oieeistene eee oe 42 
Average’ tons mined ‘per day 212-0 + ina se eit ree ee ene eens 1,817 
Total numberof feetdriventtorsperiod:. ova eters ee are eta eee 961 
Total’ number of feet/raised for. period 256 a... tee ae ee 1,302 
Total tonnage mined for period 4y2 eu. ec be eas a een es eee 56,311 


All calculations based on net weight. 


‘“‘From the above data several interesting conclusions can be drawn. Considering 
the whole working force of 110 men as producing the ore, approximately 17 tons of 
ore are delivered to bins per day perman. Considering, however, only the men who 
are actually breaking the ore, approximately 63 tons of ore are delivered to bins per 
day per man. From the ‘total operating expense for period’ and ‘total tonnage 
mined for period,’ the cost per ton delivered to bins is shown to be 28.06c., which 
figure includes development and equipment charges. From ‘total actual operating 
expense’ and ‘total tonnage mined for period,’ the actual cost per ton for mining 
delivered to bins is shown to be 21.97c.”’ 


This method of mining is similar to the ideal case of block caving: 
already described, only instead of having to shovel the ore after it is 
caved a large number of branching raises are brought up from underneath 
and the ore runs into these and on down to bins at the bottom of the mine 
without any handling. The raises contain chutes and the ore is drawn 
evenly from a large area so that the capping will follow down without 
mixing too much with the ore. While considerable ore is lost the cheap- 
ness of the method is remarkable. I have in my possession the figures 
for April, 1913, almost two years after the above figures were taken, and 
the cost of mining including development and equipment is reduced 
from 28.1c. to 22.2c. 


DEVELOPMENT 


The extensive development necessary for the successful operation 
of some methods of mining naturally brings to mind the question of what 
this work costs. In the appendix, I have placed a collection of figures 
on the cost of development as published in the reports of mining companies 
Kasily driven drifts and crosscuts will cost $3.50 to $4.50 a foot. Aver- 
age-sized drifts in hard rock with a small amount of timbering cost $6 
to $7 and under unfavorable conditions the cost will be $10 or more a foot. 
In a 5 by 7 ft. drift costing $6.50 a foot the labor for drilling and blast- 


METHODS AND ECONOMIES IN MINING 399 


ing will be about $2.15, labor for shoveling and tramming about $1. 20, air 
about 30c. a foot, explosives about $1.25, and miscellaneous 60c. a foot. 
Raises are as a fis less expensive than drifts and, in very favorable 
ground, can be driven for $1.50 to $2.50 a foot. The average 4 by’5 it. 
raise in hard rock will cost $4 to $5 and raises difficult to drive or re- 
quiring close timbering will cost $8 a foot and up. Winzes are not driven 
often but when they are they cost from $10 a foot up. 

Space permits of a consideration of only a few methods from the 
point of view of development. At Kalgoorlie (J. Cheffirs, Transactions 
Australian Institute of Mining Engineers, vol. xiii) in a block of ore 500 ft. 
long and 200 ft. high (the distance between levels), rill stoping required 
four raises and shrinkage stoping required one; 800 ft. of raises cost about 
$5 a foot or $4,000. If we assume the vein to average 8 ft. wide a block 
of ore would contain about 60,000 tons, which means a cost for develop- 
ment of almost 7c. aton. With shrinkage stoping this cost would be less 
than 2c. a ton. Of these methods touched upon in the preceding pages 
the Miami mine has the greatest footage of development work. The 
scheme of development allows a good many different methods of mining to 
be used without any changes; it also permits a large tonnage to be pro- 
duced from a limited area. A.block of ore 50 by 50 by 50 ft. contains 
approximately 50 ft. of raise and 200 ft. of drifts and crosscuts.. Estimat- 
ing raises at $3 a foot and drifts at $5 a foot gives a total of $1,150 for the 
block. It contains about 10,000 tons of ore, which would make 114c.a ton 
as the cost for development; this excludes the cost of shafts, stations, and 
similar requirements. 

At Ray 12%c. a ton is allowed for the retirement of mine-development 
suspense account but just what this covers is not stated. It evidently 
covers more than development for stoping. 

The method used at the Ohio Copper mine requires considerable 
development of which a large percentage is raising. Due to the fact 
that many of these raises were inclined, so that a miner could work at the 
face without using timber, and that all the ore, after being blasted, runs 
by gravity to the bins, the cost of the raises was only at the rate of 50 
or 60c. for each ton of ore mined in driving them. 


APPENDIX 
Mining Costs 


Montana-Tonopah Mine. (Mining and Scientific Press, Mar. 22, 1913) 


Silicified and mineralized veins in altered andesite, 3 to 5 ft. wide, steeply pitching. 
Sometimes thrown over by faults through the stopes. Overhand stoping. 
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Year ended Aug. 31, 1912; 53,874 tons mined. 


Labor: Supplies: 
Ore: breaking... 0/1. iis teyats on $0.579 Waters. s 2.0) ge. se tree $0.005 
Mine machines............... 0.031 Ore breaking. sy .4hia. seen 0.292 
Hoisting and dumping........ 0.197 Compressed! alr). ar acre kale Orit 
IBOMETS te sack nace apettpretic caren 0.034 Hoisting and dumping........ 0.059 
Shoveling and sorting......... 0.675 Hoisting (elec. power)........ 0.129 
PLrAmming..).iacee cane cee 0/2240 ae imbermig: seer sae see 0.197 
Timberivig’s Sanvetisek mat acts 0.209 
Tool sharpening.............. 0.026 Total supplies.2- 26 sm $0.793 
SUPVEYING 4.4) orccint ieee oer: 0.028 ——_—___ 
Foreman and bosses.......... 0.078 Total mine cost........... .$2.975 
PAIN pln See ae eee Ae eee 0.016 
Storekeepers eto. ie oy os 0.011 
ASBAVING err. Geren cea nares 0.016 
Watchmaninctyctsceme cece oe 0.011 
Superintendence............... 0.046 
Maintenance and repairs........ 0.001 
Total labor .aaes ets $2 .182 


Tonopah-Belmont. (Engineering and Mining Journal, May 11, 1912) 


Year ended Feb. 29, 1912; 182,000 tons dry ore and waste; 152,550 tons dry crude; 
115,560 tons dry, sorted. 

Fracture zones in andesite and rhyolite-dacite, filled with quartz. Overhand 
stoping. : 


Per Ton 
Dry, Sorted, 
Development: Cents 
IVETI OF BSc tia then. daleloaneloteie ss eh Weclighs os rctcjet Managua adlod iaes eRe eae PATI 47.4 
Mu okers and -trammersys),. civ. sare antares See ete ete crane 22.2 
MUM DELO eN, ANC THEIPELS ere. «asl sears als eco chet aan ea ana Pe ane =e ee 8.4 
78.0 
Stoping: 

WVU ONS A Ste ete ut eadtiass astase aeraes Tas eraeoele aire cecct ted ROI ae © 44.5 
BONO V OlOla a tictebelertac tec ahsicast dna: 8k 4 alcr oh Toa ae Mee RIE RE Rs cee 33.9 
OEM NOT Steearctiees beset ni: Sr shshes 8 iclany sere aE MRM Ec 19.2 
AAD CTMEN, ‘Ake DLP ORG: «6-345 5 u's eters taeeek bros aii cei nek suas cmt Sea 97.8 
BUTE erate are ce aaptas cto to, chs acute sentelS taa tahea hah a ce eee rate ee Eee ae 4.2 
Piston-drill repairs and maintenance ............¢.......-0eeee 5.0 
Stoping-drill repairs and maintenance...................000000- 2.9 
Steel’ and sharpeninge.9'.1-s css eed oor ee ee Ratt ed aatiotns (heal 
ES xplOsty eas yi a, t8% adepehete wica cy «iat eu Steere rath ate cetera on 28.6 
Hoisting to surfs cass. ssis-s vss, ve, a meu ervetee eatin tein aero eret oer te a 30.9 
Auxiliary hoistin gta vita cit « cteiecks hoes Syne? Rea IER os RE ee 9.4 
Ore sorting and loadings... ....iid0 suche tendon ae Lane 27.3 
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Sampling and assaying 
SL WEA eas de, Gh: 29 da Let 


Maintenance and repairs to buildings............................ 
Maintenance and repairs to machines and machine tools........... 
Maintenance and repairs to pipe lines and tanks.................. 
Maintenance and repairs to railroad spurs.................0000005 
Maintenance and repairs to pole lines.............-....00ecse0eee 
(Pumping. 2 aes esc Pe Cre enero atel eee giecitctet ned eee iia cae: Aevants, secteur’ 


Administration, taxes, safety, and depreciation................... 


Grane CO ball emetone ances oath ras ke Rn NEE cen eke Cals, beaina ay athaueaeit sewn e 


T 


il oot’ 
KH OOOCrFNYNNOKRHRANWwWH 
NDNWONWAOQWORKF KR ONON OA 


| 
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West End, Tonopah. (Mining and Scientific Press, Aug. 16, 1913) 


Supermtendent ANd JOTEWAD,.n. ov. . comes Sac eye wee ees hs $0.135 
Breach Oyeerer Mater eysir er drtan 2c elane OY ee als oases titarh snsaoercuas 0.802 
A DS EeH BYU TV eRy 6G eeeMO SRS Shera Dupes De ec Rare SN eactn aeieene 0.090 
AE ETINIMULTE OME ee PT oo seach dua os euel olay o wncneley Signs ee gre 4 0.3872 
LOTS UMC LOMA Mean LPAI is cPaLe oc aes oietots avessueia yrs Uoaens gach nie et 0.200 
REO enLG AIT ye Fae eee cate svet a Sis ce yale ch vie ey stosemeeegahe taka «2 0..233 
QeeSOTtIN Cee a itenes ee eke kc hia aint eite «oF euans seaas tee Ry cove 0.366 
Assaying, sampling, SUTVeyING. .... tt Tice e sn can ns is 0.091 
Surtace, OFe GUMP -CTHYSLE...... 05. Fedde eames oys 0.195 
IDEN OTN. ons aioe Ae REDO Soros Obicuicnocende 0.862 
Groavsynliera eve. ad Bo 6 CODE MnO Gotan CTL bo SOsitor 0.554 
MIVIAS Ce lM COUIA setter srt 15) 2 <hclc.c.c.ls: <6 sesouereretehetaue Sreceverajloses 0.262: 
CLO eu loR NEAT reiete creiatietecs a's: ¢- corte aie waiters ese sve oie anghecete ht $4. 162 
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Bunker Hill and Sullivan. 


Large replacement deposits of sulphide ores in quartzite. 
stulls or square sets. 


Ferreria Mine, Rand, South Africa. 
Overhand rill stoping, shrinkage. 
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1913) 


Labor Supplies 


Superintendents, blacksmiths, and supply men...... $0.177,.. Gee 
Dimberin ges Hen cece ae cance ag hee eee ge 0.086 $0.215 
1 Nth) x: Se eRe Sie Mery rs dh tegodcnsh & 0: 36 saree eee 
Garment) soc ech. 30's, HORE a ene eee 0,052 Sete eee 
Shovelersieie os oi.o5 ot ay ceelea hee roe ee eee ee ae 0366 Soares 
Power. ie 2c cating eee oe aa ee ere re 0.027 0.045 
REPAiTs.. saicla. op sierra te Se le ale ag ane ee 0.026 a tet 
Hixplogivess'y js 2as tu aie cis tpieke tate othe eae ei ee eo ee 0.075 
Tnminents. .st0s bs Facesac dt ants ee oe 0.020 
Tyabricam tay: 56a 3 cca cccin oaeerrs ak eink ouccea er eaeca earner a 0.003 
Tron-and steels: a; cx vanes el make tee ere ace ele ae 0.012 
Miscellaneous supplies. s-meac nearer lcic stones el eae 0.035 
WY OOGS Ss. Sectetnas cn Mahe Ae SORRY ooh oreo ices ele ene 0.034 
Stable us eosro ete ROR eile ka Tae tee ott eee etd ee 0.001 

"POtal:. PSR AS boceatae tcl a Oe ee $1.101 $0.440 


Grand total $1.541 


Stewart Mining Co., Coeur d’Aléne. (Mining and Scientific Press, Apr. 


26, 1913) | 
Cost of mining’and development..................e.00%: $2.15 


rLonsitor each: machine: shirt sees sunt ase ecient aerate 
Pounds of 6xplogives per-ton,, 0.67, costs. -m 4 wae en eee ee cee 
Total cost of stoping, 77c., plus 25c. for timbering,................ 
Stoping: onicontract, por ton sac. ciehse eeeeerr er ieie oecsiein tirclceeee 


Brakpan Mine, Johannesburg. (Mining and Scientific Press, May 17, 
1913) 


Presumably underhand stoping. 
Mining: 


PO RIOUTS ES 2 Ssh nch ougen’ 6 fa AP Mat Weare ny Sv Svea eds en alike eee ae $1.11 
imberin fan d PAackin Pw aur see. ee oat 0.24 
Shoveling and tramming mine anddump................. 0.66 
UPanspore, Un dereround. ne swith cate. checeiee 0.11 
ALT ANS HOTS MUTIACR yteayerie ts tar cae ee wo 0.01 
FI GIstin gehen. sc aak.to aie Lene te Oe 0.20 
Page hi Se < Sos ates oats RO ae ee 0.16 
CHRPPCDATIEEG.:. |... «9 + ad pala oe ae aetinmnreie a ate 0.17 
Development......... REC Ce SOAS Sb nya rete aus 0.36 

TLOUALS Soli gcse « o.< 0 Shh palate eae te Lee ee eae ee $3 ,02 


(Engineering and Mining Journal, June 14, 


Overhand stoping with 


(Mines and Minerals, March, 1911) 
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Rand Mining Costs. (E. M. Weston: Engineering and Mining Journal, 
Feb. 8, 1913) 


Presumably all underhand stoping. 

New Kleinfontein Mine.—With hand drilling each native breaks 1.2 tons a shift 
at a cost of $1.03. Of this amount the white labor cost $0.16, the native labor nearly 
three times as much, while food, etc., for the latter costs 22c¢. to 24c. per ton. Owing 
to easy nature of ground, explosives cost only a little over 14c. a ton. The average 
footage drilled per native each shift is 40 in. and the stoping width 43 ft. 

At the same mine large machines broke 10 tons a shift in a 70-in. stope at a cost of 
97c. a ton broken; of this 97c., white drillers cost 23c., natives 113 ¢., while their food, 
etc., cost 30c. Explosives cost 21c. a ton. 

One of the Deep-Level Mines —Hammer boys drilled 33 in. per shift and broke 
3 ton in a 44-in. vein at a cost of $2.73 a ton. Explosives cost 30.3c. a ton. Large 
machines broke 7.2 tons a shift in a 55-in. vein at a cost of $1.87 a ton. Explosives 
cost 36.3c. a ton. Small machines broke 3.7 tons in a 4-ft. vein at a cost of $2.43 a 
ton. Explosives cost 40.5c. a ton. 

One of the Large Outcrop Mines of the Central Rand.—Each native drilled 48 in. 
and broke 1.5 tons a shift in a 63-in. vein at a cost of $1.22 a ton. Of this explosives 
cost 18.2c. Large machines broke 19.5 tons a shift in an 83-in. vein at a cost of 77c. 
Of this, explosives cost 20.2c. 

The above costs are for stoping only. The total mining costs ran from $2.25 to 
$5 a ton. 


Portland Gold Mining Co., Cripple Creek, Colo. 


Overhand stoping with stulls and square sets. 


Per Ton Broken 


AUP ATMNTANAN Oey ee si ae SE ay Send eS ROS Sard Aan $0.17 
FEO S inl OOP pte Peay Ae css aity x yet Sad oe anon eae 0.10 
DOT bl nareee Rew MRsa sete sade bei, ec emeelere savers 0.14 equal to 30c. per ton of ore 


through ore house. 
Assaying, engineering, superintendence, and general 0.30 
ShAOO RO). 5 Ws rehome eeSh in sucea ieee ae eee Romie Ear e 1,63 


About 44 per cent. of total ore broken is trammed; 29 per cent. of ore trammed is 
sorted, equal to 12.7 per cent. of total. : : 

The costs for the year 1906 at the Portland mine as given in Ore Mining Methods, 
by W. R. Crane, were as follows: 


Cost per Ton 


fhe bs RE EE sce eae haaie Ue ena eer a em oars $1.142 
DUG epee Sep hee lorie sis ihe Rapin mies. amietcm te at oe 0.270 
SN ScaRaNRUUEOYES. 2, circuses Hare orc ORS ON ee iD Ra OO. ce rl on ate 0.029 
x pLOSV EBs nog es eee sD Ske ih eee eA wees 0.380 
[ECR GUe,. 0 eo ea et oS 0.230 
Supper ai ents tlle a a8 a caw Caos ger earns yet eral 3 0.036 
Superintendence, assaying, etc. .........-.+.+.-e-0 eee 0.450 
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The labor cost was subdivided as follows: 


Machine men....)..{ ice ic detent oe ea eee $0.4761 
"TTAMIMES | os isos b Foie ore ee a ee ciaeh eeee 0.3214 
Pipe and! track men 2 a.c3 coun eee rel eee eet 0.0357 
Timbérmenis..: 0). ee ey ee ee ee ee eae ee 0.1666 
Timber helpers.) 3. 0-3 e ie aes Geek Pee eae 0.1428 
Total sio2 2.2241. EE ee ee eres $1.142 


Temiskaming Mining Co., Cobalt, Canada. (Engineering and Mining 
Journal, May 25, 1912) 


Narrow veins in schist. Overhand stoping. 

Mining and timbering $1.85, of which labor was 66.5 per cent. and power 13.5 
per cent. Dynamite cost 33.7c. a ton, fuse 2.6c., candles 3c., drill repairs 21c., 
steel 14.7c. 


Hollinger Mine, Porcupine, Canada. (Mining and Scientific Press, 
May 3, 1913) 


Country rock, fine-grained compact schist. Veins 2 to 6 ft. wide, containing 
quartz in stringers and bunches. Overhand stoping. 


General and superintendence................-.2--+e-2- $0.179 
Mismond ‘drilling. Sia te eae ean avant rears ciate ee aa eee 0.027 
COPIA Bi) CET VIN pn oo acne ey cin aetna av 1.969 
Timbering stopes tie see weak ee ets ee eee ane nee ee 0.219 
Pram gy, coma chokes menos etre Serta one ea eateries 0.551 
Drainage and: plpesy os.n sate aes keeles ete oe erates ae ee 0.092 
ELORSUIRL On porate ua Sensi eats sahepere hee Re alacant eee eee 0.170 
UN PUL Mitre nade: Pode Qui ane Nrspeneed Re eee ee 0.063 
Drrvllsteol sean pee har cele woe ae katie hee AE 0.298 
Assaying, sampling, and surveying..................... 0.064 
Change mouse and Wehts ce wens een Cee eure eee Ee 0.013 
Handling OXPlOSIVeS +. ni one eevkdhst tices woe, o cover tae eee eee oe 0.025 
HENOUN ES WAStO. sy. tha matones revo tert are ener Mere eee 0.016 
$3 .686 


In the Kalgoorlie district, Western Australia, the ore occurs in strong veins in 


quartz-dolerite. The width of the veins varies but averages about 12 ft. The ; 
stoping methods employed are overhand rill stoping with filling, flat-back stoping, : 
and shrinkage stoping. The following costs are of mines in this district. . 
Great Boulder Perseverance. (Engineering and Mining Journal, May . 
25, 1912) 

Average stoping width 12.94 ft. 

Widtesand! contracte ss... ya as, teihe cc ee eer nel oe $0.92 

FUSMDLOSUS ESE i cisicie ns ntit al gihoh arena erat ean MEERA ee eae 0.156 

Drilitmaris and: airlines, ceutical kon 0.0434 

CBs etek s nics Pacha Slat eae el oe, sa on a tee 0.0182 

FWivyio) Sob Tsy ee Ay CURR Trea egtst Vr neem | 0.1056 

Not?specified ies. 2.7.7. sS. semis s: an eycatid OS a eR one ated 0.4682 


Total CORGfereien-caie wie te cnet Serer sane OP Oe eee Ae $1.71 
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Ivanhoe Mine. (Mining and Scientific Press, May 24, 1913) 


COTCuOnCa ID CreMpner sles seria iets Gi ke Ea ee $1.38 
I ACY oo El a a RR Re irc A 0.27 
Miraanmug atic norting sl iyo tect tes ee 0.58 
Develop ien L MePmnE NR rind oe Otto”. ksh he Vd Ween 0.52 


Kalgurli Mine. (Mining and Scientific Press, Mar. 8, 1913) 


Labor: 
Huperintend ences semis aac Nevis iudileusers os gon. oe 90.04 
Brodkin pore! oer Syke sth a ec nian aulawtatye wane 0866 
‘hbimbering stopesjanduchutesacteecis cic eden fe 0.04 
Loading and tramming?.<.0)..)..07. 22. oid Pate eho 0.42 
Milling stopesc marae erlante ena tesa et wetph Mens clariatie tae sicest abalahy 0.16 
Moolksharpemingreuchnuce oases aataeint oro kecsnts esi cusaale 0.05 
SUT AG ba (Seb ie nite ced by S10 eA an of, A 0.02 
ROvalsl DOL amerntaket ess Bite kek poten is heii doe aust eae Oe oe $1.39 
Stores: 
Hoole steel ndrillirenewals cog saga « sais. fo arcade oes $0.03 
Gan dle gar mie ar Leanne tal each ns AREAS, GeC ac datee ss Un cnat ake tae 0.02 
SEIPOBIV.CS. Meee eres dike ie Coe eI e re ounce ag tome aoe ict 0.18 
ATED 8Yet yk are ee 5 Pear eee ONS yO Pag ig ea ee ior Ree aT 0.04 
TNSISEE RRS Woo Beak ca RP hey LSE 0 Ares RE ee 0.01 
Sun dries seus eyes gee eae eee Enc ces oe ieee aes 0.01 
IGUAL SUOLCS sotrs Th ate ee a ed ne eS pace 0.29 
owting em sehine) drilishen mysiieem tat iic-cate etsy tee 0.24 
Grace to Helier nd ee dt IE oneness $1.92 


Oriental Consolidated, Unsan, Korea. (Mining and Scientific Press, Apr. 


30, 1910) 

Niming stim bersteceesse ace. oie $0. 254 Picks, shovels, hammers....... $0.009 
TUITE WiOO Cision renee mars Moar ssl sok 0.133 Miscellaneous (rope, pipe, cars, 
Pm bervaieev ese ios oes se 8 0.105 CLC are iene beaten 0.046 
PD yaVaMibes seem wernt ried ewarecs 5) she 0s 0.097 
Candles incest eases Roiake's 0.094 Totalsuppliesk. s2 sees) - $0.823 

Fee ee iene ip oth, Hest AORN 0.094 ASSV 8 emetic. on truiie. Os O00 
Détonatorsheee eerie sts 0.011 White Ab Ginza tac. aii). Slats 0.117 
Ghar coaliceh een ste ane 0.013 ACOreanaab Oren... sascierar rare ste 0.612 
muloricantsprimemresce tachi sone. 0.010 Outside expense, shops, stables, 
Drilllisteel steak eet ake ales 0.011 (AA Orn! ices ERLE Se ROE cea 0.030 
Bar, sheet, track iron.......... 0.010 
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Consolidated Mercur Gold Mining Co., Mercur, Utah. (Mining and 
Scientific Press, Sept. 25, 1909) 


Fifteen to 70 ft. vein of soft ore in hard cherty limestone. Dip 10° to 30°. Sub- 
level caving, with sublevels 14 ft. apart. 
Total cost of mining $1.53. 
Alaska-Treadwell 


From the costs of 1912: 


Machine drillers............... $0.1438 Tron-and' pteel icon oes or 0.003 
Laborers, powdermen, etc...... 0.128 Lumber and timber........... 0.003 
Fotenien s. sos) ees RACAL 0.009 Compressed air............... 0.018 
Blacksmithstecmedqd . Seetceer 0.006 Powe? rajrt eee 0.007 
Machinists, carpenters, timber- Mechanical repairs............ 0.002 

rth Ey Se CT oe er te ~ 0.005 Blacksmith shop.............. 0.005 
Powdersenvccs wads witsteen s 0.146 Miscellaneous................ 0.041 
IRUSCLANA ROS DA. av cae eke eae 0.016 —— 
Candles ee cptit ied wicker nite 0.006 Total 1 ete os od Pee $0 .544 
Machinedrill supplies ......... 0.006 


Cost of stoping only. 


Anaconda Co., Butte, Mont. 


Cost of mining by overhand stoping with square sets and filling was $3.77 in 1911. 


Braden Copper Mine, South America. (Mining and Scientific Press, Dec. 
4, 1909) 


Ore breaking including superintendence and general charges was 41c. Machine 
drilling with 24-in. drill was at the rate of 31 ft. per man-day at a cost of 2.025c. a 
foot. Hand drilling was done at the rate of 13.8 ft. per man-day at a cost-of 8.2c¢. 


Cost of Development 


Bunker Hill and Sullivan, Coeur dAléne. (Engineering and Mining 
Journal, June 14, 1913) 


11,050 ft. of vertical and horizontal development: 


Per Foot Per Cent. 


Roremen; iblackamiths seta xice.ocetaee va een ie a ees $0.312 4.4 
JN) e721 SR de aR CRANE Se OE RCACRSE CHI eae eee uti Adc ae See 2.500 35.0 
SHO VOLOLS tata Miribeterals os us Sed ane aod as hone eee 1.650 23.1 
HERGEIVORS Aa hc teres arnt). 3.0 Saag eard one eet ape TR 0.990 13.8 
PRIMA DOT: ATCA RAO rsselks: «score tecaetaweeatene peace Meee nan te an 0.400 5.6 
Power,-Inbertnd sipplies:.: 3.:.’.'/ 5. oe en ale peeeens 0.524 Ue Biy. 
INOt specified! ier taairs © oc, s+ oc ee Ca Gai eee eee 0.774 10.8 
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Portland Gold_ Mining Co., Cripple Creek, Colo. 


Cost of drifts or levels, $6.12; crosscuts, $6.23; winzes and raises, $8.60. In the 
ae of Mining by Finlay, p. 380, the cost of 896 ft. of 5 by 7 ft. drifts is given as 
ollows: 


. Per Foot Other costs: 
Tramming Se $1.00 Use of machines, air, etc... $0.97 
Pipe and trackmen......... 0.14 Repairs, cars, etc.......... 0.08 
Machine men.............. 1.88 EXplOSIVesierc i \aee oe ete 1.48 

—_—— HIGisting <yaet ees seeaeteiee 0.46 

tRotalilaboraemaace eee $3.02 General expense, surveying, 
assaying, bosses........ 0.58 
Grandelotalm aca css hon “.. $6.20 


Montana-Tonapah Mining Co. (Mining and Scientific Press, Oct. 9, 1909) 


Drifting, $6.56 a foot; crosscuts, $5.44; raises, $4.65; eee $11.92. Cost of 
development subdivided as follows: 


Labor: Per Cent. 
d BYE SAVER, Slee ea ey SSE ESS She ee er ne co 27.10 
MIN MAW EL ID Peer erate eee eee eM Ree ie oes ee cs 4,38 
oIsting ana dumipIng. water tot eh Sele ee ace aoe es 6.32 
Horementandshittwoosses as sukitrinek st barhalecsel« ee vemerelatee 1575 
Blacksmiths sharpening te mea die bees ictocin eee saat Le 
SHO Velin Cran aGr amen Oe nr tee teen see ool acmie easier vote chek cual 22.90 
Sb ten Onis RW AoE Gg ee Oe Ph OMY iG Lae NT ne Et ilpetss 
VU LGITinedanenet, = akong ee nee eres 4 coor ene IS aoe 0.52 
Storekeeper and timekeeper.................0 cece eeeeee 0.35 
MismMondacrilksholecs: sye cmneracice-reca ee een eile Ow ae wane 4.38 

Supplies: ; 
IBY ST peas Gln ARR ate Sick OPE MELEE ee PARED Cees em eee cre era 21.20 
PU ia yer oe me be er neal eis tue cih Ove lradcao hte yt ei. os esas oreo Bis 1.23 
LOIS HIM ENAN CaclUIm PUN w.giarsic cro ek w codices eee aos 2.86 
EIOISUING MELE CUPIG POWER oe stecrsets s sana) aleiases (eo) sie) wivllenels tenets 3.56 


At a Western Gold Mine 302 ft. of development work took 238 miner’s shifts, 122 
shifts of muckers and trammers, and 105 machine-drill shifts. Explosives cost $1.41 
a foot and air for drills 25c. a foot or 75e. for each machine-drill shift. 

At the Standard mine, Bodie, Cal., drifts cost $3.07 a ft. with an average of 1.3 ft. 
a shift, and raises cost the same. At the Commercial mine at Bingham, Utah, in 
1912, drifts cost from $5.83 to $8.13 a ft., and raises cost $5.56. At the Nevada Hills 
mine, Fairview, Nev., drifts and crosscuts cost $9.75 a foot, raises $12.50, and winzes 
$30. At the Great Boulder Perseverance, Kalgoorlie, drifts cost $12.90 a foot, and 
crosscuts $13.80. At the Braden Copper Co., South America, development cost 
$3.54 a foot. 

At Cananea in hard quartz a 43 by 64 ft. drift took 7.8 lb. of powder for each foot, 
and a 6 by 11 ft. raise took 8.3 lb. At the Pittsburg-Silver Peak a 43 by 5 ft. raise 
took 9 lb. powder for each foot, and at the Hrie Consolidated in slate and quartz a 
5 by 7 ft. raise took 6.65 lb. In drifts driven by hand work in medium-hard ground 
the cost was $4.50 to $5.50 a foot of which the labor was 77 to 86 per cent. and explo- 
sives 15 to 23 per cent. The rate of advance was 1 to 1} ft. a shift. 
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Mining Claims within the National Forests 


BY E. D. GARDNER, MISSOULA, MONT. 
(Salt Lake Meeting, August, 1914) 


WueEn the National Forests were created, all lands embraced in their 
boundaries were exempted from all forms of entry, except mineral 
claims. Later, by Act of June 11, 1906, and as amended by Act of Aug. 
10, 1912, provision was made allowing homesteads on areas chiefly 
valuable for agriculture and not necessary for the public use.. Patents 
to mining claims in the Forests are granted the same as on land not in 
the Forests, irrespective of timber or other values. 

It is the policy to encourage the highest use of the Forests. As a 
business proposition, it is a good policy to have mines developed in the 
Forests. Their development in remote or inaccessible regions causes the 
country to be opened up and, in addition to the local market which the 
mines create, means of transportation are afforded to outside markets. 

No examination of mining claims is made until patent has been applied 
for, unless they are actively interfering with the administration of the 
Forest. In this case, an examination is made, and if there is evidence 
that the claims are being held in good faith they are in no way interfered 
with. Timber is never sold from a mining claim except with the consent 
of the claimant, or unless it is clearly shown, after an examination, that 
the claim is abandoned. In the case of fire-killed timber, which rapidly 
deteriorates by standing, a contract bond arrangement can be made for 
the sale of the timber which protects the interests of both the mining 
claimant and the government. 

The promiscuous locating of mining claims has in the past caused 
considerable trouble. It has been, and still is, the custom in some parts 
of the West to locate a mining claim when the surface rights of any 
particular area are desired, irrespective of the mineral character of the 
ground. This has been done to hold power sites, town sites, summer 
residences, springs, etc. When the ground is desired for any of these 
purposes, what is known as a Special Use Permit will be issued at a 
nominal sum, to legalize the occupancy. In most instances, it is far 
cheaper to take out one of these permits than to do the annual assessment 
work on a mining claim, but, of course, patent to the ground cannot be 
obtained in this manner. 

If mineral were discovered on the land covered by a Special Use Permit, 
it would ordinarily be the policy to cancel the permit if it were clearly 
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shown that the land in question was more valuable for mining than for 

_ the purpose for which the permit was granted. The burden of proof in 
such a case must be on the mining claimant. For example, in the case 
of a permit for a large storage reservoir, it would take a very good mineral 
showing to justify its cancellation. If a valid mineral claim occupied 
ground previous to the application for a Special Use Permit, none would 
be granted without the consent of the mining claimant. 

An unpatented mining claim in a National Forest cannot be put to any 
use inconsistent with the development of the claim, without a permit, 
which would be charged for at the regular rate. 

In the past, before the government inspected ground prior to issuing 
patent, many valuable power sites, town sites and timber areas have been 
patented as mining claims when the ground was in no respect mineral. 

It has often been stated that the patenting of mining claims is seriously - 
delayed if they are within a National Forest. Out of over 150 claims 
examined during each of the years 1912 and 1913 in Montana and Idaho, 
north of Salmon river, only 173 per cent. were contested. The records 

- show no delay longer than three months except where patent was applied 
for during a time of year when field examinations could not be made 
on account of climatic conditions. 


Patenting Claims 


Very few claims that come up to patent comply with all the Federal 
and State laws in every particular. Most of this non-compliance, how- 
ever, is due to ignorance of the law. One reason for this ignorance is 
that the requirements for staking and patenting mining claims are not 
the same in all States. Most prospectors and miners operate in more 
than one State and many times confuse the various regulations. 

In accordance with the mining laws, patent on a mining claim should 
be issued when the claimants show: first, good faith; second, the requisite 
amount of work done; and third, a mineral discovery made. No protest 
is made against issuance of patent by the Forest Service when the loca- 
tion is not in accordance with all of the State laws, or for any non-compli- 
ance with the minor technicalities of the Federal law. For instance, an 
application for patent would not be protested for the reason of the vein 
not being in the middle of the claim or for striking across it. 

Good Faith.—On a claim that is chiefly valuable for mining, good faith 
is assumed to have been shown when the requisite amount of work has 
been performed and a mineral discovery made. When it is evident 
that the ground is more valuable for other purposes than for mining, a 
merely technical compliance with the requirements of the law does not 
suffice to make clear the good faith of the applicant. 

Development Work.—Five hundred dollars is required to be expended 
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on or for the benefit of a claim before patent is granted. When a claim 
is examined for patent the value of the work is estimated as closely as 
possible from the facts at hand, but when any doubt exists the claimant is 
always given the benefit of the doubt. When work is done on another 
claim for the benefit of the one in question, the Service does not take 
a narrow and technical view of what would tend to develop it. 

Mineral Discovery.—Application is often made for patent on claims 
held in apparent good faith but on which no mineral discoveries have been 
made. Such claims are the so-called protection, or side, claims, and the 
odd claims in large groups. These protection claims in many cases are 
really necessary to the group to avoid possible future trouble with later 
locators and for tunnel sites, etc.; but, no matter how necessary they are, 
the law requires that a mineral discovery must be made on each claim 
before a valid location can be made. Most claims which are contested 
by the government are of this character. 

When, after a sufficient expenditure has been made, patent is desired 
on a group that includes claims which do not contain mineral discoveries, 
the common improvement work should be credited to all of the locations 
and application made only for those which meet the requirements of the 
law. Patent can be asked for the protection claims under a separate 
and later application after mineral discoveries have been made. As long 
as the assessment work is kept up, possession of such claims can be 
retained. 

There is a great difference of opinion as to what constitutes a mineral 
discovery. According to late decisions of the Commissioner of the 
General Land Office in the East Tintic case of June 15, 1912, and again in 
the Jefferson Montana Copper Mining Co. case of Sept. 5, 1912, it was 
held that the following elements are necessary to constitute a valid dis- 
covery upon a lode mining claim: 

1. There must be a vein or lode of quartz or other rock in place. 

2. The quartz or other rock in place must carry gold or some other 
valuable mineral deposit. 

3. The two preceding elements, when taken together, must be such 
as to warrant a prudent man in the expenditure of his time and money 
in the effort to develop a valuable mine. 

In passing on a mining claim, the Forest Service Mineral Examiner 
takes into consideration the general geological conditions of the locality. 
For instance, in the Coeur d’ Aléne and thé Butte districts the ore or 
mineral values do not usually outcrop at the surface, and the presence 
of a well-defined vein with the characteristic iron-stained vein matter 
upon a claim, considering the experience gained on other veins in the 
districts, would afford a reasonable expectation of finding ore at depth. 

In determining a mineral discovery on a placer claim, the values found 
are considered together with the extent of the gravel and mining condi- 
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tions. A very small value to the pan of gravel would be considered as a 
mineral discovery where conditions were such that there was any possibil- 
ity that the ground would ever be mined, but a few isolated colors found 
on a claim would not in themselves constitute a mineral discovery. In 
examining a placer, the same as a lode claim, the good faith of the 
claimant, and the value of the land for other purposes, are taken into 
consideration. . 

The Land Office records will show that only a small proportion of the 
cases on which contests have been initiated by the Forest Service ever 
come to a hearing, as the claimants do not file answers to the charges 
against. the claims or do not put in an appearance before the Register 
and Receiver of the local Land Office at the date set for hearing. Final 
decisions by the Department of the Interior on all mineral cases contested 
since July 1, 1911, by the Forest Service in District 1, which comprises 
Montana, northern Idaho, eastern Washington, and western South 
Dakota, with the exception of one claim, have been poor ale to the 
government. 

The examination and protesting of worthless claims in the National 
Forests often protects the public from “wildcats.”’ There have been 
instances, particularly in the outskirts of large districts, where companies 
have been formed and stock has been sold to develop ground without any 
real mineral value. To further the stock-selling schemes, patents have 
been desired and applied for, but when the claims were protested they 
have generally been abandoned. 

Timber on a mining claim can be cut and used for the development of 
the claim. No permit from the Forest Service is necessary and no charge 
is made. The locator cannot, however, sell the timber or use it for any 
purpose foreign to the development of the claim. If more timber is 
needed for development than what is on the claim, it may be obtained 
elsewhere in the Forest without any charge under a free-use permit. 
When a mine has become productive and still needs more timber, a 
charge is made for it. The government, in making timber sales to out- 
side consumers, always considers the local miners and leaves their 
supply unimpaired. 

Had it not been for the establishment of the National Forests, a 
large part of the timbered areas now embraced within the Forests would 
by this time have passed into the hands of private interests as timber and 
stone claims. Once one of these claims is patented, the patentee not only 
controls the timber and surface rights, but any mineral that may be 
discovered on the ground. These non-mineral entries not only discourage 
prospecting, but tie up the mineral development of large tracts. In 
addition to being taken up under the non-mineral laws, these claims 
would gradually come into the possession of large timber companies 
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who have no interests in mining. Even an unpatented timber and stone 
claim is a drawback and discourages mining. 

Any one who has ever had a mining claim conflicting with a claim 
of this kind can testify to the cost and annoyance of protesting the 
patent to the timber and stone claim and fighting protests against the 
issuance of patent on his own claim. The location of timber and stone 
claims cannot be made within the National Forests and any one is free 
to enter the Forests for prospecting and the location of legitimate mining 
claims. 

The miners are gradually coming to realize that the reason for the 
difficulty in patenting some mining claims is in the law itself, and that the 
Forest Service has no arbitrary power to change the statutes. - 


DISCUSSION 


H. V. WincHe.ut, Minneapolis, Minn.—There are two questions I 
should like to ask: First, does the Department still adhere to the decision 
made in the East Tintic case? Second, does the Department require 
placer ground to be of such value that, in the opinion of the Forest Service 
employees, it will pay to work, before admitting the location to be valid? 


T. C. Hoyt,* Ogden, Utah.—With reference to the first question: 
the Department does not hold to that decision, as it was reconsidered 
by the Secretary of the Interior, and the Department is governed by the 
decision of the Secretary of the Interior, on those points always. The 
Department of Agriculture makes no decision as to what constitutes a 
sufficient discovery. The mineral examiners simply report their findings 
and opinions. These are transmitted to the chief of the field division 
of the General Land Office, who in turn transmits the reports to the Com- 
missioner of the General Land Office, who decides whether the report 
raises an issue requiring a hearing. If a hearing is ordered, expert testi- 
mony is given on the question of the discovery, as well as the evidence of 
practical people who operate in the vicinity of the claim in question. As 
to the extent of placer values considered sufficient to justify a location, 
my answer will need a little amplification. I couldn’t answer it directly 
for the reason that sometimes people resort to placer claim location as a 
means of acquiring land for other purposes than placer mining, which 
makes it absolutely necessary that the government give close attention 
to the question of whether good faith has been shown, as it is the evidences 
of good faith that largely determine whether a report adverse to a claim 
shall be made. That is a difficult point to cover sometimes. For in- 
stance, in the region I have recently visited there are some 17 miles of a 
valley, from } to { mile in width, all covered by placer locations. 
It is valuable stock-grazing land, and is stocked at the present time. It 


*National Forest Service. Non-member. 
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also contains a stand of timber, and is on the watershed of an important 
stream—important from the fact that it furnishes the water supply to 
government storage reservoirs, and to pending reclamation and Carey 
Act projects. In this case the placer claims will not be disturbed as 
mere locations. They will simply remain there, and there will be no 
action with reference to them until the claimant asks for patent or, before 
patent, begins to denude that watershed and remove that timber. Then 
the government would direct that the mineral experts go on to the ground, 
examine it, prospect it, and submit their report, with a view to seeing if 
‘the claims were really valid and being used for actual mining purposes. 
Placer claims in the National Forests to-day are covering power sites, 
homesteads, dipping corrals, sawmills, summer resorts, and a good many 
other things, but a claim that is located as a bona fide placer claim and 
used for purposes consistent with mining will not be disturbed by the 
Forest Service. 

This is an illustration of our attitude. In one of the National Forests 
where we had a withdrawal by the Secretary of the Interior for administra- 
tive purposes, the tract supported a cabin, pasture, and small field, 
Subsequently placer locations were made to cover this site and additional 
land up and down the canyon. The proposition was made to the locators, 
“Tf you will proceed with actual placer mining up to the point where you 
demonstrate to yourselves and to disinterested parties, competent to pass 
upon it, that you have a paying placer mine, we will get out of the way 
and allow you to mine all over the area, but we don’t feel that we can do 
that on the showing as now given. Our experts have examined the land, 
and do not report sufficient values or sufficient prospects on your part 
to determine whether you have values enough to justify our giving up 
this land.” This land was adjacent to a growing mining camp, and there 
were various reasons why we desired to know whether there were values 
there to justify before permitting it to pass to patent. These claims were 
not disturbed until the application for patent was made. Then it was a 
question of whether this 13 or 2 miles should be alienated, or whether 
we should wait until values were proved. That case is now pending, and 
our proposition still stands. That is as near as I can illustrate the atti- 
tude of the Forest Service on that question. 


Mr. Wincuetu.—In the case of a quartz locator within the National 
Forest, where the report of the National Forest employees is to the effect 
that he has not made a valid discovery, what procedure is taken against 
him? Does he have further time and opportunity to perfect it, or is 
some action taken to oust. him? 


Mr. Hoyt.—That answer will require a little amplification, too. 
Recently a mineral examiner of the Land Office submitted a report on a 
claim on the National Forest which was adverse. Feeling that more 
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expert testimony was desirable before deciding the issue, the examiner 
transmitted the request to me, and I detailed an examiner to examine 
this claim. Our examiner hunted up the locator, or present owner of the 
claim, and asked the claimant to accompany him on the examination, 
which was done. The owner of the claim said: ‘Now, I want to have 
your advice in this matter. If you think that the reports which you will 
have to submit, under the conditions as they now exist, are such as to 
jeopardize the probabilities of my getting a patent, I would like to have 
further time,” and that proposition was accepted. The examiner trans- 
mitted that request with his report to me, and I transmitted the request 
to the chief of the field division, with the recommendation that no action 
be taken, and that the applicant be not required to defend his claim at 
the present time, but be given such time as he thought desirable in order 
to make a better showing, and mind you, this was on an application for 
patent. It should be borne in mind that these lands have been declared 
by the President of the United States, under authority of Congress, to 
be lands valuable for a certain purpose, a certain public purpose; there- 
fore, before alienation is sanctioned, the Department having jurisdiction 
of the National Forest administration has to look carefully into these 
questions. The examination of mining claims in the National Forest 
by the Forest Service came about in 1906, when the Secretary of the In- 
terior was petitioning for additional appropriations to examine lands. 
Congress did not appropriate to meet the requirements to the extent that 
the Secretary of the Interior thought desirable, so the President suggested 
at the time, “‘Can you not use the Forest officers throughout the National 
Forests in this respect?” and he directed the Secretary of Agriculture 
and the Secretary of the Interior to confer on this matter, and see if they 
could bring about some arrangement. ‘The result was that the Secretary 
of the Interior instructed the Commissioner of the General Land Office 
to transmit instructions to the Register and Receiver, in all cases of appli- 
cation to patent lands in National Forests, to notify the Forest Service. 
The reports as to mining claims may in the first instance come merely 
from a ranger, who may not be qualified to pass on technical questions, 
but his report is placed in the hands of the mineral examiner, who is a 
man of considerable experience throughout the West, the one in my office 
at the present time being a graduate of the Columbia School of Mines. 
He examines the report, and if there are sufficient evidences of good faith, 
the claim is passed without question, the chief of Field Division being 
advised that there is no protest against the allowance of a patent in that 
case. If the evidence of good faith is manifest, we don’t bother with 
technical examinations, or don’t raise technical questions, as Mr. Gardner 
indicated in his paper; but if there seems to be a lack of compliance with 
law then the mineral examiner is directed to examine that claim, but he 
waives technicalities in every case where evidence of good faith is manifest. 
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The Commissioner acts upon the report, and no location of a mining 
claim in a National Forest is interfered with until he considers the report, 
or there is something in connection with it manifesting bad faith, failure 
to comply with the law, or interference with the administration. Some- 
times we have had groups of claims placed right where examinations were 
being made with a view to sale of the timber, though the timber-sale con- 
tract had not been executed. In those cases we had the mineral examiner 
examine the claims carefully. He took very careful note of everything 
indicating the possibility of values and which threw any light upon the 
question of good or bad faith of the locators. In some cases we have 
had to go to the extent of asking for a hearing, with the result that the 
claims were canceled, and we proceeded with the sale of the timber. 


D. W. Brunton, Denver, Colo.—In a case where two contiguous 
claims are held by the same owner, one of which has timber on it, and the 
other hasn’t any timber, can a man operating a mine take the timber 
from the timber claim and use it on the other claim? I ask this because 
of a complaint that was made of a man who had two parallel claims in 
Idaho, both of which were being worked and producing, one claim being 
covered with timber, and the other absolutely bare. He claimed that 
the Forestry Department compelled him to purchase timber from them 
instead of taking it from the parallel contiguous claim which he owned, 
and which was covered with timber. 


Mr. Hoyt.—The rule is that it is allowed without question; but it has 
happened in many instances that operators during the prospecting 
period of their mining have located surrounding ground with timber on 
it, and have made no effort whatever to develop that particular ground 
as a mine, but have simply used the timber off of it to develop a claim 
having actual mineral value. I can’t understand why purchase was 
necessary in the case mentioned, because if the miner was simply prospect- 
ing he wouldn’t have to purchase the timber, but if he has a paying mine 
then we would not allow him to locate timber land under mining claims 
without going ahead with bona fide development and showing mineral 
value on the timbered claim. In case the timber were required for a 
paying developed mine, they might require him to purchase at the rates 
prevailing in that immediate vicinity instead of allowing it to be taken 
from a located claim not showing mineral values. 
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The Evolution of the Round Table for the Treatment of Metalliferous 
Slimes 
Discussion of the paper of Theodore Simons, T’rans., xlvi, 338. 


Henry Louis, Newcastle-upon-Tyne, England (communication to 
the Secretary*).—In this paper Mr. Simons derives the various forms of 
revolving slime tables, of which the Harz and the Linkenbach tables are 
typical examples, from the old rectangular or box buddle. This I believe 
to be an error, at any rate if Mr. Simons attaches the same meaning as I 
do to the “evolution” of a dressing appliance. By the ‘‘evolution”’ of 
such an appliance I understand the progressive development and improve- 
ment of an appliance acting on a definite principle, such improvements 
having usually for their object the economy of labor in working the same, 
or the increase of its capacity; when an entirely new principle is intro- 
duced, I no longer look upon this as evolution from the old type, but as 
the origination of an independent type of appliance.. The box buddle 
was no doubt the predecessor of the old Cornish round buddle, which was 
evolved from it with the object of saving the labor required to work the 
box buddle; both machines are horizontal-current separators, in which the 
separation of sands of different densities is effected by their differential 
rates of fall in a horizontal current of water of considerable depth. ‘These 
appliances, though well suited to sands, are for obvious reasons not 
adapted to the treatment of slimes. The revolving tables of the Harz 
and similar types, on the other hand, act on the principle which I have 
called separation in thin films of water, and which Mr. Simons calls the 
film sizing principle, in which the resistance of the surface over which the 
pulp flows plays an essential part in determining the separation of the 
particles, and which is well suited to the treatment of slimes. Unlike 
the last principle, it will not work in deep bodies of water and cannot be 
used where considerable depth of material accumulates in the appliance, 
as in the box buddle and round buddle. As I have shown in my book, 
The Dressing of Minerals, p. 326, these revolving tables are a develop- 
ment of the appliance known variously as the flat buddle, flat table, or 
frame, the last name, which is the old Cornish one, being the one that I 
personally prefer. These primitive appliances, as well as the continuous- 
acting round tables described by Mr. Simons (his Figs. 10 et seq.) all work 
on the principle of separation in thin films, and are all adapted for the 
treatment of slimes; his buddles and round tables (Figs. 1 to 9) do not 
work upon this principle, and should therefore be sharply differentiated 
from the former. The evolution in each case of the continuous acting, 
more or less automatic, circular appliance from the primitive, intermittent, 
hand-worked, rectangular appliance has proceeded upon strictly parallel 
lines. The question of the evolution of the respective types involves a 
point of some impgrtance as regards the principles of ore dressing. 


* Received Mar. 29, 1915. 
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Development of the Round Table at Great Falls 


BY ARTHUR CROWFOOT, GREAT FALLS, MONT. 


(Salt Lake Meeting, August, 1914) 
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INTRODUCTION 


The principal object of this paper is to present data on the develop- 
ment of the revolving convex round table as a concentrator for the 
through 0.07-mm. slimes from the ores of the Butte district, although 
some brief notes on the earliest recorded use of this type of concentrating 
table in the ore-dressing plants of the Lake Superior region and of the 
Butte district are also presented. 

The revolving convex round table belongs to the class of concentrating 
tables known as film-sizing tables, these tables using the relative trans- 
porting power of a film, or thin sheet of water, as it flows over a quiet 
inclined surface, to separate the minerals of a sorted product. 

The grains of heavy mineral move down the slope of the table deck 
slowly, or, in some cases, not at all, after the initial forcé of the feed entry 
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is expended, since, being smaller, they are acted upon only by the slowly 
moving portion of the water which is in contact with the surface of the 
table; on the other hand the grains of light mineral (gangue), being larger, 
are exposed to the more rapidly moving water of the upper current and 
are therefore moved much faster down the slope of the table. 

The speed with which the coarser grains of gangue material move 
down the slope of the table is also accelerated intermittently by the action 
of the waves of pulp flowing down the table. The coarser grains of 
gangue material are submerged, partly in the slow-moving under current 
and partly in the swifter upper current, and their speed of travel is greater 
than that of the former and less than that of the latter. Observations 
made on the action of the pulp on the table have shown that these coarse 
grains of gangue material are subject to distinct blows from the waves of 
pulp which momentarily increase the speed of these grains. 

The speed at which the under current, or friction film, moves is 
dependent upon the character of the surface of the table, a rough surface 
retarding the flow of this current while a smooth surface accelerates the 
flow. 

The revolving round table is a development of the stationary Cornish 
buddle, one of the oldest forms of slime concentrators, and it is a fact of 
great interest that a machine so closely related to one of the oldest forms 
of concentrating machines should be selected as the right machine for an 
important position in the flow sheet of our latest milling practice on copper 
sulphide ores in Montana. 

The origin of the buddle seems to be lost in obscurity, and there is 
considerable doubt as to whether Cornwall or Germany first introduced 
this method of concentration. Cornwall has laid claims to having 
taught the art of tin mining and metallurgy to the Germans, and a story 
‘is related by one Matthew Paris, a Benedictine monk, by birth an English- 
man, who died in 1259, that a Cornishman who fled to Germany on 
account of a murder which he had committed, first discovered tin there 
in 1241, and that in consequence the price of tin fell greatly. This would 
seem to point to the probability of the buddle having originated in 
Cornwall. 

Georgius Agricola in his De Re Metallica devotes considerable space 
to descriptions of dressing implements which were similar to the early 
forms of the box buddle. These consisted merely of a wide inclined 
‘stationary trough, with twigs or riffles placed so as to catch the heavy 
particles, the principle being the same as that used in Cornwall to-day. 
Agricola was born in 1494, and therefore this method of dressing or 
concentrating ores evidently dates back earlier than this time. 

In the third century B. C. the Greeks practiced a system of milling 


and concentrating, using a method of washing the crushed ore which was — 


very similar in some respects to the box buddle. 
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Edward Ardaillon in Les Mines du Laurion dans V Antiquite gives the 
following details: ' 

“From the mills it (crushed ore) was taken to washing plants, which 
consisted essentially of an inclined area, below which a canal, sometimes 
with riffles, led through a series of basins, ultimately returning the water 
again to near the head of the area. In washing, a workman brushed up- 
ward the pulp placed on the inclined upper portion of the area, thus 
concentrating there a considerable proportion of the galena; what escaped 
had an opportunity to settle in the sequence of basins somewhat on the 
order of the buddle.”’ 

The square or box buddle of Agricola’s time would hold about 600 lb. 
of material when full. Owing to the necessity of returning the lower two- 
thirds of the material deposited to be re-treated on the same buddle, also 
to the amount of labor required to operate it, this form of buddle is practi- 
cally obsolete everywhere. 

The round buddle works on the same principle as the box buddle, 
and could be described as a series of box buddles arranged radially, with 
their feed ends in the center. 

To obviate channeling of the ore, arms are attached to the rotating 
feed gear, and on these arms are hung strips of brattice or coarse cloth, 
which gently drag over the deposit, and thereby keep the surface even. 
This type of buddle is in use both in the concave and the convex forms. 
In Cornwall it is very extensively used in tin dressing, also in Derbyshire, 
- Isle of Man, and Cumberland for concentrating galena ore. 

The Cornish buddle or building table, which was used almost exclu- 
sively as a concentrator for tin ores in Cornwall during the early days 
of tin mining in that district, was usually from 18 to 20 ft. in diameter 
and was built in the form of a circular tank with sides 18 in. deep, the 
bottom sloping gently from the center to the circumference. In the 
center of the tank or table was a mound with a conical top, the mound 
being from 5 to 6 ft. in diameter. Pivoted in the center of the mound was 
a vertical shaft which revolved. This shaft carried a pulp distributor and 
four wooden arms which extended out over the buddle, the arms being 
equipped with brushes made of cocoa matting frayed at the ends or wisps 
of brush which dragged lightly over the sand as it accumulated in the 
buddle. These brushes kept the surface of the charge trued up and 
hence assisted the work of concentration very materially by preventing 
channeling. 

During the process of running a charge in a buddle the water and slime 
were drawn off at points on the circumference which were equipped with 
sliding doors perforated with auger holes. As soon as the buddle became 
filled, the foreman examined the contents, marking off with the point of 
his shovel four or five concentric circles on the surface of the charge, their 
relative position depending on the richness of the mineral within each. 
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The buddle crew then shoveled the outer ring, which was mostly slime, 
into a launder which delivered it to a settling pond; the next ring was 
thrown into a waste tailing launder, the intermediate rings were shoveled 
into wheelbarrows and carried to other buddles for re-treatment, while the 
inner ring of all, containing about 25 per cent. black tin, was sent to the 
calciners. 

The total result of this first buddling was that about one-quarter of the 
waste was removed from the pulp treated; another small part was sufh- 
ciently enriched to be sent to the calciners, while probably more than one- 
half of the whole had to be re-treated. 

This method of buddle treatment has been supplanted in the 
more progressive plants by the use of Frue vanners and revolving round 
tables. 

American milling practice has always been averse to the use of con- 
centrating machines which operate intermittently, or machines which 
produce a large amount of middling material for re-treatment, therefore, 
the revolving round table, which at once overcame so many of the diffi- 
culties of the operation of the stationary buddles, made rapid headway 
in American mills in displacing stationary buddles, kieves, and other 
intermittent machines. 


The Round Table in Lake Superior Practice 


The milling practice in the Lake Superior district has been described 
in papers read before the Institute by Charles W. Rolker,! H. 8. Munroe,? 
and F. G. Coggin.? As nearly as the writer can learn the first revolving 
round table was introduced in the Lake Superior region in 1873, being 
installed in the Atlantic mill by a Mr. Jenkins, a Cornishman who had 
had considerable experience in the tin-ore dressing plants of Cornwall; 
and by 1883 it was in general use in the district. The round table 
most largely used was the design of W. J. Evans, the distinctive feature 
of which was the “dead-head” at the center, from 6 to 8 ft. in diameter, 
one-half of which was used for distributing the slime and the other half 
for distributing clear water. 

The part played by the revolving round table in the flow sheet of the 
Michigan mills was to treat the spigot discharges of the settling tanks 
receiving fine product from the stamp mills, the material coming to the 
tanks as overflow material of the hydraulic classifier. 

Before the advent of the reciprocating table, the round tables were 
used to produce a finished concentrate; two decks ona shaft were gener- 
ally used, the middling from the upper deck being re-treated on the lower 
sepkec or on a separate aystons of tables. 


1Trans., vy, 584 to 606 (1876-77). 
2Trans., vili, 409 to 451 (1879-80). 
3 rane xii, 64 to 68 (1883-84), 


DEVELOPMENT OF THE ROUND TABLE AT GREAT FALLS 421 


The writer is informed by C. H. Benedict of the Calumet & Hecela 
company that the present practice at its mills is in no case to make a 
finished concentrate on the round tables, these tables being always 
followed by Wilfley tables, either two, three, or even six decks of the 
round tables being dressed up on one Wilfley table. 

Round tables are in use at the C. & H., Tamarack, Ahmeek, Osceola, 
Isle Royal, and Mass mills. Ordinarily there are three decks on one 

_shaft except at the C. & H. mills, where there are four decks on a shaft. 
The tables make 1 rev. per minute, and in new installations cement 
deck surfaces are used to replace the wood deck surfaces of the older 
installations. 

The slope of deck surface in general'is 1.5 in. per foot although a slope 
of 1.25 in. per foot is sometimes used on fine material. The tonnage fed 
per deck ranges from 15 to 20 tons per 24 turns and the recovery made is 
ordinarily from 40 to 50 per cent. On low-grade ores the ratio of concen- 
tration may reach as high a figure as 80 into one and is never lessthan 
30 into one. With classifiers now in use the maximum size of grain going 
to the round table is about 0.25 mm. 

The revolving round table used at the present time by the Calumet 
& Hecla Mining Co. consists of four decks mounted on a shaft. The 
table is driven from the top by means of a crown gear and pinion and is 
timed to make 1 rev. per minute. The total height of the table from 
crown gear to floor line is 21 ft. and the spacing between the decks is 
3 ft. 8 in. The decks have the usual umbrella frame, the supporting 
braces consisting of 2-in. angle irons. The frame is so designed that the 
supporting braces occupy very little of the space between the decks. 
The circumference of the decks is stiffened by 3-in. angle-iron rim seg- 
ments bent to the proper curve. The deck surface used is cement laid 
on wood, the cement being about % in. thick. 

Each deck is equipped in the.center with a cone with a 45° slope and 
a base diameter of 3 ft. The feed pulp is delivered on one side of the 
table only from a special form of feed box which delivers the pulp against . 
the face of the 45° cone. The decks are in general given a slope of 1.5 
in. in 1 ft. 


Early Use of Revolving Round Table in Butte District 


From C. W. Goodale’s paper on the Concentration of Ores in the Butte 
District, Montana,‘ it would appear that the Colorado Smelting & Mining 
Co. was the first to install round tables in the Butte district. The plant 
started operations in 1882. Round tables were installed in the initial 
flow sheet of this mill, but were afterward discarded in favor of Frue 


vanners. 


4Trans., xxvi, 602 (1896). 
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In the concentrator of the Montana Copper Co. the reverse is the 
case, as Frue vanners were first installed and later were replaced by round 
tables. 


Usz or THE Rounp TABLE AT GREAT FALLS FOR SAND-SLIME FEED 


Construction work on the first concentrator of the B. & M. C. C. & 8. 
Mining Co. at Great Falls was started in the spring of 1891, the concen- 
trator being put into operation in March, 1892. A second concentrator 
was completed and put into operation in the fall of 1900. Convex 
revolving round tables were installed for the treatment of the fine sand 
and slime which overflowed the Evans hydraulic classifiers. 

The round-table practice at Great Falls, preceding the development of 
the table as a concentrator for through 0.07-mm. slime, did not differ 
greatly from the round-table practice in other Montana mills; usually the 
feed ranged in size from 50 mesh (0.36 mm.) to zero, with from 3 to 5 per 
cent. of coarser material due to the imperfections of the hydraulic classi- 
fiers employed, or. to the overloading of these classifiers. No very close 
classification of feed was attempted, nor was any attempt made to produce 
a waste tailing from the round tables, the tables being guarded by the 
vanners. The use of the Wilfley table, under the conditions of round- 
table operation, rapidly superseded the use of the round table for the fol- 
lowing reasons: (a) A cleaner grade of concentrate was produced which 
contained as high or higher a percentage of the copper fed to the table; 
(b) a large tonnage of fairly low-grade tailing could be produced from a 
feed no more closely classified than the feed sent to the round tables, thus 
eliminating the re-treatment of this material on vanners; (c) the Wilfley 
table acted as a classifier in that it made a separation between the sand 
and slime fed to it. 

It is probable that good work could be obtained from round tables 
when fed with sand ranging in size from 60 mesh (0.25 mm.) to 200 mesh 
(0.07 mm.). Under, these feed conditions, the very fine slime being 
. eliminated from the feed, the tables should produce a large amount of 
low-grade tailing product. 


Tue Rounp TABLE FOR FINE SuIME 


The use of the revolving convex round table as a concentrator for 
a through 0.07-mm. slime feed was originated by J. M. Callow of the 
General Engineering Co., Salt Lake City, in an exhaustive series of tests 
made by him on the concentration of overflow slime at the Boston & 
Montana concentrator, Great Falls, during the period October to De- 
cember, inclusive, 1904. 

This is believed to be the first time that so fine a feed had been 
treated alone on a round table; the writer has looked up all available 
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literature on the subject but can find no record of a feed which did not 
contain a large percentage of coarser sand, the feeds usually varying 
from 0.35 mm. down. 

The concentration of the slime was preceded by a dewatering or pulp- 
thickening operation, the slime as produced in the mill being unwatered 
in a peripheral overflow tank of Mr. Callow’s design, since well. known 
under the name of the Callow settling tank or cone. 

By the use of this unwatering device, preceding the concentrator, the 
density of the slime was increased from about 70 g. of solids per gallon 
of pulp (2 per cent. solids) to about 350 g. of solids per gallon of pulp 
(8.75 per cent. solids) with a loss of only from 2.0 to 2.5 per cent. of solids 
and copper in the overflow of the tank. The capacity per Callow tank, 
to obtain the above results on B. & M. slime, was 25 gal. of slime feed per 
minute or 36,000 gal. per 24 hr. per tank, the tank being equipped with 
a goose-neck spigot discharge with an opening ? in. in diameter operat- 
ing under a head of 24in. A full description of Mr. Callow’s tests will not 
be attempted in this paper, the general results only being given. 

The machines at Mr. Callow’s disposal for trying out the concentra- 
tion of the thickened slime pulp from his tanks consisted of a smooth-belt 
Frue vanner, a Wilfley table, and a revolving convex round table. 

The round table was not at first considered by Mr. Callow, the first 
four tests being made ona Frue vanner and the next 16 on a Wilfley table. 
The copper recoveries made by the Frue vanner and the Wilfley table 
were in both cases low, especially so in the case of the Frue vanner, which 
was not equipped with the necessary stroke adjustments for the treat- 
ment of so fine a feed, which it must be remembered was about 96 per 
cent. finer than 0.07 mm. (200 mesh). Mr. Callow then directed his efforts 
toward finding what could be accomplished by using the revolving round 
table as a concentrator for the slime and his first results were so satisfac- 
tory that the remainder of his tests were made on this table. 

No mechanical adjustments were possible except the speed and this 
remained unchanged from the speed used for the regular sand-slime feed, 
1 rev. in 2 min. The Wilfley table and vanner have been developed 
as slime concentrators since this period but the development of the round 
table has enabled it to maintain its supremacy in this particular branch of 
ore dressing. 

The tests made by Mr. Callow included tests made on the individual 
slimes.and on various combination of the slimes, the end results of which 
showed that the Callow tanks would handle from 25 to 30 gal. of slime 
pulp per minute, thickening this slimy water from a density of about 
60 g. of solids per gallon of pulp to a density of about 350 g. (1.5 to 8.75 
per cent. solids), overflowing about 90 per cent. of the water contained in 
the slime and delivering from 95 to 98 per cent. of the solids fed in the 
pigot discharge for treatment on the round tables. 
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The revolving convex round table was shown to have a capacity for 
treating from 4 to 5 tons of the thickened slime per 24 hr., producing from 
3 to 1 ton of concentrate assaying from 5 to 6 per cent. copper and 
71 to 75 per cent. insoluble, and containing about 50 per cent. of the cop- 
per in the feed, the ratio of concentration being from 5.5 to 6 tons into one. 

It was recommended by Prof. R. H. Richardsthat an Embrey vanner 
be tried out as a concentrator for the thickened slime pulp from the Callow 
tanks, as, in his opinion, the end-shake vanner, to which type the Embrey 
vanner belongs, would prove to be a superior machine to the side-shake 
vanner for the concentration of the fine slime. 

An Embrey vanner was, therefore, installed in the concentrator and 
thoroughly tested on the treatment of the slime during March and April, 
1905. The results of the tests confirmed Professor Richards’s statement 
in regard to the fact that the end-shake vanner would develop a higher 
efficiency than the side-shake vanner in the treatment of very fine slime, 
the recovery of copper being increased, but the recovery made by the Em- 
brey vanner still fell short of the recovery made by the revolving convex 
round table and the capacity of the vanner was much lower. The main 
data received from tests made on the Embrey vanner follow (p. 425). 

Some results obtained from tests made in the Frue vanner when 
equipped with a corrugated rubber belt are also presented. 


Construction of Slime Plant at Great Falls 


In order to try out Mr. Callow’s flow sheet on a commercial scale it 
was decided to erect a slime plant with a capacity for treating about 
1,000,000 gal. of slime per 24 hr., the pulp carrying about 80 tons of solids. 
This required an installation of 30 Callow tanks and four four-deck 
round tables. Construction was started on this plant during the summer 
of 1905 and the operation of the plant was started on Oct. 1, 1905. 

The building was so designed, and the equipment so arranged, that 
the plant could be readily enlarged to the full capacity peqies should the 
results obtained justify this course. 

The original dewatering and concentrating equipment of the slime 
plant consisted of 30 8-ft. Callow tanks and 16 17-ft. revolving round 
tables arranged as four four-deck tables. The round tables used were 
the two-deck tables removed from the concentrator at about this time, 
two double decks being set up one above the other and the shafts con- 
nected with a coupling so as to form a four-deck table. 

Of the 16 decks installed, four were given a linoleum cover, four a 
cement surface laid on the original wood surface, and on the remaining 
eight the original wooden surface was maintained. The circular feed- 
distributing apron with a 2 in. to the foot slope, previously mentioned, 
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was allowed to remain on the tables. The slope of the deck surfaces was 
1.25 in. per foot for the wood and linoleum surface decks and 1.5 in. per 
foot for the cement surface decks; the speed of all tables was 1 rev. in 
100 sec. or 36 rev. per hour. The feed pulp was distributed over one- 
half of the table and washed with dressing water on the other half of the 
table, the tables being operated in practically the same manner as when 
treating a sand-slime feed in the concentrator. 

The cement-surface decks installed in the slime plant were the first 
decks of this character installed at the Great Falls works; cement-sur- 
face decks were coming into general use in the Michigan ore-dressing 
plants at this time and probably had been used at other plants; in fact, 
John A. Church mentions having installed cement-deck round tables at 
Tombstone, Ariz., in 1883.5 

Mr. Church states that the use of cement for round-table deck sur- 


Results of Tests Made on the Embrey Vanner 


—Data on Feed to Vanner-———— 


Den- Assay Assay Ratio Recovery 
Date No. of Rate per 24 Hr. sity in Per Concentrate Per of of Cu 
1905 Tests Gal- Pounds Grams cent. Assay Per cent. cent. Conctn. Per 
Made lons per Cu Cu Insol. Cuin Tons cent. 
Gal. Tailing to 1 
Group No. 1 
Rev. per min. 225, 1-in. stroke, belt speed 6 ft. 8 in. per min., slope 4 in. in 12 ft. 
Mch. 8 1 3,850 . 5,100 600 2.4 9.5 64.0 Tere CL 7. 33.0 
Group No. 2 
; Rev. per min. 225, 1-in. stroke, belt speed 9 ft. 6 in. per min., slope 6 in. in 12 ft. 
Mch, 9-14 6 4,210 3,400 364 PAST f 6.8 73.0 2.13 8.3 30.5 
Group No. 3 


Rey. per min. 225, 1-in. stroke, belt speed 10 ft. per min., slope 9} in. in 12 ft. 
Feb. 23-28 6 3,730 3,930 473 3.2 10.0 60.0 2.53 9.75 32.5 


Group No. 4 ; 
Rey. per min. 225, 1-in. stroke, belt speed 12 ft. 9 in. per min., slope 11} in. in 12 ft. 
Mch. 1-7 5 4,050 3,900 439 2.48 6.95 71.0 1.91 7.63 36.8 
Group No. 5 


Rev. per min. 225, 1-in. stroke, belt speed 16 ft. per min., slope 18 in. in 12 ft. 
Mch. 7-25 28 4,286 3,818 394 2.46 7.54 69.0 1.99 ser 37.3 


Group No. 6 


Rev. per min. 248, §-in. stroke, belt speed 16 ft. per min., slope 18 in. in 12 ft. 
Apl. 14-22 11 5,829 5,199 425 2.3 7.20 68.0 Lite 9.4 37.8 


Group No. 7 ; 
Rey. per min. 247, §-in. stroke, belt speed 18 ft. per min., slope 18 in. in 12 ft. 
Apl. 24-26 3 5,887 5,416 495 2.5 7.70 68.8 1.8 10.8 31.0 


5 Trans., xv, 601 (1886-87). 


426 DEVELOPMENT OF THE ROUND TABLE AT GREAT FALLS 


Results of Tests Made on Frue Vanner, February to April, 1905 


Revolutions per minute.............- 196 196 196 196 196 196 
Length of stroke in inches............ 1 1 1 1 ul vail 
Belt speed in feet per minute......... 5 4 2 6 9 10 
Slope of belt, in. in 12 ft..0.40). 45.6% 6 7 9 5 8} 8h 
Number of tests made............... 1 1 4 6 4 3 
Rate of feed, gallons per 24 hr........ 4.0207 99% eters 4,350 5,127 5,977 5,745 
Rate of feed, dry solids, pounds, 24 hr.. 3,780 4,550 4,082 4,804 5,088 5,484 
Density of feed in grams per gallon.... S80.” bi eteatos 406 391 398 427 
Assay per cent. copper in feed......... 3.3 2.7 2.47 3.1 2.2 2.4 
Assay per cent. copper in concentrate. . 8.9 TZ 6.7 7.2 5.1 6.5 
Assay per cent. insoluble in concentrate 68.4 72.4 (71.3 43.5 eee dt 73.3 
Assay per cent. copper in tailing...... Din’: 272 2.0 2.4 1.6 1.8 
Ratio of concentration, tons into 1..... i pa 8.65 9.37 6.8 6.2 8.7 
Per cent. Cu fed, recov’d in concentrate. 24.4 30.7 29.9 33.5 35.7 33.3 


faces was not original with him at that time, he having read of its use al- 
though he had not seen tables with this character of deck surface in opera- 
tion. Mr. Church introduced the round tables in the Tombstone district 
after seeing the performance of the revolving round tables in the Lake Su- 
perior copper mills, where, at that time they were made entirely of wood. 
The deck slopes used by Mr. Church were as follows: 1.75 in. per foot for 
all but the finest slime, for the treatment of which the deck slope was 
reduced to 1.25 in. per foot. A novelty introduced by Mr. Church was 
the construction of some tables with iron framework, under the impres- 
sion that the swelling of timbers in such a wet place as a mill might 
throw the surface out of true. In constructing the above-mentioned con- 
crete-deck surfaces the body of the table surface was made of concrete 
with broken stones up to 2-in. ring and with the cement so scant that 
the concrete was visibly (and coarsely) porous. A thin skin of pure 
cement was laid on this, of not much more than paper thickness. Mr. 
Church states that these tables kept their surface extremely well, better 
than some all-cement surfaces that he has seen; he thinks, however that 
the quality of the cement has more to do with the results than the mode 
of laying on. 


Tests on Wood, Linoleum, and Cement Decks 


To return to the Great Falls slime plant. In January, 1900, the writer, 
who was placed in charge of the slime plant during the first year of its 
operation, carried out a series of tests with a view to determining the rela- 
tive effectiveness of wood, linoleum, and cement deck surfaces on a 
round table, two series of tests being made each extending over a 10-day 
period. During the first test the total feed to the tables was distributed 
over 12 of the 16 decks, one four-deck table being shut down, while 
during the second test the 16 decks were used. The first test was 
called a high-tonnage test and the second a low-tonnage test. Three 
tables were tested, the deck surfaces being wood, linoleum, and cement, 
respectively. 
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The average results of the high-tonnage tests only are given in 
detail in the following tabulation. 

High-Tonnage Test Results —The tonnage treated per 24 hr. during 
the above-mentioned tests was approximately 4.5 tons, which was 
called a high tonnage at the time of making the tests; the writer will 
show later how the tonnage treated per deck surface has been greatly 
increased. In considering the above feed it must be remembered that this 
feed contained a large percentage of colloidal slime in addition to the very 
fine sands, although at the time the tests were made it had been decided 
to subject the Callow tanks to an overload in order to secure a greater 
copper production from the plant, it being more profitable under the exist- 


Tests Made on Round Tables with Wood, Linoleum, and Cement Deck 


Surfaces 
Kind of Deck Surface 
Data . Wood Linoleum Cement 

Tons dry solids treated per 24 hr................... 4.388 4.474 4.517 
Density of feed in grams per gallon................. 310 280 296 
Assay per cent. copper in feed...................4. PASTE 2.75 2.76 
Tons of concentrate produced per 24 hr............. 1.422 1.149 0.954 
Assay per cent. copper in concentrate.............. 5.29 5.92 7.03 
Assay per cent. insoluble in concentrate............ 76.13 73.4 69.3 
Per cent. of copper fed, recovered in concentrate.... 62.14 55.28 53.81 
Ratio of concentration, tons into one.............. 3.086 3.894 4.735 
Ratio of enrichment: (copper).....:.....00-s.65.-e 1.90 2.153 2.547 
Tons feed-side tailing produced per 24 hr............ 1.393 1.615 1.614 
ASSAY DEL CON GiCOPPCT s,s.45: cia,e)5te ee tials odeiya ain eles leah h 1.86 1.82 
Tons wash-side tailing produced per 24 hr........... 1.573 1.709 1.969 
PASSA VPC CONT. COPDECL sree tierce c- Pov eters eee banat 1.35 1.45 1.44 
Tons total tailing produced per 24 hr............... 2.966 3.324 3.563 
NSA D Vane LaGEING | COPPED sestamie re had eis ger eteldr sealtele' a ara ofoua 1.55 1.65 TG lee 
Gallons of fresh water used per 24 hr................ 26,423 22,254 24,501 
Gallons of fresh water used per ton fed............. 6,022 Ata 0,424 
Per cent. of original feed solids in concentrate........ 32.41 25.69 21.12 
Per cent, of original feed solids in tailing............ 67.59 74.31 78.88 


ing conditions to operate the plant in this manner. On Jan. 1, 1906, the 
feed per Callow tank was, therefore, increased from 29.8 gal. per minute 
to 41.6 gal. per minute, which had the effect of raising the density of 
the Callow tank overflow from 3.5 to 13.5 g. of solids per gallon of pulp. 
As the increased overflow loss was made up largely of colloidal slime, the 
character of the spigot discharge of the tanks (round-table feed) was 
changed to some extent and in a manner which made it more susceptible 
to concentration on a round table due to the lesser percentage of colloids 
in the feed. This accounts for the fact that the table recoveries shown 
by the test results are from 4 to 12 per cent. higher than the results 
obtained by Mr. Callow. 


{ 
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A reference to the foregoing table shows that the wood deck surface 
recovered 6.86 per cent. more of the feed copper in concentrate than the 
linoleum-covered deck and 8.33 per cent. more than the cement deck 
surface, but also, that this additional recovery was made at the expense 
of a more siliceous concentrate and a concentrate with a lower copper 
value, the wood-deck concentrate assaying 0.63 per cent. less in copper — 
than the linoleum-deck concentrate and 1.74 per cent. less than the 
cement-deck concentrate. From the above it follows that the wood 
deck produced a lower tonnage of a lower grade of tailing than the other 
decks and this is shown to be the case, the wood deck producing 0.358 
ton less tailing than the linoleum deck and this tailing assaying 0.10 
per cent. less in copper, and 0.597 ton less tailing than the cement deck 

assaying 0.06 per cent. less in copper. 

It may be well to parallel additional data on the tailing losses from the 
tables and this .is done in the following table: 


Data on Tatling Losses 
Kind of Deck Surface 
Wood Linoleum Cement 


Per cent. of feed solids in feed-side tailing............. 31.75 36.11 36.39 
Per cent. of feed copper in feed-side tailing............ 20.16 24.39 24.10 
Assay per cent. copper of feed-side tailing............ Ltd 1.86 1.82 
Per cent. of feed solids lost in wash-side tailing......... 85.84 38.20 42.49 
Per cent. of feed copper lost in wash-side tailing......... 17.70 20.33 22.09 
Assay per cent. copper of wash-side tailing............. 1.35 1.45 1.44 
Per cent. of feed solids lost in total tailing............. 67.59 74.31 78.88 
Per cent. of feed copper lost in total tailing............ 37.86 44.72 46.19 
Assay per cent. copper of total tailing.....-.......... 1.55 1.65 1.61 


The tailing made by the linoleum and cement decks does not show a 
notably higher assay copper percentage than the tailing produced by the 
wood deck, especially so in the case of the cement deck, the greater loss 
of copper in tailing being largely due to an increased production of tailing 
material. For this reason the writer favored the use of cement deck 
surfaces with a slightly flatter slope than the deck under test (this deck 
having a slope of 1.5 in. per foot), providing the cement was laid on a rigid 
framework so that the cement could not crack or get out of true in any 
way. 

Low-Tonnage Test Results—The reduction of the tonnage fed to the 
decks per 24 hr. from 4.5 to 3.5 tons, improved the copper recovery and 
reduced the tailing loss on all three decks but had the greatest effect on 
the work of the linoleum and cement decks, the recovery made by the 
latter decks approaching to within 3.0 per cent. and 1.4 per cent. respec- 
tively of the recovery made by the wood deck, this being partly due to a 
slight lowering of the grade of concentrate produced in each case. 
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A comparison of the results obtained in the low-tonnage tests showed 
that the additional loss of copper in tailing from the linoleum and cement 
decks was due entirely to the production of a greater tonnage of tailing 
material than was produced by the wood deck, the linoleum deck dis- 
carding 3.64 per cent. more of the feed solids as tailing and losing 2.99 
per cent. more of the feed copper than the wood deck, and the cement 
deck discarding 5.10 per cent. more of the feed solids as tailing and losing 
only 1.37 per cent. more of the feed copper. These results also favored 
the use of cement deck surfaces as tending to produce a cleaner grade of 
concentrate and a lower grade of tailing with a lower consumption of 
dressing water if rigidly constructed and given the right slope. During 
the running of above tests the writer noted the fact that no concentration 
took place on the feed aprons previously described, these aprons having a 
slope of 2 in. in 1 ft., and also noted that very little settlement took 
place on the first 8 or 10 in. of the working radius of the table, due to the 
velocity that the steep slope of the apron and the fall of about 1 in. from 
surface of apron to surface of table deck gave to the feed pulp. 


Central Feed Apron Removed 


At the conclusion of the tests, February, 1906, the writer removed 
the feed apron from one of the wood decks, filled in the space with a cement 
mortar (3 sand, 1 cement), with a finishing coat of neat cement. A slope 
of but 1 in. in 1 ft. was given to this surface since it was considered that 
the initial velocity of the feed when discharged from the feed box was 
sufficient to warrant lesser slope than that given to the remainder of the 
deck surface. The results of this change showed that a considerable 
deposit of very clean concentrate could be obtained within 12 in. of the 
edge of the wash-water cup, the working radius of the table being 
lengthened about 3 ft. in the direction of the center. Shortly afterward 
another of the wood decks was changed in the same manner and a new 
type of feed and wash-water cup was introduced with a view to getting a 
better delivery of feed on the table. These feed and wash-water cups, 
which for experimental purposes were made of galvanized iron, were so 
constructed that the feed and wash water overflowed the rims, falling down 
the sides on to an apron with 3-in. radius and 15° slope, the outer edge of 
the apron practically touching the deck surface: These feed and wash 
water cups, if kept perfectly level and given attention by the operator 
about twice per shift to remove any foreign material, gave satisfactory 
service, delivering the feed and wash water to the table with an even 
distribution. 

Overflow feed and wash-water cups had been previously used on the 
round tables, but on these the apron attached to the cup had a slope of 


6 This is the first time that a variable deck slope was tried at Great Falls. 
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45° and the edge of the apron was usually from 6 to 8 in. above the surface 
of the distributing apron on the table. On all cement deck surfaces con- 
structed since this time the central distributing apron has been dis- 
pensed with, the working radius of the table being extended to the feed 


and wash-water cup. 
: 


Re-treatment of Round-Table Tazling 


In June, 1907, the writer carried out a series of tests to determine to 
what extent the recovery of copper could be increased by re-treating the 
round-table tailing. 

The feed and wash side tailings from six round tables (four wood and 
two linoleum deck surfaces) were fed into four Callow tanks, the plug 
discharges of the tanks in turn being fed on to a cement-deck round table, 
while the overflow went to the tail race. The cement-deck table made a 
low recovery of copper (21.29 per cent.) which when figured back to 
original slime gave an additional copper recovery of about 2.5 per cent. 
The concentrate produced was of a very low grade, being not much richer 
than the original slime. ’ 

A test was then made on there-treatment of the feed-side tailing alone. 
A better grade of concentrate was obtained than from re-treating the mix- 
ture of feed and wash side tailings, but the recovery made was lower. The 
tests showed conclusively that the amount of original slime copper to be 
recovered by a re-treatment of the round-table tailing was small, probably 
no more than would be gained by a first treatment with tables properly 
designed for the treatment of a slime feed. 


Determination of Conditions for Rouwnd-Table Treatment of Slimes 


Early in 1908 the writer had an experimental slime table constructed 
similar to the one described in Richards’s Ore Dressing, vol. ii, p. 1155, 
with a view to carrying out a series of experiments to determine the proper 
slope of deck surface, and rate of feed, for round tables operating on a 
through 0.07-mm. feed. The table, which was 1 ft. wide and 6 ft. long, 
was made adjustable as to slope by an arrangement of steps which in- 
creased the slope by § in. per foot at one time. A smooth cement sur- 
face was used on the table and the various slimes and slime mixtures were 
tested out under varying rates of feed, deck slopes, etc. 

The conclusions reached from the results of the tests were as follows: 
The table should be 18 ft. in diameter; should have a cement deck surface 
sloping 1.25 in. in 1 ft.; and should make 1 rev.in 200 sec. A re-treatment 
of the feed-side tailings on a canvas deck surface was recommended. 

During the summer of 1909 we carried out a series of tests in the 
concentrator, using an adjustable segment of a canvas-covered round 
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table. The purpose was to determine the difference in behavior of the 
various concentrator slimes, as to both settling and concentration, and the 
proper treatment for each. 

The experimental table as originally constructed was a segment of a 
round table, being the equivalent of one-tenth of an 18-ft, table. The 
slope of the table was adjusted by raising or lowering the feed end. The 
surface used on the table deck was No. 6 duck, the woof (cross threads) 
being laid approximately parallel to the direction of the slope. A large 
number of tests were made, both on the individual slimes and upon certain 
slime mixtures such as the slime plant was handling_at the time. 

The following general conclusions were arrived at: The primary 
slimes might be mixed, dewatered so as to recover about 98 per cent. of 
the solids, and then treated on a canvas-deck round table with a slope 
of 1.25 in. per foot. The table should make 1 rev. in 20 min. and produce 
a concentrate assaying 7.0 per cent. copper, and a tailing assaying 1.15 per 
cent. copper. For the lower-grade or secondary slime a slightly greater 
deck slope (1.375 in. per foot) was suggested, but it was considered prob- 
able that the 1.25 in. per foot slope would be found quite Batinhaclory 
for the normal mixture. 

Toward the latter part of 1907, Dr. Robert H. Richards sunpectod 
the use of canvas-deck round tables for the slime plant, the tables to 
be given a speed of 1 rey. per hour and to be fed over nine-tenths of 
their entire surface, no dressing water to be used. Acting on this sug- 
gestion three round-table decks were covered with canvas (No. 6 duck) 
and the speed was reduced to 1 rev. per hour. It was expected that the 
concentrate would be so low in gradeas to require a final dressing on an- 
other table, but such was not the case, as a very fair grade was produced. 

The slime plant practice recommended by Dr. Richards was as fol- 
lows: A low ratio of concentration, a low-grade concentrate and a high 
recovery on the round tables; the concentrate to be re-treated and en- 
riched on a secondary table, from which the tailing would go back to the 
round table. In accordance with this suggestion, the round tables were 
recommended for use as roughing tables. Dr. Richards also recom- 
mended that the Embrey vanner be used as a finishing machine for 
cleaning up the rough concentrate from the round tables, but up to the 
present time this part of the plan has not been tried out, Deister, Craven, 
and James tables having been used as finishing machines. 


Variation in Slope of Round-Table Deck 


The first round table with a variation in the slope of the deck surface, 
tried out at Great Falls, with the exception of the change made when 
removing the central feed aprons, was installed in the slime plant in 
June, 1910. 
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J. H. Klepinger, Assistant Superintendent, suggested the use of a 
conoidal deck surface, and proposed to lay a cement surface of this char- 
acter on one of the wooden decks. As the wooden decks in use were old 
tables, and as the cement deck would add greatly to the weight which 
the framework would have to support, it was thought that the structure 
would break down under the increased load. A compromise was there- 
fore adopted, a cement deck surface being installed which was divided 

‘into two sections, at first of the same length radially, the feed apron pre- 
viously referred to being left in the center, but of unequal areas, the upper 
deck being concentric to the lower deck. There was a drop of about 1.25 
in. between the first and second deck sections. The first or upper deck 
section was given a slope of 1 in. in 1 ft. and the second or lower deck 
section a slope of 1.25 in. per foot. The steep feed apron with a slope 
of 2 in. per foot was afterward removed and the upper deck with its 
slope of 1 in. per foot was extended to the feed box. 

This change gave the upper deck a radial length from the point where 
it received the feed, to its perimeter, of 5 ft. About 3 in. of radial length 
was occupied by the.slope of the upper to the lower deck, leaving a radial 
length of 30 in. for the lower deck. 


Data From Five Tests on Cement Step Deck 


Date of Test Period 


June, Sept., April, March, 1913 
‘ 1910 1910 1911 No. 1 No. 2 

Time for table to make 1 rev., min..... 60 19 19 19 19 
Tons dry solids treated per 24 hr..... 5.84 11.3 5.4 6.184 48.25 
Density of feed in grams per gallon... 314 432 364 495 246 
Assay per cent. copper in feed........ 2.44 2/21 3.70 3.24 3.16 
Tons total concentrate produced per 

Pe TY: Risteie: otattidl exe ia eictar scars rate Paereseve ciate 0.750 3.2 2.2 2.558 1.220 
Assay per cent. copper in concentrate. 7.75 4.83 7.19 5.98 8.64 
Assay per cent. insoluble in concentrate 70.8 75.8 70.8 71.5 57.9 
Assay per cent. FeO in concentrate.... 8.9 7.5 9.1 9.9 16.1 
Per cent. of copper fed, recov’d in conct. 31.93 61.15 79.45 76.31 68.52 
Ratio of concentration, tons into one. . 7.750 3.6 2.5 2.38 3.95 
Ratio of enrichment (copper)......... 8.17 2.18 1.94 1.84 2.73 
Tons feed-side tailing prod. per 24 hr.. 2.51 4.02 0.9 1.388 2.044 
Assay per cent. copper.........+.+.0. 1.58 1.08 1.03 1.58 1.22 
Tons wash-side tailing prod. per 24 hr.. 2.58 4.14 2.3 2.238 1.572 
Assay per cent. copper.............0. 2.24 1.30 1.5 1.14 1.46 
Tons total tailing produced per 24 hr.. 5.1 8.2 3.2 3.626 3.616 
Assay per cent. copper............... 1.9 1.19 1.28 1.31 1.33 
Gallons of fresh water used per 24 hr... 8,382 12,347 9,417 15,659 16,783 
Gallons of fresh water used per ton fed. 1,435 1,093 1,744 2,530 3,480 
Per cent. of original feed solids in conct. 12.91 28.04 40.85 41.36 25.07 
Per cent. of original feed solids in tailing. 87.09 71.96 59.15 58.64 74.93 


This table was tested in June, 1910, being set to make 1 rev. per hour. 
The results obtained were not satisfactory, a heavy building up of solids 
occurring on the upper deck which caused a channeling of the feed and 
consequent heavy tailing loss. The speed of the table was then increased 
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so that it made 1 rev. in 19 min. or practically 3 rev. per hour, the table 
being again tested in September, 1910, and April, 1911. In spite of the 
fact that the tonnage fed to the table in the September test was nearly 
double the tonnage fed in the June test, the work of the table showed great 
improvement, the channeling of the feed being nearly entirely eliminated. 
The April test was made on a lower tonnage, good results being obtained. 
The table was again tested in March, 1913, while the writer was carrying 
out some tests on conoidal deck tables, the steep feed apron having 
been removed in the meantime, two tests being made under different 
tonnage and feed-density conditions. The test results showed that the 
removal of the steep feed apron further improved the work of the table. 

In the two 1910 tests and the April, 1911, test the table was operated 
as a roughing table, while in the March, 1913, tests the table was fed over 
about three-quarters of its area and washed with dressing water over 
about one-quarter of its area; this accounts for the smaller quantity of 
fresh water used in former tests. 

In the April, 1911, test the central feed apron had ge trued up so that 
a better distribution of feed was obtained. 

In comparing the results of the two 1910 tests B 3 the April, 1911, 
test it can be seen that the work of the table improved greatly with each 
succeeding test. In the June, 1910, test the slow speed of the table 
caused channeling even with a light feed. In the September, 1910, test 
the speed of the table and the tonnage were both increased, and although 
the tonnage was increased rather too much, the work done showed 
considerable improvement. In the June, 1910, test and the April, 1911, 
test the tonnages treated by the table were very nearly the same so that 
the effect of the increased speed can be better observed in these compari- 
sons. The assay per cent. of copper of the feed in the April test was 
higher than in the June test, but the tailing prgduced was lower and the 
work done by the table showed great improvement. It was considered 
doubtful at the time, however, whether the work by this type of table 
would surpass the work done by a rigidly constructed cement-deck 
table with a regular slope of 1.25 in. per foot and so far these doubts 
have been justified. 


The Steel-Frame Cement-Deck Round Table 


The construction of a four-deck steel-frame cement-deck round table 
(Fig. 1) was started early in 1911, the table being installed in the slime 
plant and put into commission on Apr. 17, 1911. 

Of the four decks, the three upper decks were given a slightly rough 
finished cement surface while the lower deck was cemented in such a 
manner that canvas could be laid over the cement, the canvas being 
tacked to strips of wood laid radially in the cement. By this arrangement 
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it was possible to change the deck readily from a canvas to a cement sur- 
face if the canvas proved unsatisfactory. 

When the steel-frame table was designed it had already been proved 
that the rough canvas surface was satisfactory for a roughing table 
designed to produce, with high efficiency, a low-grade tailing and a low- 
grade concentrate. The disadvantages of the use of canvas were, the 
cost of maintenance and excessive amount of wash water required. 

It was evident that if a cement surface of a character similar to canvas 
could be utilized, these disadvantages could be eliminated. It was for 
this reason that three of the decks of the new table were surfaced with 
cement at the start. The one canvas surface was soon replaced with 
cement. 

The steel frame was a great improvement over the wood-frame 
construction; the cement decks being rigidly supported, a true conical 
surface could be maintained and the liability of cracks developing in the 
deck surfaces was eliminated. The cement decks were made of a mixture 
of one part cement to two parts concentrator-tailing sand. 

The decks had a diameter of 18 ft. and a slope of 1.25 in. per foot, the 
distance between deck surfaces being 5 ft. The total height from floor 
to top of center shaft is 25 ft. 2 in. The diameter of the center shaft is 
8 in., the shaft consisting of five cast-iron sections, a top and a bottom 
section and three intermediate sections, the intermediate sections being 
5 ft. 13 in. long. 

The tables were equipped with movable sprays for washing off the 
concentrate. These were supposed to wash cleaner with less consump- 
tion of water than stationary sprays. The sprays had a throw of 9 in. 
transmitted by means of an eccentric and crank and made 4 strokes per 
minute; the use of movable sprays was afterward discontinued, since no 
especial advantage was shown over the stationary form. 


Tests on Cement and Canvas Deck Surfaces 


One cement deck surface and the canvas-covered deck were thor- 
oughly tested in April, 1911, the results of the tests being presented 
below. 

It has been stated above that the decks had a slope of 1.25 in. per foot, 
but it was found from accurate measurements made on April 29, 1911, 
that the actual slope of the cement deck tested was 1.2 in. per foot and 
of the canvas deck 1.13 in. per foot. The chief data obtained from the 
tests are placed in parallel columns. 

In the following tests the two tables were fed at the same rate per 24 
hr., the feed for the canvas deck, however, being slightly higher in assay 
’ per cent. of copper than the feed for the cement deck. 

The cement deck made a recovery of 82 per cent. of the copper fed in 
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2.9 tons of concentrate, the ratio of concentration being 2.9 tons into one. 
The canvas deck made a recovery of 87 per cent. of the copper fed in 

4.3 tons of concentrate, the ratio of concentration being 1.9 tons into one. 
If these concentrates were sent direct to the smelter in the condition 


Deck surface, cement mortar (2 parts sand to 1 part cement). Slope of deck sur- 
face, 1.25 in. per foot. Diameter of decks, 18 ft. Decks make one revolution in 20 


Se Fig. 1.—Four-Drecx Streit-FraAME Rounp TaBiLe, Great FALLs. 
in which they were produced by the round tables, the additional cost of 
fluxing the silica contained in the canvas-deck concentrate, together with 
the additional cost of loading, transporting, and unloading, would prob- 
ably more than offset the advantage gained by the extra recovery of 5 
per cent. of copper made by the deck. 

As, however, the round tables were used as roughing tables, the con- 
centrate produced being cleaned up on finishing tables, the canvas-deck 
table would appear to have some advantages in making a 5 per cent. 
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higher recovery of copper than the cement deck. It is noted, however, 
that the assay value of the total tailing produced by the canvas deck is 
slightly higher than that of the similar product of the cement deck, the 
extra recovery of copper made by the canvas deck being traceable to a 
slightly richer feed. 

The assay value of the feed-side tailing produced by the canvas deck 
is slightly higher than that of the cement deck, while for the wash-side 
tailing the copper content is lower in the case of the canvas deck. 


Test Results Obtained on Steel-Framé Cement and Canvas Deck Surfaces 


Kind of Deck Surface - 
Cement Canvas 


Time to make one revolution, minutes................... 19 19 
Slope of table deck in inches per foot.................... Mise 1.13 
Tons ot dry, solids fed, per:24:hraq- uae ites 8.3 8.3. 
Assay per cent. copper in feed......2....55.......2.0--- 3.36 3.46 
Density: of. feed an-grams‘per gallon’.cme a4. a ance sete oe 374 390 
Tons of concentrate produced per 24 hr.................. 2.9 4.3 
Ratio of concentration, tons into one............ tA Sere oh 2.9 ig 
Assay per cent. copper in concentrate..................-. 7.84 5.79 
Assay per cent. insoluble in concentrate.................. 67.3 74.7 
Assay per cent. FeO in concentrate.....................% 10.5 7.9 
Per cent. of copper fed, recovered in concentrate.......... 82.01 86.98 
Gallons of fresh water added per 24 hr................... 10,112 12,589 
Gallons of fresh water added per ton fed................. 1,218 a aly 
Gallons of fresh water added per ton concentrate......... 3,487 2,928 
Tons of north-side tailing produced per 24 hr............. ore 2:2 
Assay per cent. copper of above...................-000- 0.95 0.98 
Per cent. of feed solids in north-side tailing............... 38.16 26.45 
Per cent. of feed copper in north-side tailing.............. 10.79 7.46 
Tons of south-side tailing produced per 24 hr.............. 2.2 1.8 
Assay per cent copper of Above). seen centerless 0.91 0.88 
Per cent. of feed solids in south-side tailing............... 26.69 21.57 
Per cent. of feed copper in south-side tailing.............. 7.19 5.56 
Tons of total tailing produced per 24 hr................. 5.4 4.0 
Assay per cent. copper of above................ceee eee 0.93 0.94 
Per cent. of feed solids in total tailing.................... 64.85 48 .02 


Per cent. of feed copper in total tailing.................. 17.99 13.02 


From the results obtained, it was the opinion of the writer that if the 
slope of the canvas deck had been the same as that of the cement deck, 
the advantage gained by the canvas deck in recovering an additional 
5 per cent. of copper would have been wiped out in an increased tailing 
loss without very materially benefiting the grade of concentrate produced 
It was, therefore, considered that the cement deck was the equal of the 
canvas deck in regard to its ability to recover copper mineral and its 
superior in producing a cleaner grade of concentrate, i in using less water, 
and in possessing a longer life. 
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Our experience with canvas deck surfaces has shown that the canvas 
has a comparatively short life, becoming rotten after about nine months’ 
use. During September, 1910, a test had been made on a canvas-deck 
round table at the slime plant, the canvas being supported on a wooden 
deck surface with a slope of 1.25 in. per foot; in this case the canvas 
deck made a cleaner concentrate than the steel-frame canvas deck with a 
slope of 1.13 in. per foot, but the recovery of copper made was much lower. 
The comparative results of both tests are shown below. 


Data from Tests Made on Canvas-Deck Round Tables 


Steel-frame Wood-frame 
Canvas Deck Canvas Deck 


Slope of deck surface in inches per foot.............. ies abs} 1e25 
Time to make one revolution, minutes............... 19 19 
Tons dry solids treated per 24 hr.................... 8.3 7.6 
Assay per cent. copper in feed....................0. 3.46 2.23 
Density of feed in grams per gallon.......... Shas Cee ey 390 409 
Tons of concentrate produced per 24 hr............... 4.3 1.5 
Ratio of concentration, tons into one................ 1.9 5.2 
Assay per cent. copper in concentrate................ eee, 7.33 
Assay per cent. insoluble in concentrate.............. 74.7 66.0 
Assay per cent. FeO in concentrate.................. 7.9 10.7 
Per cent. of copper fed, recovered in concentrate...... 86.98 63.42 
Gallons of fresh water added per 24 hr................ 12,589 21,531 
Gallons of fresh water added per ton fed............. 1,517 2,833 
Gallons of fresh water added per ton of concentrate... 2,928 14,354 
Tons of north-side tailing produced per 24 hr......... 2.2 2.97 
Assay per cent. copper of above..............-...-5- 0.98 0.94 
Per cent. of feed solids in north-side tailing........... 26.45 39.75 
Per cent. of feed copper in north-side tailing......... 7.46 16.92 
Tons of south-side tailing produced per 24 hr.......... 1.8 adel iff 
Assay per cent. copper of above.. 2 LEME Sebas 0.88 1.07 
Per cent. of feed solids in ponehacide prin. Pe ere 21.57 42.30 
Per cent. of feed copper in south-side tailing.......... 5.56 20.54: 
Tons of total tailing produced per 24 hr............. 4.0 6.1 
Assay per cent. copper of above...........:...0+05: 0.94 1.01 
Per cent. of feed solids in total tailing................ 48 .02 82.05 
Per cent. of feed copper in total tailing.............. vs 13.02 . 87.46 


Tailing products called north and south side tailings when the round 
tables are operated as roughing tables, as far as the side of the table 
from which they are delivered is concerned, correspond to feed and wash 
side tailings of finishing-table practice. 

The foregoing comparison is given to show that a clean grade of con- 
centrate can be produced from the canvas deck with an increase of the 
deck slope. The recovery of copper made by the wood-frame canvas 
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deck, in producing a concentrate similar in character to the concentrate 
produced by the steel-frame cement deck, is 18.6 per cent. lower than the 
recovery made by the steel-frame cement deck. This great difference in 
recovery of copper is partly accounted for by the fact that the canvas deck 
treated a lower grade of feed than the cement deck. The canvas deck, 
however, in treating a slightly lower tonnage of a lower grade of feed, 
made a tailing which assayed higher in copper than the tailing produced 
by the cement deck. 

_ Referring again to the test results obtained on the steel-frame cement 
deck and the steel-frame canvas deck. Eight sprays were used to wash 
off the concentrate from the canvas deck and two sprays on the cement 
deck; the spray nozzles on the canvas deck, however, had smaller di- 
ameters than those used on the cement deck. 

A great deal more solid material settled out on the canvas deck than on 
the cement deck, during the test when a similar tonnage was treated on 
each kind of deck, the concentrate on the canvas deck amounting to 51.98 
per cent. of the total solids fed, while the cement-deck concentrate 
amounted to only 35.15 per cent. of the total solids fed. 

The results of the test indicate that given the same slope of deck sur- 
face, a higher grade of concentrate can be produced on a cement deck 
surface without any greater tailing loss than is incurred on a canvas 
surface. : 

In May, 1911, the speed of the tables was increased from 1 rey. in 
19 min. to 1 rev. in 16 min., the object of the change chiefly concerning 
an improvement in the work of the canvas-deck table, it being expected 
that this change would enable this deck to produce a cleaner grade of con- 
centrate with less tailing loss. The tables were tested under the new 
speed conditions but the results did not show that any advantage was 
gained. 

The work of the steel-frame cement-deck table will be again referred 
to in connection with tests made on conoidal deck surfaces. 

Some of the principal data obtained from the sizing tests made on the 
feed and products of the steel-frame wood and canvas decks in the above 
test are given below: 


Steel-frame Decks 


Feed to tables: Cement Canvas 


. Per cent. of total solids on 200 mesh (0.07 mm.)............. 4.34 6.54 
Assay per cent. copper of above.............00 cece cece ee 0.81 0.85 
Per cent. of total copper on 200 mesh....................... L383 1.74 
Per cent. of total solids through 200 mesh................... 95.66 93.46 
Assay per cent. copper of solids through 200 mesh............ 2.98 2.89 
Per cent. of total copper through 200 mesh ................. 98.87 98.26 


Assay per cent. copper of total feed...............00ee cece 2.87 2.76 
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Steel-frame Decks 
Cement Canvas 
Concentrate produced: 


Percent, of total solids on 200 mesh.......... 25... 055000004 2.05 3.97 
mpsaveper Conk: copper OF AbOVE.. ............ sss. casa hens 1250 2.10 
Per cent. of total copper on 200 mesh....................... 0.41 1.52 
Per cent. of total solids through 200 mesh.................... 97.95 96.03 
Assay per cent. copper of solids through 200 mesh............ 6.95 4.90 
Per cent. of total copper through 200 mesh................... 99.59 98.48 
Assay per cent. copper of total concentrate.................... 6.95 4.80 
North-side tailing: 
Percent. o1 totalsolids’ on’ 200/meshon, 300.02. 5000s. 08.2 we. 5.36 9.13 
Assay: per cent. copper Ofaboved.chilisiccs. os cok siees dad aoe. 0.28 0.33 
Per cent. of total copper on 200 mesh... .... sn sees. 1.30 2.70 
. Per cent. of total solids through 200 mesh......:............. 94.64 90.87 
Assay per cent. copper of solids through 200 mesh............. 1.20 1.12 
Per cent. of total copper through 200 mesh.................... 98.70 97.30 
Assay per cent. copper of total north-side tailing............. 1.20 1.05 
South-side tailing: 
Per cent. of total solids on 200 mesh............4.-..-.00--5. 8.43 12.26 
PARA in DeCe CCM ICONDELVOL AU0VC scatter tae hie a ee eeu eas 0.36 0.66 
Per cent. of total copper on 200 mesh...................-2.05. 3.48 7.138 
Per cent. of total solids through 200 mesh.................... 91.57 87.74 
Assay per cent. copper of solids through 200 mesh............. 1.02 1.00 
Per cent. of total copper through 200 mesh................... 96.52 92.87 
Assay per cent. copper of total south-side tailing.............. 0.99 0.93 


From the figures above it can be seen that the original feed to the 
round tables contained from 4.3 to 6.5 per cent. of material coarser than 
200 mesh. 

The figures given below show the grade of tailing made by the round 
tables from the material coarser than 200 mesh. 


Name of Total Per Cent. Pounds on Assay Pounds 


Tailing Pounds per on 200 200 Mesh __— Per Cent. Copper 
24 Hr. Mesh Copper on 200 Mesh 
Steel-Frame Cement-Deck Table 
Nor bse: oweneh tanta: 4,941 5.36 265 OFZ8e 0.74 
SOUbMet accor cts 3,693 8.43 311 0.36 1.12 
Totalenen vee no 8,634 6.67 576 0.32 1.86 
Steel-Frame Canvas-Deck Table 
IN Orth trae Chane Sons 3,209 9.13 293 0.33 0.97 
Southsea aetela 5,765 12.26 707 0.66 4.67 


Motalyoistcs wert 8,974 11.26 1,000 0.56 5.64 
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The figures above show that with only 4.34 per cent. of on 200-mesh 
material contained in the feed to the table, the cement deck makes a very 
satisfactory tailing, assaying only 0.32 per cent. copper, this figure being 
comparable with a result of 0.49 per cent. copper obtained in a previous 
test when the feed to the deck contained 9.09 per cent. of on 200-mesh 
material. The on 200-mesh tailing produced by the canvas deck was 
somewhat higher, the amount of on 200-mesh material in the feed being 
also somewhat higher. 

From the results of the above and previous sifting tests the writer 
concluded that the amount of on 200-mesh material in slime-plant feed 
should not exceed 4 per cent., and that the work of the tables could be 
improved if this amount were still further reduced. 


Conoidal Deck Round Tables 


In May, 1912, the question of the use of conoidal deck round tables 
for slimes again came up for discussion, the subject being brought up by 
Prof. Henry 8. Munroe of Columbia University. 

Professor Munroe stated that his object in making the round-table 
deck conoidal instéad of conical, was to make the movement of the pulp 
on the deck, and the concentration conditions, uniform, in spite of the 
divergence of the water on the deck as it flows from the center toward the 
circumference; he, therefore, adopted the plan of gradually increasing the 
slope of the table from the center to the circumference. Referring to the 
fact that as the stream of pulp on the table spreads out, the film becomes 
shallower and the transporting power becomes less, Professor Munroe 
stated that the most advantageous way to overcome this was to change the 
deck surface as described above. He stated that the frame and steel top 
of the round table experimented with at Columbia had a uniform slope 
of 4°. 

The surface of the cement, however, was rounded so that the inclina- 
tion varied from 3° at the center to 5° at the circumference. The table 
had a diameter of 18 ft. 5 in., so that the change of inclination was very 
gradual, something less than a quarter of a degree to the foot, and at the 
middle point of the profile the curved surface was only about 4 in. above 
a straight line. This table was designed for the treatment of medium- 
fine slime, through about 0.15 mm.; for the very fine slime treated at 
Great Falls, Professor Munroe recommended a slightly steeper slope. 

The first conoidal deck surfaces tried out at Great Falls were installed 
by laying a conoidal cement surface on three of the wooden round-table 
decks which were still operating in section No. 5 of the concentrator. 
The tables, therefore, received the regular sand-slime feed of this section, 
which, as was mentioned earlier in this paper, was very poorly classified, 
containing grains ranging in size from 0.5 mm. to the very finest slime. 
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A rough finish and a smooth finish deck surface were tested out under 
high, medium, and low tonnage ¢onditions. The conoidal deck surface 
was laid on so that the chord of the are-made an angle of 4° 30’ (1 in. per 
foot) with the horizontal. 

A large number of tests were made and the tables did good work con- 
sidering the class of feed treated; a good recovery of copper was made in a 
fair grade of concentrate but no waste tailing could be made by the tables 
when handling this class of feed. As the flow sheet for future use in this 
section of the concentrator had already been decided upon, and as this 
practice could hardly be improved by the use of round tables unless a very 
close sorting of the feed was resorted to, it was determined to try out the 
conoidal deck surfaces in the slime plant, where the field was still open for 
any suggested improvements in round-table practice. 


Results with Sand-Slime Feed on Conoidal Deck 


Before presenting data on the use of conoidal round-table deck sur- 
faces in the slime plant, a few of the test results obtained from the opera- 
tion of the tables in the sand-slime section of the concentrator will be 
presented to illustrate the character of the work done by the tables. 


Test Results from Conoidal Deck Round Tables 
_ Rough Finish Deck Surface 


Character of feed treated (size)........... Medium Fine Fine 
HGGOM ORM GEC rit mntachas Ane ae untae e High Medium Low 
Rate of feed in tons per 24 hr............. 31.500 12.349 4.826 
Density of feed in grams per gallon......:. 693 ; 358 259 
Density of feed, per cent. of solids in pulp.. 16.48 9.0 7.14 
Assay per cent. copper in feed............ 4.25 3.30 4.23 
Tons of concentrate produced per 24 hr.... 3.823 1.554 0.675 
Density of concentrate in grams per gallon. 126 45 20 
Density of concentrate, per cent. solids in 

HI Boe ne eT apes nee 3.25 1.20 0.55 
Assay per cent. copper in concentrate..... 18.90 16.64 19.06 
Assay per cent. insoluble in concentrate. . . 18.4 18.4 31.8 
Assay per cent. FeO in concentrate....... 31.2 29.4 20.4 
Per cent. of copper fed, recovered in concen- 

«BPR ey emge fine anciie, 3. 6 Eas EE kc Coe Croce enn ee rae 54.02 62.14 62.99 
Ratio of concentration, tons into one...... 8.24 7.95 7.15 
Feed-side tailing solids, per cent. of total 

RUOMB UG Keaett lies roe og Gy atcec NPR erie Shoo ek Seen 63.57 14.11 27.73 
Feed-side tailing, assay per cent. copper... 2.09 2.17 2.14 
Feed-side tailing, copper per cent. of total 

CODPET: LOCer ene eee rs Fiske Siers were en = 31.29 9.13 13,97 
Wash-side tailing solids, per cent. of total 
Re SOlidcpieGis pte pate Aw eee es od Hissh= 24.29 73.31 58.28 


Wash-side tailing, assay per cent. copper.. . 2200 1.32 1.67 
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Wash-side tailing, copper, per cent. of total 


Gopperiied .o; iatiaee. conic eee eer 14.69 28.73 23.04 
Gallons of dressing water used per 24 hr... 13,887 © 25,133 18,077 
Gallons of dressing water used per ton of feed 440 2,035 3,746 
Gallons of spray water used per 24 hr...... 25,640 30,624 29,334 
Gallons of spray water used per ton of feed 814 2,480 6,078 
Pounds of feed water per minute per foot of 

Cota Circumieren Ce asta we ail eee 4.15 2.88 1.70 
Pounds of dressing water per minute per foot 

of total circumference.................. 1.39 2.60 1.82 


Pounds of spray water per minute per foot 

of total circumference:................. 2. 3. 
Revolutions of table per minute........... 2 2 2 
Number of sprays operating.............. 8 8 


An explanation of the “Character of feed treated” in the preceding 
tests is as follows: Medium feed is a mixture of all spigot discharges of 
the feed tank; fine feed is the product of the last three spigot discharges 
of the feed tank. The spray water used for washing off the concentrate 
was afterward greatly reduced by using five spray nozzles of smaller 
diameter instead of eight. 

The high-tonnage test above mentioned was run to produce a slightly 
poorer grade of concentrate than we had been getting in previous tests on 
high-tonnage feeds and in this respect the test was successful, the change 
in the concentrate being practically the only variable with the exception 
of a slight drop in the rate of feed. By increasing the insoluble content of 
the concentrate 3 per cent. the recovery of copper in concentrate was 
raised 10 per cent. 

In the medium-tonnage test made on a fine feed a very clean grade 
of concentrate was produced and a fair recovery of copper made, the re- 
covery being as good and the grade of concentrate better than in the low- 
tonnage test on the same class of feed. 


Smooth Finish Deck Surface 


Character of feed treated................. Medium Medium Fine 
IATOCORUECE «nt arelrncetne Mmrenine Rave High Medium Low 
Rate of feed in tons per 24hr............. 20.197 14.039 6.261 
Density of feed in grams per gallon........ 452 271 292 
Density of feed, per cent. of solids in pulp.. 11.98 G15 tii ft! 
Assay per cent. copper in feed............ 4.86 3.23 2.63 
Tons of concentrate produced per 24 hr.... 3.493 1.661 0.788 
Density of concentrate in grams per gallon. 1.39 90.0 44.0 
Density of concentrate, per cent. solids in 

DULD Ae Psa tues anaes Wace nate Meee 3.64 2.36 1.19 
Assay per cent. copper in concentrate...... 17.0 16.08 13.9 
Assay per cent. insoluble in concentrate... . 29.6 26.0 35.3 
Assay per cent. FeO in concentrate........ 26.4 27.50 25.6 . 
Per cent. of copper fed, recovered in concen- 

GL ALOK 5, MSE e ie Na nce eee MS Ae 60.52 58.81 66.56 
Ratio of concentration, tons into one...... 5.78 8.45 7.95 
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Feed-side tailing solids, per cent. of total 


BOLT siecle ee ONE sete eR! on | 42.81 56.11 8.29 
Feed-side tailing, assay per cent. copper.... ee 1.43 1.93 
Feed-side tailing copper, per cent. of total . 

Conpertedansentee mae ee eke ee”. 19.36 24.78 6.08 
Wash-side tailing solids, per cent. of total 

SOIC SH Clear e vacke a ASR AA Seen Ae ectnas os 39.90 32.06 79.12 
Wash-side tailing, assay per cent. copper... . 2.45 1.65 0.91 
Wash-side tailing copper, per cent. of total . 

CODELLA qe te cian eel wees crass exe 20.12 16.41 27.36 
Gallons of dressing water used per 24 hr... 13,150 19,992 21,151 
Gallons of dressing water used per ton of feed 651 1,424 3,378 
Gallons of spray water used per 24 hr...... 22,106 16,447 15,598 
Gallons of spray water used per ton of feed. 1,094 ileal 2,491 
Pounds of feed water per minute per foot of 

GG nae CAPENMITERENCE 5. P85. (os ae le ae) 3.88 4.74 1.95 
Pounds of dressing water per minute per foot 

of total circumference....... 1.34 2.15 2.11 


Pounds of spray water per minute per foot of 

total circumference. ..:\.c)o ees saws ou 2 
Revolutions of table per minute........... 2 
Number of sprays operating.............. 8 


The high-tonnage test results showed a fair recovery of copper in a 
fair grade of concentrate, the recovery of copper being higher than in the 
medium-tonnage test immediately following although the grade of con- 
centrate is not so good. The lower copper recovery of the medium- 
tonnage test is due to the fact that a lower grade of feed was treated, and 
the cleaner concentrate to the greater quantity of dressing water used. 
In the low-tonnage test a higher recovery of copper was made, but the 
grade of concentrate produced was much poorer, the grade of the feed 
treated being much lower. 

In closing a report on the above tests the writer suggested that the 
conoidal deck round table be given a trial in the slime plant as it pre- 
sented possibilities of development into a useful table for the treatment of 
very fine slime. 

In the slime-plant practice prevailing at this time, the conical deck 
round tables were being used as roughing tables, the tables being fed, 
over their entire surface, with the exception of the part reserved for wash- 
ing off concentrate, and discharging tailing material from the total per- 
imeter with the above exception. The round-table decks used had a slope 
of 1.25 in. per foot. This slope, with a favorable density of feed, had 
been proved to give a maximum recovery of free-mineral grains, the 
coarser grains being recovered on the upper part of the deck and the very 
minute grains toward the perimeter of the deck. In recovering the very 
minute mineral grains, however, the tables also recovered a large amount 
of gangue material, this having been determined by qualitative experi- 
ments ‘carried out at the suggestion of C. W. Goodale, in which samples 
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of the concentrate on the deck surface were taken for each foot from the 
center of the table to the perimeter. These experiments, which will be 
described later, developed the fact that the concentrate deposited on the 
lower half of the deck was of a very low grade, and within 12 in. of the 
perimeter of the deck was practically a tailing material. In the opinion 
of the writer, the conoidal deck with its very gradual increase in slope 
presented possibilities for overcoming the above defect. The first 
Munroe conoidal deck round table with cement surface (Fig.2) was in- 
stalled in the slime plant and ready for operation on Dec. 3, 1912. The 


Deck surface, cement mortar (2 parts sand to 1 part cement). Slope of chord of 
arc =1.25 in. per foot. Diameter of deck, 17 ft. Table operating to podrds a fin- 
ished concentrate, a middling for re-treatment, and a low-grade tailing product. One 
revolution in 16 min. 


Fig. 2.—Conomwat Duck Rounp Tasie, Great Farus. Conoman Deck No. 1. 


table was installed with a total slope of 6° (1.25 in. per foot), as, from our 

preliminary experiments made in section No. 5, this slope seemed to be 

the most satisfactory. Hence, the chord of the arc of the conoidal deck 

Ft the same angle with the horizontal as the surface of the conical 
eck. 

The cement mortar used for the deck surface consisted of two parts 
of sand to one of cement, the surface being given a rough finish similar 
to the surface of the steel-frame conical decks. The conoidal deck was 
laid on one of the wooden decks in the slime plant, the following figures 
representing the cost of the work and the weight of materials used: 
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Cost * Weight of Material Used Pounds. 
Sand, 2,890 lb. @ 17c. per ton $0.25 Cement, 14 sacks @ 93 lb. per 
Cement, 14 sacks @ 70c. per sack 9.80 Sal Che errer etiam cece M7 1,302 


Laborers, 4 days @ $3.25 per day 13.00 Sand at 3,000 lb. = cubic yard.. 2,890 
DER VUEC. rack nitichta eis i eR 2.00 = 


The total slope of 6° which was given to the conoidal deck surface gave 
the following slope values for each foot of deck surface from the center 
of the table to the perimeter. 


Degrees and 
Minutes to ‘Inches per Foot 
Nearest Minute to Nearest 4 in 


ERS te LOO Lees ene ee teh ere de eh ir yt tet 22°30 0 t0 455. 18 to 1 
SECONCMOOL Mee tA teats ee Ic okie be oe 4° 53’ to 5° 15’ iemeyall cis 
ERO Oley eee ent ei docs tnss. casavasus fre tbe Dee OMCOWO wo. 1; to 14 
JEHOVU CCU DY ROVOLGS SAG oe Selo ae ne eee eee ee Te ene 5 88. to,62 0! 1% to 14 
JRNDUG AY CNOVOy ESE fale Othe 9'd.5 SIE ani eee ee ee es 6°50’ to'.6> 237 1ito14 
SUDA RM DTS Sean ote SS ae Re ee aa ea 6° 23’ to 6° 45’ 13; to 12 
DEVOMEMOO Uwe mahi end eee aes cancels calshw. ee Or 40 COL, 12 to 14 
imine OO terre Teese ist ot ete foes CMS tO (230! i to le 


The deck had a diameter of 17 ft. and an available radial width of 
working surface of 7 ft. 3 in. The table was timed to make I rev. in 20.5 
min., or 70.24 rev. per 24 hr. 

This table was tested against a steel-frame cement-deck table of the 
following specifications: 

The table tested was the upper deck of the steel-frame four-deck 
conical table. -This deck had a slope of 1.25 in. per foot and the cement 
surface of the deck had a similar finish to that of the conoidal deck. The 
deck had a diameter of 18 ft. and an available radial width of work- 
ing surface of 7 ft. 9 in. The table made 1 rev. in 16 min., or 90 rev. 
per 24 hr. 

During the months of December, 1912, and January, 1913, a large 
number of comparative tests were carried out on the conoidal and the 
conical decks, the details of which, although very interesting, the writer 
is obliged to omit in order to keep the length of this paper within reason- 
able limits. During this period the tables were operated both as roughing 
tables producing a waste tailing product and a rough concentrate for 
re-treatment on Deister tables, and as finishing tables producing a waste 
tailing, a middling for re-treatment on Deister tables, and a finished con- 
-centrate, both systems of operation being carried out under various feed- 
density conditions and various tonnage conditions. 

The operation of the tables to produce a finished concentrate, a mid- 
dling for re-treatment, and a waste tailing resulted from a consideration of 
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the assay results obtained on samples of rough concentrate taken at 
regular intervals between the center of the deck and its perimeter. From 
these results it was evident that a considerable percentage of the rough 
concentrate could be recovered in a concentrate which would be equal in 
grade to the finished concentrate turned out by the plant after re-treating 
the total round-table concentrate on Deister tables. 

‘The adoption of this latter system would mean a reduction of the load 
on the Deister tables and a lowering of the re-treatment loss. 

The middling for re-treatment was washed off the lower 3 ft. 6 in. to 
4 ft. 6 in. of the deck, by a jet of water, into a separate launder which 
immediately preceded the finished-concentrate launder. The nozzle used 
for directing the jet of water was attached to a flexible connection so that 
the amount of material produced for re-treatment could be varied as 
desired. 

Another method used for producing a clean concentrate and a middling 
for re-treatment was as follows: 

The corner of the feed box nearest to and preceding the concentrate 
wash-off jets was partitioned off and used as a small wash-water box, 
fresh water being added at this point and allowed to flow over the con- 
centrate just before it reached the wash-off sprays; the material washed 
off the deck in this manner was sent tothe Deister tables for re-treatment. 
Either method gives very satisfactory results. 


Conclusions from Preliminary Tests on Conoidal and Conical Decks 


It was evident from the results obtained both in the roughing tests 
and in the finishing tests that a conoidal deck with an overall slope of 1.25 
in. per foot and a conical deck With an overall slope of 1.25 in. per foot will 
not yield similar end results under similar feed conditions, the conoidal 
deck requiring a denser feed pulp. 

The tabular comparison (p. 447 ) illustrates very clearly that if 
we feed a dense pulp to the conoidal deck and a more dilute pulp to 
the conical deck, practically similar end results may be expected; this 
refers to the tables as installed at this time. To produce similar end 
results it was found that the feed to the conoidal deck must be thick- 
ened to a density about 75 Sih cent. greater than that of the feed to the 
conical deck. 

Since it might not be rae advisable to thicken the table feed to a 
density of 500 g. of solids per gallon of pulp (12.2 per cent. solids) the 
next best thing to do would be to flatten the conoidal deck; that is, to 
reduce the overall slope from 1.25 in. per foot to 1.125 or 1 in. per foot, 
the latter slope, in the opinion of the writer, being the extreme limit in this 
direction for the class of feed which was being treated in the slime plant 
at this time. 
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Comparative Results of Roughing Tests on Conoidal and Conical Decks 


Name of Deck 


Conoidal 
A H 

Tons dry solids treated per 24 hr...... 7.979 6.586 
Density of feed in grams per gallon.... 469 501 
Assay per cent. copper in feed........ 2.69 2.50 
Tons concentrate produced per 24 hr.. 2.243 2.180 
Assay per cent. copper in concentrate.. 7.41 5.53 
Assay per cent. insoluble in concentrate. 67.0 Moe 
Assay per cent. FeO in concentrate.... 11.8 9-2 
Per cent. of copper fed, recovered in 

CONCENETA TOCA. pt. Nee waa tere teats 74.36 73.038 
Ratio of concentration, tons into one.. 8.557 3.021 
Ratio of enrichment (copper)......... 2.64 UT 37 
Tons north-side tailing produced per 

Bh Unie 6 Rg eG ae ge eons One SOI 2.071 2.086 
Assay per cent. copper.. 1.01 0.98 
Tons south-side tailing Prodnveds per 

DAN ie Meant Sats set ed oN < 3.664 2.320 
Assay per cent. copper............... 0.93 1.03 
Tons total tailing produced per 24hr.. 5.785 4.406 
ASSavi Det COMb COPEL ec. csi. or ists => oe 0.95 1.01 
Per cent. of copper fed, lost in north- 

BICER CAL UMOS cee aits atts fe aeiece  tenens 9.79 12.42 
Per cent. of copper fed, lost in south- 

SHS A RUNGE one cco eee RO cCRD Ine eo user o ts ee. 25) 
Per cent. of. copper fed, lost in total 

GANA Pree RNC REE Be cere. vy. cate cai” ote a 25.64 26.97 
Gallons of fresh water used per 24 hr.. 8,590 10,025 
Gallons of fresh water used per ton fed 1,076 1,522 


Nors.—North-side tailing = tailing usually produced from feed side. 


tailing = tailing usually produced from wash side. 


B 


6.146 
287 
2.34 


16.67 
11.46 
28.13 


13,821 
2,249 


Conical 
Cc D 
6.913 8.649 
295 280 
2.44 2,20 
1.890 2.488 
6.88 5.84 
64.5 lene 
1238 10.4 
76.92 74.80 
3..658 ONO a 
2.8 2.65 
2.062 3.183 
0.75 OLE 
2. 960— 13.029 
0.79 0.78 
5.022 Gepeae 
0.78 0.77 
9.17 12.86 
13.91 12.34 
23,08 —~ 25.20 
13,122 11,891 
11808 9-01 375 
South-side 


Under the ‘‘deck slope” conditions of the tests, with feed conditions 
similar, the tables operating to produce a rough concentrate and a waste tatl- 
ing, the following end results are obtained: 

(a) The conoidal deck will deliver from 17 to 25 per cent. less of the 
feed solids in the concentrate than the conical deck. 

(b) The concentrate produced by the conoidal deck will assay from 
1.5 to 3.0 per cent. higher in copper, 6 to 12 per cent. less in insoluble 
and 3 to 5 per cent. higher in iron than the concentrate produced by the 


conical deck. 


(c) The concentrate produced by the conoidal deck will contain from 
6.5 to 8.0 per cent. less of the copper fed to the table than the concentrate 


produced by the conical deck. 


66 GP Sa ae 
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The same relative conditions maintain for any other method of operat- 
ing the tables, hence, if we wish to operate conoidal and conical decks in 
parallel under similar feed conditions to produce similar end results: 
For any given density of feed the conoidal decks must be installed with a 
less overall slope than the conical decks. 

It was considered possible that by flattening the chord of the conoidal 
deck by 75 in. per foot at a time, using an experimental deck section, 
a slope might be found which, while giving a recovery equal to that made 
by the conical deck, would produce a better grade of concentrate than is 
produced by the conical deck. The writer considered that the building 
of a conoidal deck for regular operation with an overall slope of 1.125 
in. per foot was justifiable and this was done later. 

A conoidal deck with an overall slope of 1.0 in. per foot was first 
constructed, this table doing very satisfactory work if the table feed 
did not get above medium density and did not contain more than 2 or 3 
per cent. of fine sand. A preliminary test was made on this table on 
Feb. 28, 1913, when the feed to the table had a density of 468 g. of: 
solids per gallon of pulp; the density of feed was too high, the table 
making an extraction of 85.6 per cent. of the copper fed, in a concentrate 
assaying 4.12 per cent. copper. Other tests were made later on this 
table using less dense feed with better results, as presented in the follow- 
ing pages. 

In a general way it would seem that it makes very little difference 
which type of deck is used as long as we use a slope on each type of deck 
which is most suitable for the average density of feed handled at the slime 
plant. This conclusion is subject, however, to results to be obtained by 
using a flatter conoidal deck, as stated on a preceding page, as it was con- 
sidered possible that the recovery made by the conical deck might be 
reached in a better grade of concentrate. 

In tests A and H, when a high density of feed was used, averaging 
480 g. of solids per gallon of pulp, the writer considered that the work 
of the conoidal deck was superior to that of the conical deck in spite of 
the fact that the former made a recovery of copper lower by 682 per 
cent. than the other, 73.78 against 80.70 per cent. (averages of tests 
A and Hf). (A and H tests on conical deck are not included in the 
preceding table, but data on tailings are given in the following table.) 

This was on account of the fact that the conoidal deck sent to tailings 
20.4 per cent. more of the feed solids than the conical deck, the tailings 
having similar assay values. This means that the conoidal deck pro- 
duced much less material for re-treatment, the additional loss from this 
deck being entirely due to additional tailing production and this tailing 
product being of a lower grade than the tailing made in the re-treatment 
system. An examination of the following figures will make this point 
clear. 
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Pounds Total Per Cent. Assay Pounds Per Cent. 


Test Tailing Produced of Solids Per Cent. Copper of Copper 
per 24 Hr. in Feed Copper per 24 Hr. in Feed 
Conoidal Deck 
A 11,472 71.89 0.96 110 25.64 
H 8,812 66.90 1.01 89 26.97 
Total and Average .... 20,284 69.63 0.98 199 26.22 
Conical Deck 
A 7,067 48.10 1.05 74 19.07 
H 7,138 : 50.41 0.98 70 19.55 
Total and Average.... 14,200 49.23 1.01 144 19.30 


The results obtained from both the conoidal and the conical deck 
indicated that considerable improvement could be made in the round- 


table practice if the slimes were roughly classified BrOCEE DE table 


treatment. 

The main difference in the work of the two tables under discussion, 
both haying an overall slope of 1.25 in. per foot, may be explained as 
follows: 

The conical deck, as installed, is capable of retaining upon its surface 
a considerable percentage of the very finest mineral grains contained in 
the slime, but in doing so also retains a large percentage of the fine sand, 
the result being that a concentrate high in insoluble material is produced 
and a high recovery of copper made. 

The conoidal deck, as installed, cannot retain upon its surface a high 
percentage of the very finest mineral grains, but in losing these fine min- 
eral grains the deck also gets rid of a high percentage of the fine sand, 
the result being that a clean grade of concentrate is produced, but the 
recovery of copper made is lower than that made by the conical deck. 

From the behavior of the two types of table deck under varying feed 
densities it would at first seem that the work of the two types of tables 
under constant feed conditions could be made similar either by increasing 
the slope of the conical deck or by flattening the conoidal deck. The 
test data on the second conoidal deck installed in the slime plant will 
threw some further light on this subject. 

Professor Munroe’s idea in adopting the conoidal deck surface, as 
previously stated, was to make the movement of the pulp and the con- 
centration conditions uniform in spite of the divergence of the water as 
it flows from the center toward the circumference, which was accomplished 
by gradually increasing the slope of the table and, therefore, the speed of 
the film of water. This condition allows the use of a flatter slope than 
would be practical on a conical deck. 

A heavy deposition occurs at the center of the table, but with a slope 
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at this point of 4° 30’ (#8 in. per foot), which is the slope of the table tested, 
this deposition has been very clean mineral. The writer considers that 
it would be safe to make the slope at the center of the table 4° or possibly 
a shade less if the density of the feed is kept at about 350 g. of solids per 
gallon of pulp (9.25 per cent. solids). With a 3° slope at the center of 
the table, as suggested by Professor Munroe, a good deal of fine sand is 
deposited with the mineral if the slime contains 2 or 3 per cent. of 
on 200-mesh material, and it is difficult to clean this concentrate with 
dressing water. 

The second conoidal deck installed at the slime plant, known as co- 
noidal deck No. 2, was given an overall slope of 4° 45’, or 1 in. per foot, 
this giving a deck surface inclination varying from 3° 30’ at the center to 
6° 15’ at the circumference, or very nearly the slope which is recom- 
mended by Professor Munroe. 

The above deck was tested during the period April 26 to 29, inclusive, 
1913, in parallel with conoidal deck No. 1, the steel-frame conical deck, 
and the step-deck previously described in this paper. 

During the test an endeavor was made to keep the ep fed to 
each table and the density of the feed uniform. 

The comparative results obtained from the tests made on the four 
tables are shown below: 


Comparison of Data Obtained on Four Round Tables 


Conoidal Deck Step Conical 
No.1 No.2 Deck Deck 


Feed: 
Gallons of feed pulp per 24 hr.............. 18,272 18,362 17,705 17,106 
Tons dry solids in feed per 24 hr............ 9.909 9.736 9.700 9.296 
Density of feed in grams per gallon.......... 492 481 497 493 
Density of feed, per cent.solids............. 12.0 11.5 12.1 12.0 
Assay per cent. copper in feed.............. 2.91 2.94 2.74 re ful 
Pounds of copper fed per 24 hr............. 576 572 532 503 

Concentrate No. 1: 
Gall orig Wi CIR aes OT oraihs 00.150 sustain sean pee eR 9,177 11,562 7,957 14,694 
Mons dry, SOUS per 24 DT. «nichts cies eeis 1.379 2.940 1.604 1.403 
Density in grams per gallon.............%.. 136 231 183 87 
Density in per cent. solids................... 2.9 5.3 4.3 2.2 
Per'cent,or/solidsan feed. <.. 3x canteeweeniy 13.91 30.19 16.53 15.09 
ASSAY: DeriCeNUCOPPEN «> sin 6 tyatvtw circa bauer 13.46 7.26 8.42 10.87 
Assay per cent. insoluble................... 37.8 64.9 59.3 48.7 
Assay per Genta Gane s'.v's o> sure dens cotinine 23.6 12.4 14.9 18.8 
Pounds of copper per 24 hr................: 371 427 270 305 
Per cent. of copper in feed.................. 64.41 74.65 50.75 60.64 

Concentrate No. 2 (middling): 
Gallons per 24 hr.. isis tein ake Sie aeres cals sianmes O48 4,543 10,274 6,205 
Tons dry solids per 24 re WTP cai 0.150 0.680 0.637 0.952 
Density in grams per gallon................ 66 136 56 139 
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Concentrate No. 2 (middling)—Continued: 
Density in per cent. solids (approximate)..... 
iercenta or solidsvmitecd.:...2. sso ss. oe 
mssay per cent. coppers... 0... ...oee ness 
Assay per cent. insoluble................... 
MERAY HOE Celie. PEO. us saun ci ene sc cea 
Pounds of copper per 24 hr................. 
Per cent. of copper in feed.................. 


Total concentrate: 
kGallone pers 24 rata: eee een. Bete eile tose 
ELonstdry solids pers 2@hrs.e)).cs ics eee as». 
Density in grams per gallon................ 
Density in per cent. solids (approximate)..... 
Per cent. of solids in feed.....:/..0..3...... 
PASSA YE CE NCCMLUGt COPPEL:. </-er iter asia eere one 
Assay per cent. insoluble................... 
PASSA gn OT COM bl CO) oma sicnidnleie cut Mieiste & eon whe 
Pounds of copper per 24 hr.:......,.......% 
Percent. of copperin feed................... 


North-side tailing: 
(allonsrper 24 Nie ot chciaclaceeyior srakteiiené 
ons dryesOlids)per 2A Miter evereiete ieace oo a1 = 
Density in grams per gallon................ 
Density in per cent. solids (approximate)..... 
Percent. 01. solidsan feed... cei manele as 
AssaivapersCend. COPPel vc acic cists ocks otueteals - 
Pounds of copper per 24 hr................. 
Percent. of copper in feed’. .....0.5....... 


South-side tailing: 


GrAOMS CMA IT sere go le buss sa sip sees Late 
Wongzdry solids per24-br. 06). oa eee 
Density in grams per gallon................ 
Density in per cent. solids (approximate)..... 
Per-centsof solids imifeed O66. .... 05 cee 
Assay, per cent. COPPer.-.-s15.065-2 5-22 5-6 
Pounds of copper per 24 hr...............-5 
Percent. of.copper in‘feed...............04% 


Total tailing: 
GenlbOna Per 2A Mirage eh cn tun Gale es tee eae 
Tons dry solids per 24 hr.................045 
Density in grams per gallon................ 
Density in per cent. solids (approximate)..... 
Per cent. of solids in feed................+-- 
Assay per cent. copper........-.----++seees 
Pounds of copper per 24 hr...............-- 
Per cent. of copper in feed.............-..+ 


x 


Conoidal Deck 


No. 1 


No. 2 


451 


Conical 
Deck 


2.354 


“Ta” 


452 DEVELOPMENT OF THE ROUND TABLE AT GREAT FALLS 


Discussion of Results of Four-Day Test on Conical and Conoidal Decks 


The four-day test results place the decks in the following order in 
regard to efficiency. 


Based on Total 
In Regard to Copper Concentrate In Regard to Grade of Concentrate 
Recovery Per Cent. 
Recovery 
Conoidal deck No. 2 79.20 Conoidal deck No. 1, 12.6 per cent. Cu; 41.6 
per cent. insol.; 22.0 per cent. FeO. 
Conical deck 71.97 Step deck, 8.1 per cent. Cu; 61.0 per cent. 
> insol.; 12.9 per cent. FeO. 
Step deck 67.86 Conical deck, 7.7 per cent. Cu; 63.0 per cent. 
insol.; 12.9 per cent. FeO. 
Conoidal deck No. 1 66.67 Conoidal deck No. 2, 6.3 per cent. Cu; 69.3 


per cent. insol.; 10.6 per cent. FeO. 
-Based on No. 1 


Bay amore 6 EOD Den te ono ents In Regard to Grade of Concentrate 


Recovery Per Cent. 
Recovery 
Conoidal deck No. 2 74.65 Conoidal deck No. 1, 13.5 per cent. Cu; 37.8 
per cent. insol.; 23.6 per cent. FeO. 
Conoidal deck No. 1 64.41 Conical deck, 10.9 per cent. Cu; 47.8 per cent. 
insol.; 18.8 per cent. FeO. 
Conical deck 60.64 Step deck, 8.4 per cent. Cu; 59.3 per cent. 
insol.; 14.9 per cent. FeO. 


Step deck 50.75 Conoidal deck No. 2, 7.3 per cent. Cu; 64.9 
per cent., insol.; 12.4 per cent. FeO. 


Before discussing the above results some figures will be given showing the 
fresh water added on the tables during the test period. 


Conoidal Deck Step Conical 
No.1 No.2 Deck Deck 


Gallons of fresh water used per 24 hr.......... 13,960 15,750 23,580 24,900 
Gallons of fresh water used per ton fed......... 1,410 1,620 2,480 2,680 
Gallons of No. 1 concentrate produced........ 9,180 11,560 7,960 14,690 
Gallons of No. 2 concentrate produced........ 2,050 4,540 10,270 6,210 
Per cent. of added water to wash off No. 1 con- 

COTUOECOn ect Ais + + piisn sLrvele nuance’ ialccie Meeeneere 66.0 73.0 34.0 59.0 


Per cent. of added water used as dressing water. 34.0 27.0 66.0 41.0 


Most of the water used as dressing water finds its way into No. 2 
concentrate (middling), some of it, however, going to south-side tailing 
and some to concentrate No. 1. 

The order of the decks as regards efficiency in copper recovery made in 
concentrate and as regards grade of concentrate is about what should be 
expected. Had less dressing water been used per ton fed to the conical — 
deck the copper recovery made by this deck would undoubtedly have been 
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raised to the level of the recovery made by conoidal deck No. 2, but the 
grade of the concentrate would have been correspondingly lowered. The 
gallons of dressing water used per ton fed and some further comparative 
data are shown by the following figures. 


Conoidal Deck Step Conical 
No; 1) 2 Nox2) Deck Deck 


Gallons of dressing water used................ 4,780 4,190 15,620 10,210 
POO HEOK: Som A Mik. Nora e ey eer eet ciate shee aus 9.909 9.735 9.699 9.296 
Gallons of dressing water used per ton......... 483 430 1,610 958 
Ratio of concentration, tons into one.......... 6.485 2.689 4.334 3.949 
Ratio of enrichment (copper) ................ 4.316 2.129 2.942 2.838 
Copper in concentrate No. 1, per cent. of total 

CONCHA COPPCLa i riseTapine wrath e hicis ister Ae 96.6 94.2 74.8 84.2 


It should be noted that the total concentrate produced by conoidal 
deck No. 1 (chord of are on 1.25-in. slope) is of a much better grade than 
the No. 1 concentrate produced by any of the other decks, while the re- 
covery of 66.7 per cent. of the copper made by this deck in total concen- 
trate is greater than the recovery made by the other decks in No. 1 con- 
centrate, with the exception of conoidal deck No. 2, which on account of 
its flat slope at the head of the deck, makes a7 per cent. higher recovery in 
No. 1 concentrate than is made by conoidal deck No. 1 in total concen- 
trate, the concentrate being, of course, of very much lower grade. 

The total recovery made by conoidal deck No. 1 and the grade of con- 
centrate produced will now be compared with the recovery in concen- 
trate No. 1 made by conoidal deck No. 2 and the conical deck. As the 
step deck made a concentrate No. 2 of high enough grade to be considered 
in the finished-concentrate class, its recovery in total concentrate and 
grade of concentrate will also be placed in comparison. 


Conoidal Step Conoidal Conical 
Deck No. 1 Deck Deck No.2 Deck 
Total Concentrate No. 1 Concentrate 
Per cent. of copper fed, recovered. 66.67 67.86 74.65 60.64 
Assay per cent. copper in concen- 
Hes L RETOOL Od pn Conoco ian weas 12.56 6.26 7.26 10.87 
Assay per cent. insoluble in con- 
CeIMUrA Le eer wise deters is => “hae =" 41.6 69.3 64.9 48.7 
Assay per cent. FeO inconcentrate 22.0 10.6. 12.4 18.8 


The No. 2 concentrate or middling made by conoidal deck No. 1 and 
by the step deck are the only ones which can be considered as concentrate, 
the concentrate No. 2 from conoidal deck No. 2 being of much lower grade 
than the feed, and the middling from the conical deck being of about the 
same grade as the feed. 
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In May, 1913, conoidal deck No. 3 was installed in the slime plant. 
The deck was given a cement surface of finish similar to that on the other 
two conoidal decks installed in the slime plant. 

This deck varied from the first two conoidal decks installed in that the 
chord of the arc was laid on a slope of 1.125 in. per foot instead of 1.25 in. 
per foot for conoidal deck No. 1, or 1 in. per foot for conoidal deck No. 2. 
This was the only variable. 

The three conoidal decks and the steel-frame conical deck were tested 
in parallel during the eight-day period May 17 to 24, inclusive, 1913, the 
results obtained from these tests being presented below. The conoidal- 
deck results have been placed in the order of decreasing slope of deck 
surface. This arrangement brings out more clearly the differences in the 
work of the conoidal decks, and also places the results of conoidal deck 
No. 2 by the side of those of the conical deck, the work done a these 
tables being very similar. 


Comparative Results on Four Round Tables 


Conoidal Conical 
No.1 No.3 No.2 
Slope of chord of arc in inches perfoot.......... 1.25 E3125. OOM ae 
Feed: 
Gallons of feed pulp per 24 hr.............. 14,546 15,427 15,280 16,341 
Tons of dry solids in feed per 24 hr.......... 6.526 6.887. 6.882 7.007 
Density of feed in grams per gallon.......... 407 405 405 389 
Assay per cent. copper in feed.............. 2.67 2.66 2.46 2.37 
Pounds of copper fed per 24 hr.............. 349 367 336 332 
Concentrate No. 1: 
Gallonstper: 24 hie itor stake eas tree a cure 10,522 11,672 10,523 13,562 
onsidrv sOlds pene 4shidssenn cn. eee 0.821 1.280 1.643 1.489 
Density in grams per gallon................ 71 99 142 100 
Per-cent. of solids.in feed... ...... 4.4.0. .<.0 12-08 18559) 924 08F" 2ieo8 
ASSAY per, Cents COPPeT sti. cea obl. vue cute an 13.03 9.84 7.03 7.56 
Assay per cent. insoluble .................. 39.6 53.4 65.5 63.3 
Assay per cente MOO) i. « acnadiaeunadt-ct eee 22.9 17.4 1286 13.3 
Pounds of copper per 24 br. ..i..s1:..s > nes 214 252 231 225 
Per cent. of copper in feed.................. 61.82 68.66 68.75 67.77 
Concentrate No, 2 (middling): 
Gallons peri2d: brikins) meaner oer eh ee 2,005 2,206 4,107 4,587 
Tonsiary. solids per 24 hr..anwidee Jeter ne 0.101 0.193 0.442 0.588 
Density in grams per gallon................ 45 79 98 116 
Rercentof.solidsiin feed: ..u:n.e. 0 eneitin ke 1.54 2.80 6.49 8.39 
ABSAY;per cent, COPpers.:.. .e ss. skis buseaceiae 4.97 2.59 1.81 1.79 
Assay per cent. insoluble................... 74.6 84.7 88.1 88.3 
ASSAY DEriCenue LOO. sr: ss oc sitcom: 8.0 4.1 2.8 2.7 
Pounds of copper per 24 hr................. 10 10 16 21 
Per cent. of copper in feed.................. 2.86 2.73 4.76 6.33 
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Conoidal 
No. 1 No. 3 No. 2 


Total concentrate: 


NS USERS alee) ge td Se cr 12,527 13,878 14,630 
Ons Ory MONS Peree NTs esses sac cc 0.922 1.473 2.085 
Density in grams per gallon.......... Soe tle 67 96 129 
erecenunOr solucdsim feed yew prs. ck eee 14.12 21,39" (80) 57 
Assay per cent. copper-.................0:. 12.15 8.89 5.92 
Assay per cent. insoluble .................. ES ey idiom, YU 
IASBHVaper COML BECO matce Gitar «ele ce «a's he ile 15.6 10.3 
Pounds of copper per 24hr................. 224 262 247 
Per cent. of copper in feed.................. G45 18 2717539) 73y5t 
North-side tailing: 
Gallonswperi2d heres comin alat ies eihieen 8,519 9,718 8,555 
Tons dry solids per 24 hr.....0........0... 2.288 2.602 2.037 
Density in grams per gallon................ 244 243 216 
Per canto solids imsieede s.scccpnsicleaw scsi 85.05 387.78 29.85 
INGSBY DELiCOLby COPPE! =, clone Sore oo sich ecko, « 0.98 0.96 1.08 
Pounds of-copper per 24 hr.........../..05. 45 50 44 
Per cent. of copper in feed.................. I2E89P 13762) 13510 
South-side tailing: 
Gollonsiper:24cnr acai emotes oe ac te at 10,852 9,289 10,593 
Tonsidry, SOLGs per 24 TrIs setae; cass sc /elels'- 3.317 2.812 2.700 
Density in grams per gallon’... 22 n...06.- 277 275 231 
Perscent@ot solidsiin: feedtey. says sedi adeets ox c 50.83 40.83 39.58 
IASSAy iper Cent: COPPer ....). nace oe timtar we 1.21 0.98 0.83 
Pounds of copper per 24 hr................. 80 55 45 
Per cent. of copper in feed.................. 22.93 14.99 13.39 
Total tailing: 
KG SNLOMISHED EL UT yaletsis. 5 sP2.¢, 905, ouside iei's if neler aye 19,371 19,007 19,148 
Mons ary solids per 24 hr... ..- 6.0... 0658000 5.605 5.414 4.737 
Density in grams per gallon................ 262 258 224 
Per cent. of solids in feed.................-. 85.88 78.61 69.43 
ASSany A PELIGCM Us CODPEM ay aieie ae! ors sve els = 1.11 0.97 0.94 
Pounds of copper per 24 hr...........:..... 125 1055289 
Per cent. of copper in feed......... nt ee 35.82 28.61 26.49 
Ratio of concentration (No. 1 concentrate)..... 7.9 5.4 4.2 
Ratio of concentration (total concentrate)...... ce EL 4.7 3.8) 
Ratio-of enrichment, copper (No. 1 concentrate) 4.9 On 2.8 
Ratio of enrichment, copper (total concentrate). 4.6 3.3 2.4 
Gallons of fresh water used per 24 hr.......... 17,352 [17,458 18,498 
Gallons of fresh water used per ton fed......... 2,659 [2,535 [2,711 


Discussion of Results of Hight-Day Test 


455 


Conical 


The following tabulation shows that the test results arrange the different 
decks in just the order which should be expected both in regard to copper 


recovery and grade of concentrate produced. 


= 
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Order of Deck Efficiency Based on Total Concentrate 


In Regard to Copper Recovery In Regard to Grade of Concentrate 


Recovery, Per Cent. Cu Insol. FeO 
Conical deck 74.10 Conoidal deck 12,15 43.14 PALS 
No. 1 
Conoidal deck 73.51 Conoidal deck 8.89 57.6 15.6 
No. 2 No. 3 
Conoidal deck 71.39 Conoidal deck 5.92 70.3 10.3 
No. 3 No. 2 ; 
Conoidal deck 64.18 Conical deck 5.92 70.4 10.4 
No. 1 


The work of the conical deck is practically identical with the work 
of the conoidal deck No. 2. The conoidal deck results illustrate very 
clearly the effect of the slope on the work of the table, the grade of 
concentrate produced being lowered by a decrease in slope while the 
recovery of copper is raised. Conoidal deck No. 3, with the chord of 
its arc laid on a slope of 1.125 in. per foot, was designed to produce a 
cleaner grade of concentrate than the conical deck, with its slope of 
1.25 in. per foot, at the same time making practically the same recov- 
ery of copper. The tests showed that the results desired were very 
closely approximated, conoidal deck No. 3 recovering 71.39 per cent. 
of the copper fed in 21.39 per cent. of the total feed solids while the 
conical deck recovered 74.10 per cent. of the copper fed in 29.63 per 
cent. of the feed solids. In considering these results it must be 
remembered that the conical deck had a radial width 6 in. greater than 
the radial width of the conoidal deck and that, therefore, in order to make 
the results strictly comparable, the deposit on the lower 6 in. of the conical 
deck should have been washed into the tailing launder. 


Order of Deck Efficiency Based on Concentrate No. 1 


In Regard to Copper Recovery In Regard to Grade of Concentrate 


Recovery, Per Cent. Cu Insol. FeO 
Conoidal deck 68.75 Conoidal deck 13.03 39.6 22.9 
No. 2 No. 1 
Conoidal deck 68.66 Conoidal deck 9.84 53.4 17.4 . 
No. 3 No. 3 
Conical deck 67.77 ' Conical deck | 7.56 63.3 11373 
Conoidal deck 61.32 Conoidal deck 7.03 65.5 120 
No, 1 No. 2 


The above tabulation shows that the conical deck and the conoidal 
deck No. 2 did very similar work in producing a finished concentrate, 


a 
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the conical deck making a slightly cleaner grade of concentrate and a 
slightly lower recovery of copper. 

The tabulation also shows that conoidal ee No. 3 made a higher 
recovery in a much cleaner grade of finished concentrate than the conical 
deck, recovering 68.66 per cent. of the copper fed, contained in 18.59 
per cent. of the original feed solids, while the conical deck recovered 67.57 
per cent. of the copper fed, contained in 21.24 per cent. of the original 
feed solids. 

After making a few tests on the first conoidal deck installed in the 
slime plant, the writer became impressed with the fact that the conoidal 
deck surface presented possibilities for producing a cleaner grade of con- 
centrate than is produced by a conical deck with a slope of 1.25 in. per 
foot while at the same time making as high a recovery of copper, and 
that a conoidal deck could be installed which would yield just such re- 
sults as are recorded above for conoidal deck No. 3. The recovery made 
by a conical deck can, of course, be increased by a slight flattening of 
the slope, the increase in recovery being made at the cost of lowering the 
grade of the concentrate, or the grade of concentrate may be enriched 
by a slight increase of the slope, the enrichment being made at the cost 
of a lower recovery of copper. Thus, at first glance, it might appear 
that by merely juggling with deck slopes or feed densities, the feed den- 
sity being fully as important as the slope, the results obtained upon any 
conoidal deck could be duplicated upon any conical deck, or vice versa. 
While the writer is not yet prepared to state emphatically that such is 
not the case, it may be stated that a conoidal deck can be installed which 
will make a cleaner grade of concentrate and as high a recovery of copper 
as a conical deck with a slope of 1.25 in. per foot. It may be possible 
that further experiment may develop the fact that a combination of the 
two types of deck surfaces will be beneficial, making the deck semi- 
conoidal, semi-conical, the upper part of the deck being conical. 


Qualitative Sampling of Concentrates Across Conical Deck 


Early in August, 1912, the writer, at the suggestion of Mr. Goodale, 
obtained qualitative samples of the rough concentrate on the deck of 
the steel-frame conical table for each foot of deck surface from the 
center to the perimeter. The assay results on these samples showed that 
the concentrate deposit at the head of the deck was considerably 
richer than the finished concentrate produced by the slime plant, while 
the deposit nearer the perimeter of the deck was of very low grade. The 
table was tested on August 11, 12, and 13, being sampled quantitatively 
preceding the qualitative sampling of the concentrate, two or three 
revolutions of the table being allowed to elapse before the qualitative 
samples were taken. 
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The density of the feed was increased with each day’s sampling, the 
light density of the first day making a lighter tonnage of feed to the table 
than was the case on the two following days. The quantitative results 
of the tests will first be presented: 


Date of Test 

Aug. 11 Aug. 12 Aug. 13 
Rate of feed, tons per 24 hr........ ne ARE eee 9.10 11,50 11.05 
Density of feed in grams per gallon.................... 386 454 482 
Assay, per cent. copper in feed ............-..0--.000- 2.00 2.50 2.44 
Tons of concentrate produced per 24 hr................ 1.687 ~ 3.112 4.151 
Assay per cent. copper in concentrate................. 6.05 6.45 4.70 
Assay per cent. insoluble in concentrate............... wLeO 71.6 bt hee? 
Assay per cent. FeO in concentrate .................4. 8.7 Se 7.8 
Per cent. of copper fed, recovered in concentrate........ 56.04 69.86 72.36 
Ratio of concentration, tons into one.................. 5.4 7, 2d 
Assay per cent. copper north tailing .................. 1.05 1.05 1.05 
Assay per cent. copper south tailing................. 1.10 1.00 1.10 
Assay per cent. copper total tailing................... 1.08 1.03 1.08 
Gallons of fresh water used per 24 hr.................. 12,803 10,800 12,126 
Gallons of fresh water used per ton fed................ 1,407 939 1,097 
Gallons of fresh water used per ton concentrate......... 7,589 3,470 2,921 


On August 11, the table was receiving a low grade of feed and, there- 
fore, making a lower percentage recovery of copper than would be made 
with a richer feed. The feed was also more dilute than on the two follow- 
ing days, which may have helped the tailing loss to some extent. On 
August 12, a slightly richer and denser feed was treated and an increase 
made in the recovery of copper in concentrate, the grade of the concen- 
trate being slightly better as regards copper value than that made on the 
preceding day. 

On August 18, the table feed had about the same assay value as on 
the preceding day, but had a greater density. The percentage of copper 
in feed recovered in concentrate showed a further increase, chiefly due 
to the lower grade of concentrate produced. (Ina test made on the above 
deck in May, 1911, a 73 per cent. recovery of copper was obtained in a 
concentrate assaying 7.03 per cent. copper, 69.1 per cent. insoluble, and 
9.4 per cent. FeO. This recovery was made on a feed assaying 2.91 
per cent. copper, and with a rate of feed of 6.2 tons per 24 hr., as against 
11.05 tons per 24 hr. in the present test.) _ 

The following tabulation shows the results obtained on the qualita- 
tive samples of rough concentrate. 

During the test of August 13, the end of the feed box was partitioned 
off to prevent new feed from coming on the table at the head of the sam- 
pling line, therefore, in this case a uniform increase in copper and iron 
percentages and a uniform decrease in insoluble content of the con- 
centrate was obtained from the perimeter to the feed box. Thesamples 
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were taken along a line on the table immediately preceding the wash- 
off spray, so that the samples may be said to represent the rough concen- 
trate produced by the table. 


Analyses of Rough Concentrate from Steel-Frame Conical Table 


—Copper 


Sample. ——Insoluble——--~_ ——-Ferrous Oxide—— 

Aug. 11 Aug. 12 Aug. 13 Aug. 11 Aug. 12 Aug. 13 Aug. 11 Aug. 12 Aug. 13 
No. Per Per Per Per Per Per Per Per Per 
Cent. Cent. Cent. Cent. Cent. Cent. Cent. Cent. Cent. 
2 eee Savi Pew —alealine Asia Sey Kone 4.9 2.9 Dee 
DP aR <2 Dao 2.9 2.15 74.0 85.2. 87.6 ene) eet 3.6 
tip. 5 syd eee ieral Beets), Porte hc = Acie Myc ae 9.8 . 4.2 Bue 
A ek Es 8.1 6.95 250 ee G5) Ome 0. Gas A 11.6 opal 4.5 
reer se. x 9535) 7700) 94.2" o%.0.0 68-4 7928 - 13:9 9.8 6.9 
GU ck OC 2 eee on GHOM ota tS A (28 a7 178 8.6 
Tee ee OR cece OO ao de AO Ae OID P82 8a Ae Ee 
Sie ee eee Uso Wi AHee le 2) | 64,822.64. 40-8 NS ee Once ooo 
‘Potalt Conet. 90.09 6:45. 4:57 71.0 71.6 77.2 8.7 Sal 7.8 


Sample No. 1 taken from first foot above perimeter of table; sample No. 8 taken from 
first foot below feed box. 


* The lowering of the copper and FeO percentages at this point was caused by new 
feed coming on the table. 


>The increase in insoluble content at this point was caused by new feed coming 
on the table. 


The results obtained on August 13 are shown graphically in Fig. 3. 
The curves illustrate the results obtained when the new feed is excluded 
from the two upper samples. 

The results showed that in using the conical round tables as roughing 
tables, which was the regular slime-plant practice at the time the samples 
were taken, a grade of concentrate was being produced on the upper part 
of the deck which was of a better grade than the usual run of finished 
concentrate, and that in removing this concentrate from the deck it was 
remixed with a large quantity of very siliceous material from the lower 
part of the deck. 

Another set of qualitative samples was obtained during a two-day 
test made on August 26 and 28,,1912, the material on the deck surface 
being sampled just preceding the wash-off spray and also on a radial 
line diametrically opposite,the wash-off spray. In the tabulation (p. 461) 
“4” samples are those taken immediately preceding wash-off spray, 
and ‘“B” samples those taken on a radius diametrically opposite the wash- 
off spray. Plus and minus signs indicate that results on ““B” samples 
are greater or less than results on “A” samples. 
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Another set of qualitative samples was taken on June 17, 1913, in- 
cluding samples taken on each of the three conoidal decks which were in 
operation at this time and on one of the steel-frame conical decks. 
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Fia. 3.—Curvrs Suowine Grape or CoNCENTRATE FOR Eacu Foor or Dercx 
URFACE OF STREL-FRAME CremEnt-Dreck Rounp TABLE. 


Insoluble curve, one-half scale of Cu and FeO curves, 


It was at first intended to make a more extended test in this direction 
but it was afterward decided that enough éxperimental data had been 
secured to answer all practical purposes. 
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Comparison of Average Results of “A” and “B” Samples 


Sam- ——Copper——. ——Insoluble——~ —Ferrous Oxide— —Sulphur—— 
ple A B_Differ- A B_Differ- A B Differ- A B Differ- 


No. Per Per ence Per Per ence Per Per ence Per’ Per ence 
Cent. Cent. Per Cent. Cent. Per Cent. Cent. Per Cent. Cent. Per 
Cent. Cent. Cent. Cent. 

eee tso0 MlcoaT 0-41 eure 00,3-.4-0.11 2.7 -2.2-=0.5 “o28" “19.079 
Peele oalG—i- Ole Saag ore? 4.0 ~ 4.69374 12h (eS sete 2189 
3... 0.94 2-99 —0.95 80.5 84.4 43.9 6.0 4.38 —1.7 6:7 4:8 —1.9 
4... 4.37 4.36 —0.01 78.9 78.9...... 6.5 6:2 —0.8 -7.5 “7235—0)2 
Depee OF 9/0. (25-025 bS.29 09-1). --0,9 1057, 10.2, —0.5 121) 1250-051 
Opero GOs Sdn—-Os7D0eo1 5 O0l2 2.7 14.7 13°26 —1-1.-17-0 15:9)-—01 
@...11.51 10.48 —1.03 48.4 52.2 +8.8 18.4 16.8 —1.6 21.3 19.7 —1.6 
8...11.15 8.85 —2.30 48.3 58.3+10.0 18.6 15.1 —3.5 21.6 17.2 —4.4 


Samples are numbered from the perimeter of the deck to the feed box. 


The following results, while not absolutely uniform, serve to illustrate 
the difference in the work of the tables: 


| Conoidal Decks | Conical Deck 
No. 1, No. 8, No. 2, Slope 1.25 
Sample slope 1.25 in. | slope 1.125 in. slope 1.00 in. in. 
No. 
Assay Per Cent. 

Cu Insol. FeO} Cu Insol. FeO} Cu Insol. FeO} Cu Insol. FeO 
1 re agg eee eee 12.1 44.5 20.0) 3.62 80.7 4.9) 2.5 85.1 3.9] 2.23 86.8 3.1 
Fi 8 ARE RE ele Ao) LOL ebn6) (ono meiesiete O at On 267.0) 2. 0o,8ie 259 
SY 37 ieee ee eae 12.9 41.8 21.0) 6.53 69.7 9.1) 4.1 78.5 6.7) 2.01 87.6 2.7 
Re speek Seals 10.9 50.0 18.0) 5.50 73.2 8.6) 4.8 74.9 7.9) 2.95 83.8 4.4 
Nach eee 9.1 58.0 14.7) 4.9 76.0 7.4, 4.7 75.9 7.8) 3.56 81.2 5.4 
Gea anaccenee: 9.5 56.6 15.3, 5.1 74.4 8.5) 4.9 76.7 7.6; 6.03 70.0 10.3 
eRe sara 10.6 50.2 18.1) 6.2 69.3 10.6' 5.6 71.8 9.7| 9.22 54.9 17.0 
SF ovctitasielet.s 14.4 33.4 25.9) 9.4 54.3 17.5) 7.4 62.8 13.6)12.59 40.2 23.3 


Samples are numbered from perimeter to center of table. At the time 
the first of above samples was taken, and for some two years previous to 
this time, all of the slime-plant round tables, with the exception of one 
table which was used for clearing up finishing-table middling, were 
operated as roughing tables, the rough concentrate being cleaned on 
Deister No. 3 slime tables. This roughing system, or two-stage system, 
was installed under the supervision of G. M. Bates, slime-plant fore- 
man, along the lines recommended by Dr. Richards some time previ- 
ously, with the exception that the tables were set to make 3'rev. an hour 


instead of 1 rev. 
This system gave very satisfactory results, but, of course, necessitated 
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the re-treatment of a large amount of material and the continuous circu- 
lation of a large quantity of middling. 

. On a conical deck round table, operating as a roughing table, taking 
an average of all decks in operation, about 70 per cent. of the original 
feed copper is concentrated in about 30 per cent. of the original feed solids, 
and about 30 per cent. of the copper and 70 per cent. of the feed solids are 
sloughed off as tailing. Hence, under above conditions, about 30 per 
cent. of the origmal feed to the round tables requires re-treatment on 
finishing tables before a satisfactory concentrate can be obtained. 


Feed 


30 Callow Tanks 


Overflow Plug Discharge 


Cent. Pump 


16 Round Tables 


Concentrates 


Cent. Pump 


Concentrator Tanks 


his 


Fic. 4.—OriGInaL SLIME-PLANT FLOW-SHEET. 


After some further investigation of the grade of the rough concentrate 
on various parts of the deck surface of the round tables, it became evident 
to the writer that it was unnecessary to re-treat the whole of therough con- 
centrate, as by far the greater proportion of the concentrate copper was 
contained in a concentrate which was clean enough for a finished product. 

Arrangements were therefore made to operate the round tables in the 
slime plant to make two products in addition to the tailing product, a 
finished concentrate and a rough concentrate or middling, the latter 
product only being subject to re-treatment. 

The necessary changes for operating the plant as noted above were com- 
pleted under the supervision of Mr. Bates and the plant put into operation 
on Mar. 1, 1913. 
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Summary of Slime-Plant Practice 


The following summary, submitted by George M. Bates, foreman of 
the slime plant, illustrates the progress in slime-plant practice as theresult 
of the application of the knowledge gained by sampling. Four successive } 


A ee 
31 Callow Tanks . 3 Callow Tanks 
I 1 tee 
@) Pyeriow @) Plug Discharge © Plug Discharge @) Overflow ee 
aste 
aste 
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Feed 
31 canbw Tanks 3 Callow Tanks 
Cyersow, Plug Plug Overflow Waste 
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2“V” Settling Tanks 


at. ee a 
Plug Overflow 


Cent. Pump 


2 Deister Tables 


Concentrates Middlings., 


Cent. Pum 
| ? Cent. Pump 


Concentrator Tanks 
Fic. 6.—Stime-PLant FLtow SHEET For 1912. 


flow sheets are presented, followed by a tabulation of figures to show the 


improvement at each step forward. 
“Fig. 4 illustrates the original slime plant, as operated from 1905 to 
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1910. Three kinds of deck surface were in use, viz., plain wood, linoleum, 
and smooth cement. All, however, were operated for two finished prod- 
ucts, concentrate and tailing. 

“Fig. 5 illustrates the so-called roughing system. The round-table 
decks were canvas covered and operated primarily for finished tailing. 
The rough concentrate was re-dressed on Deister tables producing 
finished concentrate and a middling which was dewatered and returned 
to the round-table system. 

“Tn this connection the writer wishes to call attention to the fact 
that this roughing system is more than its name implies. Previous to 
this time the round tables had probably operated as true film-sizing 
tables. But, with the adoption of the roughing system, the tables ceased 
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Fia. 7.—Suime-Pxiant Fiow Surent Apoprep Marcu, 1913. 


to be film sizers, and became building tables. The feed began to bed 
on the tables, sometimes as much as # in. in thickness. The rough can- 
vas surface undoubtedly assisted in the rapid formation of this bed. 
After this bed was once established, however, the character of the deck 
surface at that point would seem to be of small moment, except in so far 
as it tended to hold back quartz grains and thus rendered washing more 
difficult. Whatever enrichment took place in the bed itself, as it was 
subjected to the action of fresh feed, must have been due to replacement 
of quartz grains by mineral grains. 

“Fig. 6 illustrates the revised roughing system or building-table system, 
in which the return middling, instead of being returned to the round- 
table system, was subjected to an individual treatment on a single 
round table. The equipment at this time included several rough cement 
decks. The cement surface was adopted, not for any particular virtue in 
itself, but as an economical substitute for canvas. The cost of mainte- 
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nance of the canvas surface was high. It was evident that if a cement 
surface of similar character could be produced it would be much cheaper 
to maintain. Upon trial it was found that the cement surface had the 
added advantage of requiring less wash water for the removal of the 
concentrate. 

“Fig. 7 illustrates the latest slime-plant practice and a distinct step 
forward.. The space samples taken at regular intervals from the center 
to the perimeter of the round table (described by Mr. Crowfoot) showed 
that the round table would produce a certain amount of high-grade 
concentrate directly. The operation of the plant was immediately 
changed to conform to this knowledge. The rough surface deck was re- 
tained (either canvas or cement) but the tables were equipped to make 
three products, viz., a finished tailing, a certain amount of finished con- 
centrate, and a considerable amount of middling, the latter then enriched 
on a secondary table (Deister or James). The return middling was 
re-treated on a round table as before. While Mr. Crowfoot’s tests indi- 
cated that a very high-grade concentrate, namely from 10 to 14 per cent. 
copper content, was possible under this system, owing to certain considera- 
tions of recovery and smelting costs, the production of a concentrate 
richer than 8 per cent. copper content has not been attempted. 

“The following figures, corresponding to the flow sheets just pre- 
sented, show that the progress in slime concentration has been real.”’ 


Average Monthly Figures of Slime Plant 


Flow sheet number............. 1 2 o 4 
VEG octets Oe Se on aa 1908 1911 1912 19132 
Average number round tables... 15.5 14.0 14.5 14.9 
Table feed: 

fons sper mMonthi..e-.... 2: . +. 2,091 23213 2,474 3,010 

Tons per table per 24 hr...... 4.70 5.68 6.16 7.28 

Assay per cent. copper........ 2.56 2.63 2,63 2.78 

Density in grams per gallon... 385 Sie 386 499 

Density in per cent. solids..... 9.5 9.2 9.5 EO 
Plant concentrate: 

Assay per cent. copper....... 5.14 9.87° 9.27° 8.02° 

Copper content, pounds....... 56,160 64,180 47,420 114,680 
Tailing: _ 

Assay per cent. copper....... 1.65 1.38 1533 1.15 
Percentage copper recovery: 

Plant ee atta bei fee. cus ss 40.4 39.8 43.0 50.7 

HARES EF 0 a atic nlite Arie eC 52.4 53.6 57.2 68.6 


@ April to September. 

» Final concentrate after being finished on one or two Deisters. 

¢ Final concentrate = round-table concentrate plus secondary table concentrate. 
VOL, XLIX.—30 
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Suggested Flow Sheet for Slime Classification and Treatment 


While testing out the conoidal decks in the slime plant the writer took 
up the question of classifying the through 0.07-mm. slime preceding round- 
table treatment with a view to obtaining a further increase in slime-plant 
efficiency, having in mind the following flow sheet for the treatment of 
slime. 

(1) The slime overflowing the hydraulic classifiers in the mill to be sent 
to V-settling tanks equipped with transverse or longitudinal baffles set 
at an angle of 45° to insure the overflowing of colloidal or semicolloidal 
material only, the fine crystalloid material to be discharged with a certain 
amount of the colloidal material through the spigot. 

(2) The spigot discharges of the V-tanks, a comparatively small vol- 
ume of slime, to be sent to cone-shaped hydraulic classifiers, designed to 
effect a separation between the colloidal and the crystalline material. 
The spigot discharge of the cone classifiers to be fed to fine-sand tables 
of the Wilfley or James type or to round conoidal deck tables having a 
comparatively flat slope. The overflow of the classifiers to join the 
overflow of the V-tanks. 

(3) The combined overflow product of the V-tanks and cone classifiers 
to be dewatered in Callow tanks equipped with conical baffles set at an 
angle of 45° (about seven baffles per tank). Some of the very finest of 
the colloidal material to be sloughed off as waste in the overflow of the 
Callow tanks, probably about 10 per cent. of the total solids fed. The 
overflow of the Callow tanks to go to waste, or to be pumped for re-use in 
mill; the spigot discharges of the Callow tanks to be sent to free-settling 
classifiers, or long tanks equipped with longitudinal baffles set at an 
angle of 45°. The cross-sectional area of the tanks to be large enough to 
permit the slime to pass through the tanks at a very slow rate. The speed 
of the current at all points in the cross-section to be kept uniform by the 
use of a feed sole and the longitudinal baffles spaced 3 in. apart. Theover- 
flow of the tanks, if any, to go to waste. The spigot discharge of the tanks 
to be combined in three products representing head end, center and tail 
end of tanks. The combinations of the spigot discharges of the tanks to 
be distributed as follows: Spigots from head end of tank to go to revolv- 
ing round tables with conical or conoidal deck surfaces and with about the 
same overall slope as conoidal deck No. 2, previously mentioned (flat 
slope). Spigots from center of tank to go to similar tables with about 
the same overall slope as conoidal deck No. 3, previously mentioned 
(medium slope). Spigots from tail end of tank to go to similar tables 
with about the same overall slope as conoidal deck No. 1, previously 
mentioned (steep slope). 


neta 
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All round tables to be operated to produce a finished concentrate, a 
middling for re-treatment, and a waste tailing product. 

The re-treatment middling to be pumped back to head of Callow tank 
system, to go over again. No finishing tables other than the round tables 
to be employed. 

In connection with the classification of through 0.07-mm. slime, the 
writer carried out a laboratory test on the classification of slime by free 
settling, and on the subsequent concentration of the settled products, the 
results of which will be presented in another paper. The wet mechanical 
concentration of the through 0.07-mm. slime resulting from the milling 
of the copper and iron sulphide ores of the Butte district of Montana is 
still in process of development, although rapid progress has been made in 
increasing the efficiency of the practice since Mr. Callow introduced the 
use of the round table as a concentrating machine for the slime in 1904. 


CoNcLUSION 


As stated earlier in this paper, the round table has been able to main- 
tain its supremacy over all other types of machines on this particular class 
of work, and in the opinion of the writer it will continue to do so as long as 
wet mechanical concentration continues to be the most satisfactory method 
of extracting the valuable minerals from this class of material. 

In making the above statement the writer does not mean to convey 
the impression that the revolving convex round-table practice described 
in this paper represents the last word in round-table practice on fine 
slime; it is possible that with further experimenting we may find that 
decks of a lesser diameter can be used, or, that a combination of the con- 
ical and the conoidal deck may prove effective. In the opinion of the 
writer, the work of the conical steel-frame cement deck would be greatly 
improved if a smoother finish were given to the deck surface than has 
so far been used. The comparatively rough cement deck surface used 
is an excellent surface for saving slime mineral grains but offsets this 
advantage to a large extent by retaining a large amount of fine gangue 
material, especially upon the lower radial half of the deck surface, which 
includes by far the greater part of the deck area. On this area, the trans- 
porting power of the water film having been lessened, a considerable 
amount of fine gangue material settles out which should be kept in a 
state of semi-suspension if a clean grade of concentrate is to be produced. 
On the upper radial half of the deck surface a rough finished surface is 
permissible because a heavy deposition of free-mineral grains occurs on 
this area which fills up the minute pits in the deck surface and tends to 
displace any of the lighter grains of gangue material which may settle 


out on this area. 
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Therefore, a cement deck surface might be constructed with the 
upper radial half rough finished and the lower radial half very smoothly 
finished. It is probable, however, that the result obtained would 
closely approximate the results obtained from a conoidal deck having the 
chord of the arc laid on a slope of 1.125 in. per foot and having a rough 
finished cement surface. 

In concluding this paper the writer wishes to acknowledge his indebted- 
ness to the following gentlemen for data furnished, the source of which is 
not fully acknowledged in the. preceding pages of this paper. 

Henry Fisher and C. H. Benedict of the Calumet & Hecla Mining 
Co., John A. Church of New York, Gordon §. Duncan of the Mines 
Management Co. of New York and London, Eng., H. Foster Bain of the 
Mining and Scientific Press, and A. E. Wiggin, Anaconda. ‘The writer 
also wishes to acknowledge the courtesy of C. W. Goodale, A. E. Wheeler, 
and M. W. Krejci of the management of the Anaconda Copper Mining Co., 
Boston & Montana Reduction Department, in allowing access to the com- 
pany’s files bearing on the subject and to thank Mr. Goodale for valuable 
suggestions resulting from his reading and criticism of the manuscript. 


Nortr.—As the expressing of the density of a pulp in grams of solids per gallon 
of pulp, which is the practice at Great Falls, is probably unique (the usual practice 
being to express the density in per cent. of solids), three charts, Figs. 8, 9 and 10, 
are presented with this paper which may be used as follows: Fig. 8: To convert 
grams per gallon to specific gravity. Fig. 9: To convert grams per gallon to per 
cent. solids. Fig. 10: To convert grams per gallon to degrees Baumé. 
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x =Grams per gallon. 
3,784 = Weight 1 gal. water in grams. 
2.85 =Sp. Gr. of dry slime. 


Fig. 8.—Siime Density. Grams PER GALLON To Sprciric GRAVITY. 
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x =Grams per gallon. 
3,784 = Weight 1 gal. water in grams 
2.85=Sp. Gr. of dry slime 


Fig. 9.—Sitime Density. GRAMS PER GALLON TO PER CENT. SOLIDS. 
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I. InrrRopuctTION 


The new slime-concentrating plant at the Washoe Reduction Works, 
Anaconda, was put into operation during March, 1914. This plant, which 
has a capacity of 26,000,000 gal. of slime pulp carrying 2,500 tons of 
solid matter per day, consists of Dorr thickeners and Anaconda multiple- 
deck slime concentrators. This plant is the culmination of a great deal 
of experimental work extending over a considerable period of time, which 
work will be described briefly in the following pages. 


II. Tur Sources anp Amount oF SLIME 


Up to the beginning of this year, the ore from the Anaconda company’s 
mines in Butte, Mont., has been concentrated both at the Great Falls 
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plant and at the Anaconda plant, the former plant treating about 3,000 
and the latter about 9,500 tons per day. This year it was decided to do 
all of the concentrating at the Anaconda plant, which decision of course 
confines our slime problem to this plant alone. At present larger rolls 
and additional tables and trommels are being installed in the Anaconda 
mill to handle the additional tonnage. When milling at the rate of 
12,500 tons per day there will be produced 2,500 tons, 20 per cent. of the 
ore fed to the mill, of material which cannot be concentrated in the mill 
on account of its extreme fineness. This material is known locally as 
“slime” and 95 per cent. of it will pass a 200-mesh (0.08 mm.) screen. 
The flow sheet of the Anaconda mill showing the sources of this slime was 
given in a paper presented at the Butte meeting, August, 1913, by A. E. 
Wiggin, entitled The Great Falls System of Concentration installed in 
Section No. 1 of the Washoe Concentrator at Anaconda.! 

The 2,500 tons of solid matter is contained in about 26,000,000 gal. of 
pulp. Heretofore this material has been sent to six large slime ponds 
300 by 600 ft..by about 15 ft. deep, which were operated in cycles, three 
being used in parallel when possible. The settlement was excavated and 
piled at the end of the ponds by Lidgerwood bucket excavators. This 
material was then sent to the briquetting plant at the blast-furnace de- 
partment, where it was used as a binder in briquettes consisting of fine 
concentrate and fine first-class ore screenings. The smelter could handle 
not over 25 per cent. of the production of slime and the smelting of this 
material was expensive on account of its high insoluble content. 


Ill. Tur Composition OF THE SLIME 


Physically the slime may be said to consist of granular and colloidal 
material. Hlaborate settling tests have shown that the colloidal matter 
amounts to about 35 per cent. of the total material and carries about 21 
per cent. of the total copper. 

Chemically the slime has the following average analysis: 


Cu, SiOz, Al,O3, Sulphur, CaO, FeO, Oz. Per Ton 
Per cent. Per cent. Per cent. Per cent. Percent. Percent. Ag Au 
2.10 61.0 19.0 4.4 0.6 4.1 1.8 0.005 


IV. Tue ExpERIMENTAL DEVELOPMENT OF THE ANACONDA SLIME PLANT 


1. The Great Falls Slime Plant and Experimental Work 


During 1904, a slime-concentrating plant was erected at Great Falls 
of sufficient size to treat about one-sixth of the total slime produced in the 
mill, or about 100 tons of slime per day. This plant consisted of 32 
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8-ft. Callow cones for the thickening of the slime pulp and 16 17-ft. round- 
table decks for the concentration of the thickened pulp. The round 
tables were second-hand wooden frame and deck tables which had been 
displaced in the sand mill by Wilfley tables. The slope of the deck - 
surfaces varied considerably, largely due to the warping of the wooden 
decks and frames. Later some of the wooden decks were covered with 
linoleum, rubber, cement, and canvas and these various surfaces tested. 
It was found that canvas gave the highest recovery but this was at the 
expense of the grade of the concentrate, while linoleum, rubber, and wood 
gave a cleaner concentrate, but a lower recovery. Cement seemed to fall 
between the two groups, although the work of this form of deck is largely 
dependent upon the character of the finish given the cement. (The 
“cement” was in reality a concrete containing about one part cement to 
two parts sand.) It was concluded that the cement surface was the best 
adapted to the work, particularly because of its durability, and that the 
framework should be steel, as cement laid over a wooden deck and fram- 
ing was not at all satisfactory. It was decided then to build a four-deck 
concrete-and-steel round table, the decks being supported on a central 
shaft and spaced about 4 ft. apart. Before building this table, however, 
it was necessary to determine the proper slope of deck surface, as the 
decks of the tables in the slime plant at that time had slopes varying from 
1 to 14 in. per foot. An extensive series of experiments was carried 
out during 1909, covering a period of about six months, to determine not 
only the proper slope of deck surface but also the proper density of pulp, 
the proper speed of revolution of the table, and the relation between 
the recovery and the grade of concentrate. A sector of a round table 
the slope of which could be varied was used in making these experiments. 
Slopes ranging from } in. per foot to 2 in. per foot (4 per cent. to 16 per 
cent.) were tried, the intervals being ¢ in. per foot. This work proved 
conclusively that the best slope of deck surface for the concentration of 
this slime is 1} in. per foot (10 per cent.). At slopes less than 1% in. 
per foot it was found that a considerable portion of the gangue was 
deposited beneath the mineral and was not displaced by the mineral; 
the mineral seemed to form a veritable blanket over the gangue material. 
This condition, of course, resulted in a very low-grade concentrate as it 
was impossible to wash out the gangue without a heavy loss of the mineral. 
At slopes greater than 13 in. per foot the loss of the valuable minerals 
became excessive, due to the more rapid pulp flow. 

It was shown that a density of pulp of from 8 to 12 per cent. solids 
was best adapted to round-table concentration. Too great a density 
makes the pulp too viscous and does not permit of a proper separation 
of the mineral from the gangue material. Too low a density cuts down 
the capacity of the table unnecessarily. The water contained in the feed 
pulp plays an important part in the dressing of the concentrate by remov- 
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ing a great deal of the gangue material. It had been the practice in the 
Great Falls slime plant to feed the deck over one-half of its surface, dress- 
ing with clean water over about seven-sixteenths of the surface and 
removing the concentrate by strong jets of water on the remaining 
one-sixteenth of the surface. Our experimental work showed that the 
deck could be fed to advantage over about three-fourths of its surface 
leaving about one-fourth for dressing and removing the concentrate. We 
also determined that the best speed of revolution was from 4 to 6 min. 
per revolution. This work also showed that it is possible to make a net 
recovery of 54 per cent. of the copper and silver in a concentrate assaying 
6.5 per cent. copper, or better, from a slime feed containing about 2.25 
per cent. copper. At the time this work was carried out the slime pro- 
duced from the Great Falls mill was quite similar in character to that 
produced in the Anaconda mill to-day. It did settle somewhat more read- 
ily, the capacity of settling tanks on the Great Falls slime being about 40 
per cent. greater, when settling 95 per cent. of the solid matter, than the 
same settling tanks when treating the present Anaconda slime. 

The Great Falls slime plant as a unit never made a very satisfactory 
net recovery, due to the fact that the settling capacity was inadequate 
and to the poor condition of the round tables, which were for the most part 
second-hand wooden tables. As there was not slime-plant capacity for 
the treatment of all of the slime produced in the mill it was the policy 
of the management to overfeed the slime plant and in that way produce 
more copper, although at a sacrifice in recovery. 

A great deal of credit should be given to Dr. R. H. Richards and J. 
M. Callow for valuable suggestions made during this work at the Great 
Falls plant. 


2. The Experimental Work Done at Anaconda 


During 1912 the Great Falls system of concentration was installed in 
the No. 1 section of the Anaconda mill. This system had been developed 
at Great Falls for the treatment of Butte ore. The round-table concen- 
tration of the slime was a part of this system, and in connection with the 
installation of the system in section No. 1 of the Anaconda mill a slime 
section consisting of 24 8-ft. Callow settling tanks and two four-deck 
steel-and-concrete round tables was installed to treat the slime from the 
remodeled section. The slime section was built to confirm our Great 
Falls test data and had a capacity of about 425,000 gal. of slime pulp per 
day, or approximately 20 per cent. of the slime produced in section 
No. 1 of the mill. We anticipated from our Great Falls data that 
the 24 Callow tanks would have a capacity of 600,000 gal. when set- 
tling at an efficiency of 95 per cent., but, owing to the fact that the Ana- 
conda slime has a lower rate of settling than the Great Falls slime, we 
found our capacity to be only 425,000 gal. of pulp, or 12.3 gal. per tank 
per minute, which is equivalent to 0.286 gal. per square foot of settling area 
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per minute. This amount of pulp carried about 35 tons of solid matter, so 
that our eight round-table decks were somewhat underloaded. 

This experimental slime plant was operated for a period of 14 months 
during which time a great deal of test work was carried out. 

(a) The Slime-Thickening Devices——The slime pulp leaves the mill 
at a density of 2 per cent. solids, and as the mechanical concentration 
requires a density of about 10 per cent. the first step in the treatment of 
the slime is to remove the excess water. 

Considerable experimental work has been done by C. D. Demond, 
head of the Washoe Reduction Works testing department, on the use 
of baffles in tanks for the settlement of slime. Wealso carried on a series 
of experiments using the Kuchs-Laist centrifugal colloid separator to 
eliminate the colloidal material from the slime, treating only the granular 
portion on the concentrating machines. The work of this machine was 
very satisfactory and the net recovery from the slime was slightly 
greater than that made when concentrating the entire slime with the 
colloid included. It would, however, have taken considerable time to 
perfect a full-sized machine and for this reason the development of the 
machine was dropped. A great deal of experimental work was done also 
upon the Garred filter as a slime-thickening device, but it was found that 
a filter was not practical for the thickening of such a low-density slime 
pulp (2 per cent. solids) to a relatively low-density pulp of about 10 
per cent. solids. The details of the experiments are given in a paper 
by Ralph Hayden? presented at the Butte meeting of the Institute. 

During the early part of 1913, a Dorr continuous thickener, 28 ft. 
in diameter by 10 ft. deep, was installed at the experimental slime 
plant. This thickener had a capacity of 195,000 gal. per day when oper- 
ating at about 95 per cent. efficiency, or 135 gal. per minute, which is 
equivalent to 0.236 gal. per square foot of settling area per minute. Con- 
trary to our expectations the 28-ft. Dorr thickener showed a slightly 
less capacity per square foot of settling surface than the 8-ft. Callow cones. 
The comparative results showed, however, that the settling area is a far 
more important factor than the length of the overflow weir, as the 24 
Callow cones had a total weir length of 560 ft. while the Dorr thickener 
weir was but 85 ft. long. However, the effective weir length of the Callow 
tanks was probably not over 280 ft. on account of the very delicate 
adjustment of the overflow bands that was required when the head on 
the weir was so extremely small. Realizing the importance of a large 
settling area we next conceived the idea of a slime-thickening device 
composed of a number of superimposed shallow trays. Our idea was to 
feed these trays at one end with the slime pulp, allowing the clear water 
to overflow at the other end and the thickened pulp to collect in the tray. 
Periodically the trays would be mechanically tilted at a steep angle and 
the thickened pulp would be discharged. The trays would then resume 
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a horizontal position and the cycle would repeat itself. We constructed 
a shallow tray for testing purposes but did not make the tests because 
this arrangement of trays had suggested to us the possibility of superim- 
posing the Dorr thickener tanks. The Dorr thickeners had the advantage 
over the tray thickener of continuous operation and we decided, therefore, 
to drop the tray thickener for the time being. We found that the use of 
28-ft. diameter tanks 3 ft. deep permitted of the superimposing of the 
tanks without getting into too heavy steel work for supports. We 
therefore made a test to determine the capacity of the 28-ft. diameter 
Dorr thickener when operated at a depth of 3 ft. This we found to be 
160,000 gal. per day, 0.200 gal. per square foot of settling area per minute. 
This is 85 per cent. of the capacity of the 10 ft. deep tank. At the 
suggestion of H. N. Spicer of the Dorr Cyanide Machinery Co., we also 
tested the 28-ft. tank at a depth of 2 ft., and found that at this depth it 
had about 85 per cent. of the capacity of the 3 ft. deep tank. We 
finally decided to adopt the Dorr continuous thickener, using tanks 28 
ft. in diameter by 3 ft. deep, as being the most economical and efficient 
form of slime-thickening device. The power required to operate the rakes 
which scrape the thickened slime to the central discharge is less than 
% hp. per tank for the 28 by 3 ft. unit. The arms carrying the rakes 
are set horizontal, or parallel to the bottom, in the 3 ft. deep tank. 
The idea of this particular design of Dorr thickener seems to have 
occurred independently to Mr. Dorr and to ourselves, as so often hap- 
pens when independent investigators are working along the same lines. 
Mr. Dorr has since patented this arrangement with our full knowledge. 
(b) Slime Concentrators—During the first eight months of operation 
of the experimental plant the four-deck round table was thoroughly tested. 
These tests included the production of a low-grade concentrate on the 
round table with subsequent treatment on one of the standard reciprocat- 


-ing-deck slime concentrators. The latter machine made a high-grade 


concentrate and a rich middling which was returned to the round-table 
system. It was found that this flow sheet did not give as good com- 
mercial results as the production of a clean concentrate directly from the 
round table requiring no secondary treatment. Among other arrange- 
ments we tried treating the round-table middling on a reciprocating table 
making a concentrate, middling (returned to theround table), and tailing. 
However, neither this nor the treatment of the round-table middling on a 
separate round-table deck gave as good results as simply mixing all of the 
round-table middling with the original table feed for treatment. 

A great deal of experimental work was done on the Peck centrifugal 
slime concentrator, although this work was not carried on at the experi- 
mental slime plant. 

Several of the standard slime concentrators, which are among the 
latest types on the market to-day, were tested quite thoroughly. The 
results of these tests, compared with the work of the round table under 
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operating conditions, showed that the round table is the most efficient 
and economical slime concentrator. It was therefore decided to adopt 
the round table in the new slime-concentrating plant. 

As noted previously, the round tables in the experimental slime 
plant were four-deck machines with the central shaft support and the 
decks spaced about 4 ft. apart. To make the machine more compact, 
thereby cutting down the first cost of the plant, we decided to build a 
20-deck round table, the decks to be spaced 1 ft. between centers. The 
last sixmonths of operation of the slime plant was devoted to the develop- 
ment and testing of a 20-deck machine. (See Figs. 3 and 4.) 

The entire table was made of steel and concrete. The central shaft 
support was eliminated, the framework carrying the 20 decks being 
supported at the periphery by wheels which ran on a circular track. The 
individual decks consisted of sheet steel, supported by uprights at the 
periphery but self-supporting at the center, upon which was laid a layer 
of concrete (1 part cement to 2 parts of sand). This concrete formed the: 
concentrating surface and was given a finish similar to that of a medium- 
weight canvas. Suitable steel launders were arranged around the outer 
- edge of the decks to receive the products of concentration, two decks 
discharging into one launder. At the center and extending through each 
deck was an opening 4 ft. in diameter in which was placed a stationary 
steel tower. This tower carried the water and feed pulp pipes and a 
ladderway making each deck easily accessible. The feed pulp and wash 
water were supplied from a circular launder at the head of each deck. 
The entire structure carrying the decks was revolved at the rate of 15 
times an hour, the power being supplied from a 5-h.p. motor placed be- 
neath the table and engaging through a train of gears a circular rack placed 
near the periphery of the framework beneath the bottom deck. The 
actual power required to drive the table under working conditions was — 
3h.p.. The decks sloped 1} in. per foot and were 17 ft. in diameter. 

The table was operated for about six months and proved to be en- 
tirely successful. It was therefore decided to adopt this type of concen- 
trator in the new slime plant. Only a few minor changes were made in the 
design of the 20-deck table, such as increasing the diameter of the decks 
to 19 ft. and substituting manganese-steel wheels and rail in place of 
chilled cast iron. The table occupies a floor area equivalent to a circle 
_ about 21 ft. in diameter and the 20-deck table has a height over all, in- 

cluding the automatic feed pulp distributor, of about 35 ft. The 20-deck 
machine will handle 140 tons of Anaconda slime (dry) per day including 
the treatment of the middling. The net concentrating area per ton of 
total feed (including the returned middling) is 37 sq. ft. 

The results shown in the following tabulation are typical ‘of the 
round-table work and are obtained from an eight-day test made during 
April, 1913. As we did not have sufficient settling capacity at this time 
to supply feed to the 20 decks only eight decks were used. 


wo 
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Test on 20-Deck Round Table. M tddling Returned to Table for 


Treatment 
eee se a re 
Rate per 24 Hr. Assay Per Cent. of Total 
Product | tan : ers] tar ; = 
allons ounds ; 
Pulp Solids Cur |Insol.} Solids | Copper 
Te ee en eee ee 87,290 | 93,730 | 1.95 |...... 104.6 | 102.8 
Concentrates... 10's aes 69,000 | 13,050 | 7.02 | 58.8 14.6 51.6 
EAI OMe trek he ite ie oe os 134,580 | 76,540 | 1.13 |...... 85.4 48.4 
AO palyProduced nessa. cee ore 203,580 | 89,590 | 1.98 |.7.... | 100.0 100.0 
Per cent. of copper in original slime recovered................. 51.6 
Tons treated per deck, excluding middling..................... 5.6 


The round table requires about 3 gal. of dressing water per deck per 
minute and about 6 gal. of water to remove the concentrate per deck per 
minute. Fully 80 per cent. of the latter water is recovered in the de- 
watering of the concentrate and can be re-used. 

It is.our practice to feed the round-table deck over about 70 per cent. 
of its surface, supply dressing water over about 18 per cent. of the surface, 
and to use the remaining 12 per cent. of the surface for the removal of 
the concentrate. The amount of deck surface required for the dressing 
water is directly proportional to the grade of concentrate desired, the 
higher the grade the greater the dressing surface required. Approxi- . 
mately one-half of the material removed by the dressing water enters the 
middling and is returned to the table for treatment with the original 
feed. The middling amounts to from 8 to 10 per cent. of the original feed 
tonnage and carries about 5 to 6 per cent. of the total copper. 

(ec) Dewatering of the Slime Concentrate-—The slime-plant concentrate 
leaves the tables at a density of about 3 per cent. solids. It is of course 
necessary to dewater this material for treatment in the smelter. We 
decided to try a Dorr thickener followed by an Oliver filter as a dewater- 
ing system. In our experimental work we used a Dorr thickener 28 ft. 
in diameter by 10 ft. deep, and a 6-ft. continuous Oliver filter. The pulp 
was thickened to a density of approximately 50 per cent. solids in the 
Dorr thickener and then fed to the Oliver filter. Our tests showed that 
the Dorr thickener would treat 250,000 gal. of concentrate pulp contain- 
ing about 3 per cent. solids and thicken it to a density of from 50 to 60 ~ 


_ per cent. solids at practically 100 per cent. efficiency. The Oliver filter 


had a capacity: of about 125 tons of solids contained in a pulp having a 
density of 55 per cent., when producing a cake carrying not over 15 per 
cent. moisture. The filter was operated under the ‘“‘ wet” system; that is, 
one Roots rotary pump handled both air and water in producing the 
vacuum. The average vacuum maintained was about 16 in. 
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(d) The Use of Chemicals to Accelerate the Settlement of Slime.— 
Ferrous Sulphate-—Two 8-ft. Callow cones were used in a test to de- 
termine the efficiency of ferrous sulphate as an accelerator in slime 
settlement. The two cones were operated under the same conditions 
of feed, overflow, and spigot discharge, the latter product being main- 
tained at a density of about 10 per cent. solids. To the feed to one cone 
was added ferrous sulphate in the proportion of 1 lb., 2 lb., and 5 lb. 
per ton of solid slime. It was found that the addition of 1 lb. per ton 
gave an increase in capacity of 30 per cent., 2 lb. an increase of 40 per 
cent., and 5 lb. an increase of 50 per cent. 

Salt: Some laboratory experiments were made to determine the 
effect of salt upon the rate of settlement of slime. Using $4, } and 
1 lb. of salt per ton of dry solids caused the slime to settle in only from 
3 to 4 per cent. less time than the untreated slime. The salt had no 
effect upon the settlement of the round-table concentrate. 

Glue and Ferrous Sulphate: Tests to determine the efficiency of 
glue and ferrous sulphate for the settlement of slime were made in a 28 
by 10 ft. Dorr thickener. The addition of a mixture of } lb. of each 
chemical per ton of dry slime increased the capacity of the Dorr thickener 
from 195,000 to 311,000 gal. of pulp per day, or an increase of 60 per cent. 
The use of glue and soluble sulphates to increase the rate of settlement 
of slime is covered by U. 8. patent 1065878, held by A. G. French of 
British Columbia. Some laboratory experiments were made on the 
use of a mixture of glue and ferrous:sulphate to accelerate the settlement 
of round-table concentrate. It was found that the addition of a mixture 
of the two chemicals in the proportion of + Ib. of each per ton of solids 
caused the same degree of settlement to take place in 14 min. as in 
11 min. with the untreated concentrate. 

It was decided, however, to install sufficient tank capacity in the new 
slime plant to thicken the slime at 95 per cent. or better efficiency 
without the use of any chemical. This of course increased the cost 
of installation but reduced the subsequent operating expense. However, 
the use of chemicals offers a cheap and simple means for increasing the 
settling capacity of a given installation. 

(e) The Effect of Temperature upon the Settlement of Slime-—The 
range in temperature of the average pulp from our mill is from a mini- 
mum of about 38° F. during the winter months to a maximum of 50° F. 
during the summer months. There is an average daily range of about 
6 per cent. 

C. D. Demond, head of the testing department of the Washoe Re- 
duction Works, made an interesting series of experiments to determine 
the effect of temperature upon the rate of settlement of our slime. Por- 
tions of slime pulp taken from the main flume during the winter months 
were used in these experiments. The rates of settlement at the flume 
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temperature and at other higher temperatures were determined, the pulp 
being treated by immersing the container in warm water. A depth of 
pulp of 17} in. was used and the slime was considered to have settled 
when the thickened pulp occupied a volume equal to one-fifth of the 
original. Thus the density had been increased from 2 to 10 per cent. 
solids. The following table shows the length of time required to settle 
the Anaconda concentator slime from a depth of 17% in. to 33 in.: 


Time in Minutes 
Temperature, . , y 
Degrees F. | : . 
Average | Maximum | Minimum 

35 41.7 57.0 29.5 
40 38.0 50.7 27.3 
a6 ~ 35.0 45.2 25.0 
50 31.7 40.0 23.0 
55 28.5 | 36.0 20.5 
60 | 26.0 ad 33.0 18.3 
65 | 23.3 29.8 16.0 
70 21.2 26.7 13.8 
75 19.5 25.0 12.0 


The tabulation above shows that the average slime settles 24 per 
cent. faster at the maximum summer temperature of 50° than at the mini- 
mum winter temperature of 38°. However, we find that the deviations in 
time from that of the average slime are so great, due to physical dif- 
ferences in the pulp other than temperature, that wemay haveaslime pulp 
from our mill which at a temperature of 40° will settle in 27.3 min. 
while pulp from the same source at another time may require 33 min. to 
settle at a temperature of 60°, or 20° higher. 

Thus it would seem that from a practical standpoint and in designing 
a slime-settling plant the temperature of the pulp does not play as im- 
portant a part as other physical characteristics. Undoubtedly the vary- 
ing ratio of sand to colloid is the most important factor to be considered. 

As far as the effect of temperatures met with in ordinary practice upon 
the recovery of valuable minerals from the thickened pulp on any form of 
mechanical concentrator is concerned, the operation of our experimental 
plant covering both summer and winter months showed this tobe negligible. 


V. DeEscrIPTION OF THE ANACONDA SLIME PLANT 


Following is given a brief description of the new Anaconda slime plant 
which was put into operation on Mar. 13, 1914. The plant consists of 
three divisions, the slime-thickening division, the concentrating division, 
and the concentrate-dewatering division. It is designed to treat daily 
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26,000,000 gal. of slime pulp carrying 2,500 tons of solid matter, this being 
the amount of slime pulp resulting from the treatment of 12,500 tons of 


‘ 
. 

. 
t 
> 
.. 


ore in the mill. 
1. Diagrammatic Flow Sheet of Plant 
In Fig. 1 is given a diagrammatic flow sheet of the plant showing num- 
ber of machines, tonnages of solids per 24 hr., and gallons of pulp per 


24 hr. 
Slime Pulp from Mill (2500)(26,350,000] 


160 Dorr Tanks 28'x 3'(2500) [26,350,000] 


Overflow (50) (28,054,000 ] Spigot (2450)13,296,000] 


(2650) [4,892,000] 
1 Aut. Distributor (0 Diy.) _ 


Practically Clear Water 


20,969,900 Gals. 2,084,100 Gals. 
20 Divisions 
Available for use To Slime Plant 
around works Water Supply 
20 Aut. Distributors (20 Div.) 


400 Divisions 


400 Round Table Decks [5,600,000] Water Req. 
(20 Stands, 20 Décks each) <1 


Middling Tailing Concentrate 
(200) [1,596,000] (2080) [5,296,000] (370)[3,600,0001] 
2-6 Centrif. Pumps (1 spare) 3-6’ Centrif. Pumps(1 spare) 


5 Dorr. Tanks 50''x 12'870)([3,600,000] 
Spigot Prod.(370) [84,100] Overflow[3,515,900] 


3-12'Oliver Filters(1 spare) 
Cake (70) [46,700] Water[37,400] 
escapee 


Conveyor Waste 
To Slime Plant Water System 


B.A.& P.R.R.Cars NOTE:- 
Figures in-parenthesis denote Tons of 
Solids (dry) per 24 hours, and those in 
Bracket, Gallons of Pulp or Water. 

Based on Treatment of 12,500 Tons of, 

Ore daily in Mill, 


Tia. 1.—FtLow Surrr or ANACONDA SurmE PLANnt. 


2. The SlimeThickening Division 


The feed to this division consists of the original slime pulp from 
the mill at a density of about 2 per cent. solids and amounting to about 
26,000,000 gal. per day carrying 2,500 tons of solids. This division con- 
tains 160 Dorr thickeners 28 ft. in diameter and 3 ft. deep, with central 
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feed and peripheral overflow, arranged in batteries four tanks high (Fig. 2). 
Each tank is provided with two rake arms set horizontal and making 1 
rev. in 12 min. About 3 h.p. is required per tank, or 25 h.p. for the 
entire division, including transmission. The tanks are operated at an 
efficiency of about 98 per cent. The overflow water, amounting to about 
23,000,000 gal. per day, is available for use in the concentrating division 
and around the reduction works. The concentrating division requires 
only about 2,000,000 gal. of this water. The spigot discharge of the tanks, 
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An oeaie as ee 
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Fig. 2.—28 sy 3 Fr. Dorr THICKENERS IN SLIME-PuLP THICKENER DIVISION. 


which is the feed to the concentrating division, averages about 15 per cent. 
density. Four men per shift are employed in this division. ; 


3. The Concentrating Division 


This division receives as feed the thickened pulp from the thickening 
division, amounting to about 3,333,000 gal. daily carrying 2,450 tons of 
solids. The pulp passes to a central automatic distributor which divides 
it into as many portions as there are concentrators in operation. The 
division contains 20 20-deck Anaconda multiple concentrators (round 


tables) constructed entirely of concrete and steel. This table is described 
VOL, XLIX.—31 : 
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in detail earlier in this paper under the heading ‘‘Slime Concentrators.” 
Each concentrator is provided with an automatic pulp distributor which 
gives to each deck its proportionate amount of feed. Under full feed 
conditions each deck will receive 8,200 gal. of pulp daily carrying 6.1 
tons of solids. The middling, amounting to about 1,600,000 gal. daily 
carrying about 200 tons of solids, or 8 per cent. of the original solids, is 
returned to the original feed by means of a Traylor 6-in. sand pump. 
The lift is approximately 45 ft., exclusive of friction. In addition to a 
middling product the tables make a finished concentrate and a tailing. 
The concentrate, amounting to about 3,600,000 gal. per day carrying 


goers rae 
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Fig. 3.—Tor Drcx or AnaconpA MuttiepLte-Deck CoNCENTRATOR AND FEED 
DISTRIBUTOR. 


about 370 tons of solids, or 15 per cent. of the original slime, is pumped 
by two 6-in. Traylor two-stage pumps to the concentrate-dewatering di- 
vision. The lift, exclusive of friction, isabout 105 ft. The tailing is being 
settled and recovered in the old slime ponds for future treatment. The 
total concentrating area is approximately 108,000 sq. ft., or 44 sq. ft. per 
ton of original slime. This enormous concentrating area is contained 
in a building 275 by 60 ft. Each table requires not over 3 h.p., or about 
70 h.p. for the plant, including the driving of the distributors. There 
are five tablemen, each man having 80 decks under his care, and one pump- 
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man, employed in this division per shift. The middling and concentrate 


pumps require about 260 h.p., of which the two concentrate pumps use 
about 210 h.p. 


Fig. 4.—Anaconpsa Mouutiete-Dieckx Stime ConcentTRATOR. 


4. The Concentrate-Dewatering Division 


The feed to this division—concentrate pulp from the concentrating 
division—passes first into five 50 by 12 ft. Dorr thickeners. Each thick- 


4 
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ener is equipped with four rake arms and requires about 1 h.p. The F 
pulp is here thickened from a density of about 2.5 per cent. to one of about 

50 per cent. solids. The overflow is clear water and is returned to the 
water-supply tank for the concentrating division. The thickened pulp 
passes to two 12 by 12 ft. Oliver continuous filters which produce a cake 
carrying about 15 per cent. moisture. This is comparatively a dry cake, 

the material being dry enough to fall apart after pressing in the hand. 

The cake is discharged on to a conveyor-belt system which dumps directly 

into 50-ton steel cars for shipment to the smelter. Three men per shift 

are employed in this division. The Oliver filters require about 30 h.p. 
each. 


5. General 


In addition to the labor enumerated in the preceding pages there are 
employed one superintendent on day shift only, one foreman on each 
shift, one sampler on each shift, and a repairman and helper on day shift 
only. This makes the total labor requirement 48 men per day. The 
total power requirement for the plant is about 450 h.p., of which 210 h.p. 
is required for pumping the concentrate. The total cost of treatment per 
ton of slime will be about 12c. 

The results of the first few weeks of operation have come entirely up 
to our expectations as regards recovery and grade of concentrate. The 
plant has operated very smoothly from the start, not having been shut 
down since it was first put into operation. The entire plant is as nearly 
automatic in its operation as it is possible to make a concentrating plant. 

It is an interesting fact from the economic standpoint that the slime 
plant is returning fully 200 per cent. on the investment. 

The mechanical construction of the plant was carried on in a most 
satisfactory and efficient manner by the Washoe Reduction Works engi- 
neering department, under the direction of U. A. Garred, chief engineer, 
who was later succeeded by W. N. Tanner. The plant was completed 
and in operation fully a month and a half before the time set at the be- 
ginning of the construction work. The work was under the immediate 
supervision of W. C. Capron, assistant chief engineer, and George E. 
Tryon, construction engineer. 
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A Comparison of the Huntington-Heberlein and Dwight-Lloyd Processes 


BY W. W. NORTON, MURRAY, UTAH 
(Salt Lake Meeting, August, 1914) 


THE gradually increasing proportion of sulphide ores which lead 
smelters of to-day are called upon to handle has caused the roasting 
problem to become one of ever greater importance. Mines have in- 
creased in depth, methods of concentration have improved, competition 
in the purchase of ores has become more keen and it has been clear that 
new and modern methods of eliminating sulphur must receive a large 
share of attention. 

We may look back a score of years or so and recall the old hand 
roasters, some of which turned out a finely divided roasted product, and 
others fashioned with a “fuse-box”’ wherein the roasted ore was slagged. 
Then came mechanical furnaces of several types, the Briickner cylinder, 
the Brown-O’Harra, the Ropp, and others, all designed to cut out the 
cumbersome hand labor of the old reverberatories. Roasting costs were 
thereupon reduced and tonnages stimulated to a gratifying extent. 
However, it seems to have been early recognized that this very feature of 
a greater amount of roasted sulphide ore as compared with oxide ore 
brought with it a train of difficulties at the blast furnaces. The mechan- 
ically roasted ore was fine physically, the blast furnaces were choked and 
the troubles of the smelterman were not at an end. Thenthe Huntington- 
Heberlein pot system of roasting appeared upon the scene, and later on 
the Dwight-Lloyd machines were invented, and inasmuch as both of 
these processes were designed not only to roast the ore but to agglomerate _ 
it as well, it was apparent that distinct steps in advance had been achieved. 

At the Murray plant, modern up-to-date roasting practice is fully 
exemplified and there are now in successful operation roasting furnaces 
or devices of several sorts: namely, Godfrey revolving-hearth furnaces, 
Wedge multiple-hearth mechanical roasters, Dwight-Lloyd sintering 
machines, and Huntington-Heberlein pots. Godfrey and Wedge 
furnaces will properly handle material high in sulphur, say ores with 25, 
30, and 35 per cent. of that element; D. & L. machines and H. & H. pots 
will positively not treat efficiently ores or mixtures containing anywhere 
near the sulphur content mentioned, but are confined to charges contain- 
ing in the neighborhood of 15 or 18 per cent. In passing, it may also be 
explained that, so far as the knowledge of the writer goes, Godfrey and 
Wedge furnaces do not economically eliminate sulphur to an extent 
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sufficiently low for lead blast-furnace practice. With these simple facts 
in mind, it will be perfectly clear to all that the metallurgist in charge 
may elect to treat sulphide ores in either one of two ways: he may pre- 
roast in Godfrey and Wedge furnaces and subject the partly roasted 
product to a final treatment on D. & L. machines and H. & H. pots, or 
he may dilute the average sulphur in the raw ore to 15 or 18 per cent. by 
means of an admixture of the requisite quantity of non-sulphur fines and 
send the mixture thus obtained directly to the D. & L. and H. & H. 
It is believed that there are lead-smelting plants in this country which 
adopt a straight system of either pre-roasting or diluting, but inasmuch 
as we seek to discuss Murray-plant methods only it will be sufficient to 
say that Murray does both. A certain flexibility is thus afforded for a 
segregation of the various classes of sulphide ores; moreover, in the 
matter of oxide fines, one can limit screening operations to a point 
deemed best metallurgically. Unlimited quantities of oxide fines con- 
taining any material quantity of lead should not be subjected to the 
oxidizing action of the final roasters above mentioned. 

Godfrey and Wedge furnaces are essentially pre-roasters, D. & L. 
machines and H. & H. pots are final roasters. At Murray all final roast 
is either D. & L. or H. & H. We turn now to the primary object of this 
paper, namely, a brief discussion of the comparative merits of these two 
widely distinct methods of final roasting. 


Cost of Installation 


The Murray plant is equipped with two D. & L. machines, the total 
daily capacity of which may be stated at 220 tons, and 23 H. & H. pots, 
with capacity of 400 tons. It would, of course, be manifestly unfair to 
directly compare the total costs of these two installations, but it seems 
quite safe to say that for almost any given tonnage capacity a D. & L. 
plant can be built for considerably less than an H. & H. plant, it being 
understood that by H. & H. is meant the converting-pot portion of an in- 
stallation only, with no reference to Godfrey furnaces. In the case of the 
H. & H. one must have heavy cast-iron pots for handling ore in compara- 
tively large units, expensive overhead traveling crane, substantial cool- 
ing floor, and, finally, a crusher which the D. & L. does not require at all. 
The cost of the installation item must be put down in favor of the D. & L. 


4 


Cost of Roasting 


Any discussion of roasting costs should of course be based on units of 
sulphur eliminated. In a general way, our experience has shown that the 
D. & L. will reduce an initial sulphur of about 15 or 16 per cent. to about 
4 per cent. in the roasted product, while the H. & H. is capable of handling 
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a slightly higher initial sulphur, say 17 to 18 per cent., with resultant 5 
per cent. in product. During a very recent period of 47 consecutive days, 
it is known that units of sulphur eliminated per ton of charge by the D. & 
L. practically equaled units of sulphur eliminated per ton of H. & H., 
and it is probable that an exhaustive examination of Murray-plant roasting 
records would show about the same amount of sulphur per ton of charge 
driven off as between the two sorts of roasters now under review. It 
follows that figures representing costs of roasting are truly comparable. 

The limitations of this paper will not permit of a detailed review of 
roasting costs, but it may be stated that during the entire year 1913 the 
H. & H. made the better showing to the extent of about 5c. per ton roasted, 
and for the first three months of 1914 the H. & H. also had an advantage 
of about 3c. per ton. Murray experience, everything considered, indi- 
cates slightly lower costs for H. & H. as compared with D. & L., but the 
fact that all calculations are based on operations at an H. & H. plant hav- 
ing twice the capacity of a D. & L. plant must not be overlooked. 


Adaptability to Wide Range of Charge Ingredients 


Any intelligent discussion of analysis of raw charge to roasters should 


_ have the fundamental thought in mind that the metallurgist must treat 


what comes to the plant. He cannot always be favored with the pro- 
portions of silica, iron, and lead which would give the best results, con- 
sequently the adaptability of any given roasting device to a variety of 
materials will be accepted as an item of far-reaching importance. 

Some two or three years ago, in connection with a visit to three or four 
custom lead smelters newly equipped with D. & L. machines, the writer 
was somewhat impressed with the limitations placed on the charge the 
machines were capable of handling. Inquiry brought forth the informa- 
tion that certain sorts of materials could be attempted only by resort to a 
special layer of fine limestone or other infusible material carried next to 
the grates; any percentage of raw matte at all seemed out of the question; 
zine was naturally side-stepped as highly deleterious; much stress was 
placed upon the proportion of silica to the iron, and nearly all the en- 
thusiasts demanded a goodly percentage of lead provided a choice quality 
of sinter was to be in evidence. Of late, however, the staff at Murray 
have demonstrated that a wide range of mixtures may be efficiently handled 
over the D. & L., and have no doubt that equally good progress has 
been accomplished at other works. Pre-roasted ore, any kind of raw 
sulphide ore or concentrates, flue dust, pre-roasted matte, or even raw 
matte may be combined in certain proportions and successfully sintered 
over these machines. A sufficient quantity of non-sulphur diluent to 
bring the average of the mixture down to 16 per cent. sulphur must always 
be added and of course the details of operation must be cared for. 
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However, if careful attention to a proper combination of materials 
at hand into mixtures and close application to operating details have 
brought results at the D. & L. machines, the same factors are responsible 
for pleasing results with H. & H. pots. With reference to chemical 
make-up of charge, the H. & H. will also handle “any old thing.” 

Turning now to physical character of the raw ore, it is of course rec- 
ognized that the air currents are required to permeate a thin layer of 
charge in case of D. & L. treatment, whereas the pot roasters are com- 
mitted to a very much thicker layer; however, a physically fine charge will 
restrict tonnage on D. & L. just as surely as it will on H. & H. pots, 
although the D. & L. process is able to successfully treat slimes or other 
fine material which it would be wholly useless to attempt to treat on the 
H. & H. | 

By way of summing up, it may be stated that the D. & L. process 
possesses a slight advantage over the H. & H. in the matter of flexibility 
or range of charge because the D. & L. permits more delicate application of 
operating details which are essential to success, and also because ex- 
tremely fine materials find no proper place in the H. & H. charge. 


Lead Losses 


We have certain data at hand showing a very moderate lead loss on 
D. & L. machines, these data being based on standard operating con- 
ditions during which the resultant gases and fumes were sampled and 
analyzed. No data are available as covering losses with H. & H. pots. 
The expense and difficulties in connection with accurately sampling an 
H. & H. output of 400 tons per day need not be pointed out and gas 
measurements and samples taken from the combined gases of 23 pots on 
two different main flues might eventuate in metal-recovery data not 
wholly dependable. 

At the Murray plant there have been periods of time when either the 
D. & L. or the H. & H. pots have been wholly or partly out of com- 
mission, and the metal losses of the whole smelter during these periods 
have been observed. It is regarded as doubtful if the D. & L. process is 
productive of any lower metal losses than is the H. & H. 


Physical Condition of Product 


Final roasting treatment results in a sintered or agglomerated prod- 
uct, and incidentally material of a desirable physical character is passed 
along to the blast furnaces. The D. & L. sinter is usually of a porous or 
cellular structure; the H. & H. tends to greater density or firmness. 
Published and unpublished opinions of metallurgists have sought to show 
that the peculiarly open or coke-like structure of the D. & L. sinter carried 
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with it certain extraordinarily favorable properties when subjected to 
the smelting process in the blast furnace, and have even claimed appreci- 
able saving in the coke percentage used for smelting. Rather exaggerated 
ideas concerning the efficiency of an exposure of porous surfaces to con- 
tact with reducing gases have been advanced and intimate mixtures 
(possibly intimately combined silica and lead) have been proclaimed as 
““predigested”’ and therefore more easily reduced. The writer believes 
that a partly fused or ‘“‘predigested’”’ combination may tend to poor 
results rather than to good results when smelted, for the reason that such 
substances fuse at too low a temperature in the furnace. Certain writers 
have gone so far as to examine the cell structures of the D. & L. product. 
microscopically and have declared that glazed or unglazed surfaces have 
a bearing upon the readiness with which the products were later reduced in 
furnaces. 

With all due respect to the theories above set forth, it was considered 
that more dependable conclusions could be drawn by means of actual 
operating tests and accordingly the Murray plant blast furnaces during five 
days of August, 1912, were run on two charges, the one containing no 
D. & L. roast at all, the other containing a rather large amount of this 
material. It was believed that any peculiar virtue existing in D. & L. 
product would have abundant opportunity to make itself manifest. 
The exact charges used are given below, together with the average lead 
in resultant slag and matte. 

Furnaces Furnace 


1, 3, 7 and 8 i) 
(NoD. &L.) (D. & L.) 


GOK mOZ URGE ROCEICOTS sae tty Gy eet RE Comes eee a bo eet as 


ie eee ice. sa os Secures sone oi 2,970 320 
CROs Mme Neto kilos aifok cone shied aa eva aetet mee ine 2.000 Se woe oe 
ID Red ls, SHORTEN We Ae by get ode ga ar ed a eer 4,800 
PLAC TOASte demir be re pre nti +h geichs oid aie ss Hovis © angela overs 600 . 400 
JEYOTN OIKDe Sop oa dls aoid.c Cus Lig Oe See Cea eae ee eee, Se oe aeae 690 540 
ULES SHOUD y og £9 cc cers ook Oks RD ee en are en 1,640 1,840 
SCLADMCON Meee rhs ike eis ero cia te 35 Steers : 100 100 
8,000 8,000 

Per Cent. Per Cent. 
Average lead in slag for the run.............-:2--+-s-0-s 0.63 0.91 
Average lead in matte for the run..-.............--..+5- 10.7 14.96 


Great pains were used to make the experimental run one of value. 


The D. & L. roasted product was of a typically honeycombed character. 


No. 5 furnace was in excellent condition, its operations were closely 
watched by the metallurgist in charge of the furnaces and by the writer, 
yet absolutely no strengthening of reduction appeared. On the contrary, 
No. 5 did worse than the other furnaces. 
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General blast-furnace experience covering a wide range of charges 
and a considerable period of time indicates that no particular effect, 
either good or bad, can be claimed for D. & L. sinter as relating to strength 
of reduction during the smelting process, and exactly the same remark 
will apply to H. & H. agglomerated material. (Of course the D. & L. 
sintered cakes must be broken to the proper size and the H. & H. material 
must be crushed suitably small, or distinctly bad reduction will ensue.) 

Leaving now the subject of physical nature of product as affecting 
reduction we may turn for a moment to physical make-up as relating 
to speed of blast furnaces. Either of the products of modern roasting 
development under review is known to help tonnage at blast furnaces 
enormously. The final roasters of present-day practice have taken the 
place of the old hand reverberatories and fine-ore-producing mechanical 
-furnaces. A better showing at blast furnaces is the natural result. 

As to which product is the better physically, that is to say, which 
will produce the heavier tonnage at blast furnaces, a first-class D. & L. 
sinter does not excel a first-class H. & H. agglomerated product. More- 
over, given a proposition of inferior quality of both, it would seem that 
the admittedly cellular or at times fragile D. & L. can hardly equal 
the. more firm and stable H. & H. Here again, however, real experience 
at blast furnaces may outweigh mere conjecture or theorizing, so the 
following data are submitted with the idea of showing that in this instance 
at least the physical character of the D. & L. produced no better tonnage 
at blast furnaces than did the physical character of the H. & H. 

On Aug. 12 and 18, 1912, the following two charges were smelted 
side by side with the same coke percentage, the same blast pressure, and 
as near like conditions in other respects as it was possible to obtain. 


Furnaces Furnaces 
1,3and5 7and8 
(H.& H.) (D. &L.) 
Cokeno203(1 Le pemcent.) nasi. ns olor n teens of Neer seca 


Se woe F © PP tear ee 


Bed 37, bin 4..... Sista “adie, sw ily iene eat eee 1,400 2,060 
EL AOE TORS ada Ges) th ain Ren aes Sa Saito e Scorers gc 3,000... GaSe 
Me Se TaiY OSU Se piseaisl The sels ol i cuky vuasode "ts even nlite ea an Pe 3,000 
iMana-roastod Mattar... + mse aisue ails wae et Cee ae 400 400 
TLONEOLE GR cick ike wie sm ib vise es iekens ees Cee 1,140 580 
TAT GSEOTLO Ss sieiaye tars aia 'seiss shi oa Siar bok Nic dane ocav on 0 ee eee 1,960 1,860 
SOLA PION dn ot ered lay a isle: seo seein Sener ne ee 100 100 

; 8,000 8,000 
Average tons per furnace per day...............0.eeeees 294 287 


é Per Cent. Per Cent. 
Average lead in slag. ........ no es oe eR ee RO eiten anes 0.81 1.03 
Average lead in ‘matte; <<) cmp). . . » ¥cuanatstsat ene een 13.47 13.0 
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Recapitulation 


The D. & L. and the H. & H. plants are operated conjointly in some re- 
spects; indeed, both are supplied with ore from the same cylindrical mixing 
bins and from the same belt conveying system. One metallurgist and one 
and the same set of foremen have the responsibility of handling the two 
types, abundant opportunity is offered for comparison, and absolutely 
no circumstances exist which would swerve opinion either one way or the 
other. It is believed that a fair” ‘summary of the actual experience set 
forth in this paper would be as follows: 


Advantage in 


Favor of 
Costrotuns tala tion meses eatieies cae ee D. & L. 
Gost olsroastin oye, wearan lance Sas arate otis oi ton, jal celal, 
Ndapbralo lity Of Chanee xnivaas tae ae laee ese D. & L. 
Wie tal tOssedermemrerhene itera i eee. se en Doubtful 
Physical condition of product................... H. & H. 


Conclusions 


The D. & L. is a good modern machine now brought to a state of 
efficiency where it is splendidly adapted to lead-smelter work. The 
H. & H. process is still operated with a good measure of success. A good- 
sized, compact H. & H. plant at Murray, well designed and operated in 
a painstaking manner, permits of possibly an unusually good expression 
being recorded in favor of the H. & H. 

The low first cost of D. & L. units and the ease and flexibility with 
which successive units may be installed at any given lead smelter are per- 
haps the reasons why a greater number of 400-ton H. & H. plants have not 
received thorough trial. 

Actual experience with D. & L. machines at Murray has caused ther 
to gradually grow in favor from year to year. Weare highly pleased with 
the flexibility of charge and other important items. The beautifully 
sintered product is so exceedingly good as to make it unfortunate that 
exaggerated claims for its virtues should have been published. 

This article is unable to point out any overwhelming advantage of the 
D. & L. over the H. & H. system, although continued progress may upset 
the balance at any time. If history repeats itself some new roasting 
system will take superior rank over both within a few years. 


DIscuUSssION 


Artuur 8. Dwieut, New York, N. Y.—Mr. Norton’s chief argument 
is directed against the idea that the D. & L. sinter is any better material 
for the blast furnace than the H. & H. product. He supports this by citing 
two experimental furnace runs. 
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Reducibility—To discuss a furnace record like that quoted by Mr. 
Norton for the five days’ run in August, 1912, is manifestly difficult for an 
outsider, but a possible explanation for the poor reduction on Furnace No. 
5, smelting D. & L. sinter, may lie in the fact that both sets of furnaces 
carried the same fuel charges. Other things being equal, if 113 per cent. 
coke was right for the furnaces smelting H. & H. product, it was too much 
for the furnace smelting D. & L. product, as I shall endeavor to show later, 
and incipient overfire, accompanied by higher leads in slag and matte, was 
induced. It may sound like a paradox to say that excessive fuel some- 
times produces poor reduction, but it is a sad fact. 

In certain plants where practically the entire charge to the blast fur- 
naces receives a preliminary treatment by being sintered on the D. & L. 
machines the peculiarities of this problem have had to be very carefully 
studied, for serious metallurgical difficulties presented themselves when 
the change was first made to D. & L. sinter in large quantities. Some of 
these plants had blast pots before they had D. & L. machines, and many 
opportunities were afforded for comparative study of this very point. 
There is reason to believe that, due to the long period of blowing and the 
higher temperatures developed in the pots from greater mass action, the 
iron in the H. & H. product is present chiefly as Fe,O3, perhaps in the form 
of ferrites, while in the D. & L. product the iron is present as FeO. The 
fuel charge in the blast furnace must be so proportioned as to exactly meet 
the chemical and thermic requirements of reduction and melting. If any 
of these functions have been performed before the material enters the fur- 
nace, a corresponding allowance should be made or the fuel balance will 
be disturbed and bad work will result. One of the functions of the coke 


is to reduce enough metallic Fe for the matte requirements, leaving the _ 


remainder of the iron as FeO to go into the slag. In smelting almost any 
other material than D. & L. sinter the iron must be reduced from the 
higher oxides, FeO; or Fe;Ou, to the protoxide, FeO, before a true com- 
parative basis is reached. Experience has shown that with about one- 
half D. & L. sinter on the charge the coke should be cut about 10 per cent. 
This theoretical benefit is borne out by the practical blast-furnace results 
on a large scale in numerous plants. In fact, wherever this very impor- 
tant factor is ignored the evil symptoms of excessive fuel will be indicated, 
one of which symptoms is.a diminished furnace speed with tendency to 
overfire, and, as every metallurgist knows, this is likely to be accompa- 
nied by poor reduction in slags and mattes, especially if the mechanical 
features of the problem, such as size of lumps and distribution in the 
furnace, have not been correctly adjusted. This general fact has been 
quite convincingly proved, at least to my own satisfaction, by the nu- 


merous cases where I have been called upon to observe difficulties and ~ 


recommend remedies in connection with the growing use of D. & L. 
sinter in smelting operations. 
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To put the matter tersely, and emphasize the important point I wish 
to make, the successful smelting of D. & LL. sinter not only permits of 
economy of coke, but actually demands it. 

Furnace Speed.—In the furnace record of Aug. 12 and 13, 1912, when 
the furnaces smelting D. & L. sinter ran a trifle slower than those with 
H. & H. product, it is to be noted that the former carried 580 Ib. iron ore 
on the charge, while the latter required 1,140 lb. iron ore, indicating that 
the D. & L. sinter was itself very highiniron. It is well established that a 
very basic sinter does not smelt as fast as one in which the proper pro- 
portion of SiO2 and FeO for the slag is approximately maintained. This 
may or may not be the reason in this case, but it is worth mentioning. 

The following figures were furnished me some time ago as giving the 
comparison of average furnace speeds in a certain plant where the char- 
acter of the charge sent to the blast furnace was gradually improved by 
the introduction of modern methods of preliminary treatment. The fur- 
naces in question were 48 by 162 in. (54 sq. ft.) at the tuyéres, and the 
averages were taken over considerable periods of time. 


Average Tons ons Der 
Square Foot 
Smelted per 
Hearth Area 
Furnace Day 
per Day 
(1) With Briickner roaster product.............. 180 3.3 
(2) With Huntington-Heberlein product.......... 200 3.7 
(8) With H. & H. product and ore fines largely 
removed by'screening........4.....0.e0-%- 227 4.2 
(4) With Dwight & Lloyd product and ore fines 
largely removed by screening.............. 285 5.3 


Case (4) shows a gain of 25 per cent. over case (3). 

In another Western plant the addition of D. & L. sinter to the charge 
increased the furnace speed from 140 tons per day to 175 tons per furnace 
day, a gain of 25 per cent. 

In still another case the increase was from 180 tons to 210 tons, an 
increase of 17 per cent. 

These are from the reports of the managers and can be easily verified. 
Many others could be given. 

Low Melting Point.—Mr. Norton expresses his belief ‘‘that a partly 
fused or ‘predigested’ combination may tend to poor results rather than 
to good results when smelted, for the reason that such substances fuse at 
too low a temperature in the furnace.” 

I fully recognize this as a possibility and indeed a probability when 
D. & L. sinter is treated without due regard to its properties, but I 
positively assert that such tendency can be quickly and easily met with 
no change from ordinary standard furnace equipment, and with distinct 
fuel economy, as has already been pointed out. 
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A very pertinent citation on this point is the experience of a certain 
smelter superintendent who had to carry a considerable amount of leady 
converter slag on his charge. He was much troubled by premature fusion 
of this ingredient until he discovered recently that by crushing it and 
adding it to the charge of his D. & L. sintering machines he was able to 
control this tendency and is now regularly following this practice. 

I do not wish to prolong this discussion unduly and therefore will only 
suggest in the briefest possible manner my passing comments on the other 
matters I would like to speak of. 

Sulphur Range-—The general experience has been that higher initial 
sulphurs can be handled by the D. & L. than by the pots. This is to be 
expected from the smaller mass under treatment at one time, and the 
mechanical means for rapidly abstracting the heat as it is developed by 
the oxidation of the sulphur. As an example a certain plant figures its 
D. & L. charges between 12 and 14 per cent. sulphur, and its H. & H. 
charges for direct conversion at 10 to 11 per cent. sulphur. 

Sulphur Elimination.—There are many data available to indicate that 
the D. & L. is at least as thorough in this respect as the pots, with a far 
greater efficiency per unit area of plant.! 

Operating Costs.—The H. & H. plant at Murray has about double the 
capacity of the D. & L. plant. The operating cost per ton is necessarily 
influenced by thisfact. If the costs were corrected to an equivalent basis 
the small difference in favor of the large H. & H. plant would probably be 
-more than wiped out. Without going into details, it may also be said 
that a true comparison should include all the pertinent items, such as 
interest on investment, depreciation, etc., which would unquestionably 
throw the balance in favor of the D. &L. In this connection, I wish to say 
that the D. & L. process is most distinctly on its mettle at Murray, for 
Mr. Norton has worked out the H. & H. process to an extraordinary degree 
of perfection and his practice in that department justly ranks among the 
very best. : 

Fineness of Charge-—As Mr. Norton says, the D. & L. machines 
have to handle the very fine material that the pots cannot treat. In 
many plants this includes also the fines from the pots. In other words, 
the machines have to do the dirty work, because they can, but it is only 
fair to ask how the figures would be affected if the H. & H. pots had to 
take their share of the very fine material. 

Lead Losses.—Mr. Norton does not attempt to present any conclusive 
data on this point. As the volatilization is influenced largely by the tem- 
perature and the time the charge is subjected to the heat and air currents, 
the advantage ought theoretically to be with the D. & L., forin that proc- 
ess a given particle is undergoing the heat treatment about as many min- 


1A. 8. Dwight: Efficiency in Ore Roasting, School of Mines Quarterly, vol. xxxiii, 
No. 1, pp. 1 to 17 (Nov., 1911). 
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utes as it is hours in the H. & H. pot. Investigations of lead losses have 
been made at various plants, some of which will probably be published 
some day; meantime, it can be stated that while it is possible to establish 
conditions which will make a D. & L. machine into a very efficient lead 
burner, it is not necessary so to do, and the lead losses should be less than 
with the pots. As an example, in one plant under my direct observation 
where pots have been entirely superseded by D. & L. machines, the lead 
loss was about 3 per cent. in the pots and is now about 0.75 per cent. as 
the average over a period of two years with the machines. 

In conclusion I wish to again thank Mr. Norton for his interesting 
paper. 

G. C. RippELL, East Helena, Mont. —Mr. Norton’s interesting paper, 
comparing the H. & H..and D. & L. processes, no doubt reflects with a 
high degree of accuracy the behavior of these two roasting methods as 
he has found it at the Murray plant. 

Up in Montana, however, we are working with somewhat different 
conditions, and as we have been a little more favorably impressed with the 
relative merit of the Dwight-Lloyd sintered product, it may be of interest 
at just this time to describe the behavior of these two processes at the 
East Helena lead plant of the American Smelting & Refining Co. 

The reason for a difference in performance of these roasting processes 
at Helena and at Salt Lake lies perhaps in the rather unique roasting and 
smelting practice at the former plant, where all operations are on charges 
carrying an abnormally high lead and zinc content. Helena mixture beds 
contain approximately 80 per cent. Coeur d’Aléne lead sulphides and 
average 160 to 180 lb. to the cubic foot. The local significance of this 
high percentage of heavy leady material can readily be seen when it is 
remembered that the processes under discussion involve the blast-roast- 
ing principle. This density, together with the ready fusibility of such a 
lead-bearing charge, presents a set of conditions at Kast Helena that give 
rise to a number of interesting problems at both roasters and blast 
furnaces. 

Certain it is that with both H. & H. and Dwight-Lloyd products in 
excellent physical condition, our East Helena blast furnaces run at higher 
speeds and with distinctly lower coke when dominated by the Dwight- 
Lloyd sinter. All those daily observations, recorded and unrecorded, 
that the metallurgist makes as he guides his blast furnaces through their 
various ailments and difficulties, have for several years past confirmed us 
at East Helena in the feeling that the more Dwight-Lloyd material we can 
get on our furnaces in place of H. & H. product, the lower is the percent- 
age of coke required and the faster do the blast furnaces run. That we 
have dealt with extremes as well as averages in these matters, may be seen 
from the fact that the East Helena furnaces have carried upward of 90 
per cent. roast on charge for long periods, with smelting tonnages of 475 
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to 575 tons per 100 sq. ft. tuyére area. An average of 249 tons per 
furnace day, maintained during the month of March, 19138, figures 549 
tons per 100 sq. ft. tuyére area. 

In December, 1912, one blast furnace was run for seven days on a 
charge containing H. & H. roasted product and no Dwight-Lloyd; a 
furnace alongside of it running on Dwight-Lloyd product with no H. & 
H.—the idea being to note the tendencies of the two roasted products as 
to speed and reduction. The composition of the two charges used is 
shown in the following table: ; 


H. & H. Charge, | Dwight Machine 

: Pounds Charge, Pounds 
Piliccotia hed odie tin ikorviin Cove bn Me | 1,580 ) 176 

Ee Ge HL ATORSt ae ets ay means gent eal 5,264 

wag Gis CEr cette oe by gt ae hg oe eae ral in alec ete 7,040 
d WiVERND Sas) eat apes ae AA once ec 1,076 322 
SETA DMLOMsree es for nit tome ote cere a eee 80 80 
Golden Curry ironvore «2. 2... 28 asd seee = aba Shope) 2 382 
8,000 8,000 


The results of the week’s test are shown in the tabulation on the 
following page and indicate that 2 per cent. less coke on charge, better 
reduction, and higher speed attended the use of Dwight machine product. 
It is to be noted that the Dwight machine charge was run part of the time 
on one furnace and part of the time on the other, in order to make a fair 
comparison of the Dwight-Lloyd and H. & H. products regardless of 
local furnace conditions. In every instance except one, the Dwight-Lloyd 
product gave a more favorable showing than the H. & H. This exception 
is indicated in the wet lead in the slag on furnace No. 2, the result here 
being distorted by hang-over assays, after the H. & H. charge had been 
changed to furnace No. 1. Eliminating these hang-over assays, the slag 
wet lead on furnace No. 2 for the H. & H. charge becomes 1.37 per cent. 
and for the Dwight 1.29 per cent. 

It was found, in fact, that with furnace No. 2 doing poor work on the 
H. & H. charge it was possible to straighten out both the tonnage and 
assays by switching to the Dwight charge. In all cases we had good 
crucibles, bright tuyéres, and cool tops, but it was found necessary repeat- 
edly to take off considerable amounts of coke on the Dwight furnace, on 
account of persistent over-reduction. 

It was found in general that our mechanical feeding arrangements were 
more favorably adapted to the proper distribution of the Dwight machine 
product. As fast as they were indicated, however, changes were made 
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Huntington and Heberlein 
OS PE SP ese ete ee ee eee 


|Dec. 5 to 9,| Dec. 3, 4, a 
1912 1912 Ne 
PUTRACE ANOWSa, ste. < > 75 1 eee 1 oi 
CTC ORIG g COK CMe tg ere Mee ea ee erate 4 docs 13.75 12.50 13.39 
OMECCI rely © meme eter Srna fea ne, neice oe care. 10.9 9.8 10.6 
sR OUSaWiebrC hart Cerna tweeter ne Ae... oe pecs we. is 210 208 209 
Slag: ; | 
Ors Comb WANG ee Cote Amel Paine l x.Je%:c fs BO 4.9 5.0 
Oumncesisilyercn.§ compere ™ teu Cuore ace tat Ae ec | 0.29 | 0.26 0.28 
SIS ET ESA eee oe RN SS UN ee tr 1.99 1.47 1.84 
iRerycenteleadtonscharveirc... seen Seek Te I Beat 30.4 30.2 
OrECeI tb TOASU A eat oe eee tosh assed ie OS Ore 66.2 67.9 66.7 
Pemeent: sulphur oncharge sss... vases selene 4.2 4.2 4.2 
ibeicent anattetallt.¢ teu Ses. syle Ws ner sectine'< ee 88 16.8 17.9 
Matte: 
ne cl eames crea ct et ey Ot ane cba BS puancenyh ootmake 24.6 18.8 22.9 
OIA) 2 aces See ct laste yee ae eM cae 9.9 10.9 2 
Dwight and Lloyd 
Dec. 3, 4, | Dec. 5 to 9, yarns 
1912 1912 
HRCEEIT A COMIN O ee ee reste schoo chant ae ger a ees ah Sat 1 2 
IPOrICeIy MCOKG auc eWan cian. whi sk Bio eee ae eee 11.57 11.39 11252 
THe GSM, INGO eee en ee DR Recetas hoes 9.0 9.0 9.0 
fronsewetreharge.. 2...) cc... f-% et des fiir oe 216 224 218 
Slag: 2 
MB OTACe MiG ZATIC Me tea els huge set a7 AA olo we nee ateil 5.1 5.1 more 
@unicenesilvernpemrn eee s os cle nda dusee ates aseyerstontols 0.21 0.25 0.22 
VRIES TGA OIL & og alts}, cia, DROSRO ee Cree en een 0.72 1.48 0.94 
Perscembsl6Ad OD CHAT LE nae cacy. Ses 5 on ve pegeui ele 30.6 30.2 30.5 
IRerecentGerOasterremrictet wes ccs oh sissiccecewrtitn 88.8 87.6 88.4 
Per cent.'sulphur on charge... 0.26. .2...6.08.4.0- 3.7 3.8 3.7 
(Rerscentsamat besallleppep sscttey ae ssyhietn a aes «yore ae 15.4 15.9 15.6 
Matte 
VOgSYNG IS Enc 5 55 5 cB SS Gu On ees EUR ne 9.8 17.8 12.1 
(OTD [DCT tec en oc 26) ka) oto ven da sus sheel en 8.1 9.4 8.5 


in the distribution of both charges, and it was felt that each one of the 
changes made was in the nature of an improvement at the time. The 
test was too short, however, to permit these changes in feeding arrange- 
ment to proceed to a point at which the H. & H. product was distributed 
to absolutely the best advantage. In fact, had we been able to prolong the 


test, we could undoubtedly have made a more favorable showing for the 
VOL. XLIX.—32 
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H. & H. by further changes in feed-floor arrangement. It is true, how- 
ever, that the over-reduction on the Dwight furnace prevented the large 
tonnages that were clearly indicated for the Dwight charge under proper 
conditions. 

It should be noted that in these tests both charges involved larger 
percentages of roasted product than were used in the Murray trials—65.8 
and 88 per cent. against 37.5 and 60 per cent. 

In Mr. Norton’s recapitulation, five items are set down, two in 
favor of H. & H., two in favor of Dwight-Lloyd, and one with honors even. 
These same five items viewed in the light of East Helena operations com- 
pare as follows: 

1. Cost of Instal'ation. ee Rearilees of location, this is, of course, in 
favor of the Dwight-Lloyd apparatus. 

2. Cost of Roasting—During the year 1913, the Dwight-Lloyd plant 
at East Helena accomplished a sulphur elimination of from 10.9 to 4.6 
per cent., while the H. & H. converter pots during the same period reduced 
from 10 to 5.1 per cent. sulphur. In this narrow range of su'phurs is seen 
the deterrent effect of the heavy dense lead charge at East Helena on 
both methods of blast roasting. The roasted material at present turned 
out in the H. & H. department averages 38 per cent. lead, while the 
Dwight-Lloyd sinter carries 43 per cent. lead. The H. & H. process is 
also favored to the extent of receiving the coarser Coeur d’Aléne products, 
while the Dwight-Lloyd beds take care of the slimes and fine concentrates. 
The average figures for the 12 months of 1913 show a cost per unit of 
sulphur eliminated, the same within a fraction of a cent, for both 
processes. Three hundred tons per day are handled in the H. & H. plant 
and about 400 at the Dwight machines. 

3. Adaptability of Charge——As at Murray, we recognize a greater lee- 
way on the Dwight-Lloyd process in the physical and chemical variations 
possible in the charge. 

4, Metal Losses.—Repeated tests on East Helena flues indicate, as at 
Murray, that lead losses are practically the same on both processes. 

5. Physical Condition of Product—An abundance of experience and 
testimony concerning the important part in reduction played by ascending 
‘blast-furnace gases makes it seem entirely logical and proper to us at 
East Helena to attribute the beneficial effect of Dwight-Lloyd product on 
our smelting procedure to its peculiar cellular structure, allowing the 
reducing action of the gases to proceed over a maximum area of contact 
from the moment the charge begins its downward journey from the fur- 
nace top. 

The danger from the fustrig of such predigested material (either 
Dwight-Lloyd or H. & H.) at too low a temperature in the furnace, 
should be and is offset, at East Helena at least, by the faster descent of the 
charges containing these roasted products. Although 85 to 90 per cent. 
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of our smelting stock is made up of roasting product (50 per cent. Dwight- 
Lloyd, 35 per cent. H. & H.), hot tops are practically unknown. 

Recent years have found us gradually and steadily increasing the 
amount, and improving the character, of the roasted product on charge, 
at East Helena, and with each step in the process better blast-furnace 
results have been noted. In short, it is to the roasters and not the blast 
furnaces that we are inclined to give credit for accomplishing a notable 
improvement in lead-smelting speed and general metallurgy during the 
last few years all over the country, and the Dwight-Lloyd process has 
played such an important part in this at East Helena that we are glad to 
add our word to the approval expressed by Mr. Norton. In going a little 
further in our appreciation and acknowledging a distinct superiority of 
Dwight-Lloyd over H. & H. product, we fully realize that the handling of 
35 to 40 per cent. lead charges may present a rather extreme smelting 
procedure, and that these opinions as to the relative merits of Dwight- 
Lloyd and H. & H. roasted products may simply reflect local Montana 
conditions. 

A summary of Murray and East Helena experience with these two 
roasting processes would appear, then, as follows: 


_ Advantage in Favor of 
(at Murray) (at East Helena) 


WoOsLLOMINS Lalla tonne ae eee ere eer csinas cacti els ie D.-L. D.-L. 
CD SOLTOASHING « cuarse ssa. conden iat aye Lisette eeacalels Even 
Ca CADIUIGY, Of CHAT ZO re cnt. reetonira sepa ant D.-L. Dai. 
Motalslassesiacickeace nidolncs Gataetremia Mena vr Rha. Even Even 


Physical condition of product.................55 H. & H. D.-L. 
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Nodulizing Blast-Furnace Flue Dust 


BY LAWRENCE ADDICKS, DOUGLAS, ARIZ. 


(Salt Lake Meeting, August, 1914) 


Some three years ago the smelter connected with the Chrome, N. J., 
refinery of the United States Metals Refining Co. found itself embarrassed 
by constantly increasing piles of unsmelted blast-furnace flue dust. The 
charge was fine and 10 to 15 per cent. of it was blown over into the flue. 
Sulphur was at that time too scarce to make the sintering of the finer part 
of the charge attractive, and raw-ore smelting in a reverberatory with a 
partly oxidized charge was not to be thought of. 

A great many schemes were considered, including leaching, blowing 
into the converters, and briquetting, the problem finally narrowing down 
to blast roasting and nodulizing. It was found by experiment that 
blast roasting would not yield a satisfactory sinter without the addition 
of coke dust or sulphide fines to augment the fuel value of the flue dust, 
and on this account, together with the low first-cost of a kiln, the latter 
was decided upon. 

A couple of tons of flue dust were tried out in the experimental kiln 
in the laboratory at Yorktown, Va., of J. H. Payne, who acted as consulting 
engineer in this connection. This kiln was approximately 2 ft. in diame- 
ter and 20 ft. long and was fired with fuel oil. A run of several hours 
yielded excellent nodules. The kiln showed no tendency to build in and 
form ‘‘nose rings” and gave a fuel consumption of 50 gal. of oil per ton of 
flue dust. There was no indication of any stack loss. The roasting was 
strongly oxidizing. A study of what full-size kilns were doing on cement 
clinker and on nodulizing pyrites cinder indicated that a 60 by 6 ft. kiln 
would certainly not consume over half of the oil per ton of flue dust shown 
on the test and as fuel oil at that time was selling around 2 1/2 c. per gal- 
lon it was decided to let it go at that. 

A 60 by 6 ft. kiln was decided on, as that size is standard in cement prac- 
tice, although fast being replaced by much larger ones with their greater 
fuel economy, and as it fitted in the building space available. A 6-in. 
brick lining brought the net diameter down to 5 ft. The inclination 
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toward the discharge end was fixed at 5/8 in. to the foot and the revolu- 
tions per minute at 1 1/2. 

The results, while satisfactory, were quite different from those antici- 
pated. In the first place, the fuel consumption was far lower than had 
been expected. A granular sand can be made with perhaps 8 gal. per 
ton, a first-class smelting product with 12, and great chunks with 16. 
It appears, therefore, that such a test kiln as that used takes about four 
times the fuel that will be required on a 60-ft. installation, although this 
ratio might be changed for different materials with varying internal 
fuel values. 

In the matter of formation of nose rings, the test kiln was deceptive. 
There was a decided tendency to such formations and it took some time 
for the operators to acquire the necessary skill to control this. Steady 
conditions of flame are very necessary. If the kiln is overheated semi- 
molten material forms on the walls and a subsequent over-chilling will 
plaster the sand on very rapidly. A number of devices were tried to meet 
this difficulty, but finally it was found that reasonable skill and care on 
the part of the attendant and an occasional shutdown of a few hours to 
remove any obstinate obstruction were the best remedies. A patented 
scheme using a hollow drill, delivering compressed air or water, gave indif- 
ferent results, although it seems to have given satisfaction in pyrites- 
cinder work. Next the accretions were allowed to grow in such a way 
that they collapsed by their own weight. This, however, took about as 
much skill as avoiding their formation and, further, greatly diminished 
the capacity of the kiln. When perfectly clean 75 tons of flue dust can 
readily be nodulized in 24 hr., while a choked-up barrel will deliver less 
than half of this quantity. There is no difficulty in regular work in 

delivering 50 tons a day, including all delays, and a few hours’ work for 
two or three men once in two weeks will handle the accretions. Another 
experiment that was tried was the use of a boring bar every hour or so 
while the kiln was in operation, but here again, while the scheme worked 
fairly well, the cure was worse than the disease. The flame had to be 
temporarily cut off and the loss of heat resulted in bad product for some 
minutes after each attack. Finally it was found that spraying with a hose 
would cause disintegration of these lumps. The nose rings, however, 
proved to be more of an annoyance than a serious difficulty and caused 
but little increase in the operating costs. 
; The normal operating condition of the kiln is to have the 40 ft. next 
the flue acting simply as a preheater, without any real nodulizing action. 
The material then begins to stick and ride around, which is the first step 
toward the formation of nodules. The actual nodulizing should be 
completed in the next 15 ft., leaving the last 5 ft. for hardening the nodyles 
in the cooler zone back of the flame. This is to keep the nodules from 
sticking together in a semi-fused mass when they drop into the receiv- 
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ing car. The nose rings will be confined to the 15-ft. nodulizing zone, 
where they are readily accessible from the front end when the fire hood is 
rolled out. 

It was expected that delivering red-hot nodules to the blast-furnace 
would result in quite a saving, but it was found that they smelted so fast 
that they tended to run away from the rest of the charge and cause uneven 
operation; much better results were obtained by feeding them cold. 
This would probably not be true in the case of nodulized ores, where the 
product would not be self-fluxing. 

No trouble was experienced from flue dust blowing out of the kiln. In 
dry process cement work, where 95 per cent. of the material fed will pass 
a 100-mesh screen, but 3 per cent. flue dust is made. In the case of our 
flue dust fed, about 25 per cent. would pass 100 mesh. 

Shortly after the kiln was installed the fuel-oil market ran away, the 
top prices reaching nearly 6c. a gallon; consequently some experiments 
with coal firing were tried. A large fire box was built, along the lines of 
those used in reverberatory work, operating largely as a gas producer, and 
equipped with forced draft. This was an absolute failure, due to the 
impossibility of keeping an even temperature at the mouth of the kiln. 
Every time fresh coal was fired the nodules would dwindle down to sand. 
It is obvious that the same objection would apply to any gas-producer 
plant not of sufficient size to give a uniform quality of gas. The great 
majority of rotary kilns are fired with pulverized coal. This requires a 
fire-box temperature sufficiently high to get satisfactory ignition, and as 
this flue-dust nodulizing is distinctly low-temperature work it was ques- 
tionable whether the considerable investment in coal drying and pulveriz- 
ing would have been justified. Fuel oil is the ideal fuel for such work 
wherever its cost will allow it to be considered at all. 

While the oxidizing action of the small test kiln was very marked, the 
sulphur being almost totally removed, it was much less so in the larger 
kiln. Rough grab samples of the entering flue dust and the nodules 
produced showed the following analysis, which may be taken as repre- 
sentative: 


Flue Dust Nodules 


AU ourices! peri toni! .iijnuamiae seme als ee mere 0.12 0.10 
PAR sO GES UD OR GOD 4 chs tania serail At eee at me 11.30 10.90 
OE IR OMEN cd ne ys. sos. « eescanthe Bieceid Oee S Re 12.00 13.02 
HEC) SETRCOML sh vin... ae staat errata ae ee odes 31.33 36.93 
Tnsolublepericent.< \.:2. et cae mater ee 22.10 26.50 
SiOVAPericenltnay.o. ws cee ee eee 18.19 20.80 
CAO smori cen Guay... : ./x..rts ian ieee Rees 0.48 0.54 
AN; EOI todas oh «se, « w: «init Stes oan tee 1.97 1.88 
57 DEr CON U tarde tusy. «ic abu Neues ar eae ee 11.86 4.95 


It will be noted that but little over half of the sulphur has been removed. 
There is also some loss in silver indicated, but the sampling is too rough 
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to permit drawing any conclusion. No special attention was paid to silver 
losses, as the material treated was all low grade, but rich fines would 
doubtless show a heavy loss, judging from the results obtained on the old - 
Brickner roaster in the early days. 4 

Physically the nodules are an ideal blast-furnace product. A screening 
test when making quite small nodules gave the following results: 


Between Per cent. 
Se te FAG 9 TSG Ae i a 54.21 
HV Amandla MlOuiitet ie Peet eee Gee vine deceit tele ees 23.16 
DS LGraN dolly Onis ae ee eee ee AK as eh Roe ees ule em 20.60 
ja Grand eZOmmeshmee sae Merete ineiins ek Sethe Moke es Os 1.10 


PAURGH ACOLSS US raves anys n eS on Pe Sareea pees ee ee 0 
SH Oc avy IRAN BUA waste] Cen BA pe Aceh Se anh nn on be ae On gre 0 
AOSAN CH GOUIRCSN Ee preter, WEEE Ene Me a i ee ee oh ee ogc 0.12 
0 
0) 


100.00 


While nodulizing is comparable with blast roasting, the two processes 
have different limitations, much as in the case of a comparison between 
blast furnace and reverberatory smelting. Sintering requires a properly 
balanced internal fuel supply, while nodulizing is entirely independent of 
this. To properly nodulize, a material must have a sufficient interval 
between the temperature of becoming sticky (incipient fusion) and that of 
actual melting to give a practical range of operating flame temperatures. 
As a nodule is formed from individual grains stuck together, every piece 
has a solid structure and there are no defective ones full of unsmelted 
material. I believe the kiln is deserving of a somewhat wider application 
in the metallurgical field than it has as yet obtained, but the extent of this 
expansion can only be determined by experiment. While these notes 
cover but a single material, blast-furnace flue dust, and that from but a 
single plant, yet this material is much more like ore than pyrites cinder 
and other refractory products. It would be advisable to use a kiln 7 or 8 
ft. in diameter to lessen the nose-ring difficulty, and this is in line with 
the experience in other classes of work. As to length of kiln for low-tem- 
perature work, 60 ft. is probably long enough; for refractory materials 
calling for a greater unit fuel consumption longer kilns will pay in fuel 
saving. 

As far as operating cost goes, the crux of the whole matter lies in the 
cost of fuel. A single operator can attend to the firing of several kilns; 
and the repairs should be very small, as the machinery is very simple, 
thoroughly standardized, and not exposed to the heat. 
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DiscussION 


James H. Payne, Baltimore, Md. (communication to the Secretary*). 
—Mr. Addicks’s account of the behavior of the nodulizer at Chrome on 
blast-furnace flue dust leads me to outline what has been done so far upon 
the application of the same apparatus to fine sulphide concentrates. 

As Mr. Addicks states in his paper, the conditions prevailing in the 
test kiln at Yorktown in the demonstration I made for him upon Chrome 
material were strongly oxidizing; so much so that the sulphur was roasted 
down to less than 1 per cent. It is therefore to be expected that the first 
test made upon sulphide ore a short time after this, in which Ducktown 
green ore fines were used, did not show very promising results. Although 
the Ducktown ore contained only 13.52 per cent. of sulphur its gangue 
was quite fusible, and the intense heat generated by the oxidation of the 
extremely fine sulphide particles slagged the mass, bringing about a 
condition approximating that of a Briickner roaster in distress. - 

During the spring and summer of 1912, the writer kept working upon 
different schemes to cut down this slagging. Two successful methods 
were finally worked out embodying opposite principles, one promoting 
oxidation of the finer particles and the other retarding their oxidation. 

In the early part of the present year the writer succeeded in interest- 
ing the Braden Copper Co. in nodulizing, with the result that an extensive 
series of tests were made at Yorktown upon oil-floated concentrates 
covering quite a wide range in analysis. These tests led to trials in the 
Chrome rotary, on the part of the U. 8. Metals Refining Co., of Minerals 
Separation concentrates which they had in stock, and later to test runs 
to check up the Yorktown runs on Braden concentrates. The large- 
scale tests checked up with the Yorktown tests in every way (except 
fuel consumption, which was, however, correctly predicted), and led to 
the Braden company’s decision to adopt the process at Braden. 

The fuel consumption upon oil-floated concentrates is not over 6 gal. 
per ton and in many cases is less. The action in the furnace is independ- 
ent of the sulphur content, and there is actually less tendency to form 
nose rings in the Chrome rotary than upon flue dust. It is believed that 
the improvements entering into the design of the Braden kilns will cut 
down the nose-ring trouble to where it will no longer be a drawback to 
the process. 

The flue dust produced by the kiln itself is practically nil, although 
some of the material treated has been as fine as 82 per cent. through 100 
mesh. ‘This is unbelievable to metallurgists familiar with the old Briick- 
ner roaster; but the conditions are entirely different. The material is 
fed wet and what dust there is precipitates in the atmosphere of steam 
at the exit end. The material, furthermore, is constantly moving down- 
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ward to the hot end and is in a dry, dusty state but a short time, soon 
changing to a densified condition which is no longer dust. 

The amount of sulphur in the nodules is under perfect control. It 
can be as high as 15 per cent. or as low as 5 per cent., as may be desired. 
The upper limit for good working seems to be about 15 per cent., as the 
nodules are very sticky with higher sulphur content. A product running 
13 to 15 per cent. sulphur has been readily obtained on all oil-floated 

concentrates so far tried, where the object was to retain all sulphur pos- 
sible. This makes pyritic blast-furnace smelting of sulphide concentrates 
possible. 

The size and character of the product has varied with the different 
concentrates tested so far, and also with the sulphur content sought for. 
When high sulphur is desired in the product the nodules run smaller than 
the flue-dust nodules as produced at Chrome. They are, however, en- 
tirely free from material that would blow out of a blast furnace. A 
number of samples tested show from 42 to 45 per cent. of voids. 

Nodulizing of sulphide concentrates, particularly oil-floated concen- 
trates, opens up a new field, because it makes pyritic smelting of such 
material possible. Further, the operation appears to be such a cheap 
one that it may compete with roasting in multiple-hearth furnaces in 
reverberatory practice. If so, it would be far preferable to roasting in 
the case of the exceedingly fine oil-floated concentrates, because of the 
large amount of dust that the roasters must necessarily produce on this 
material. 


R. M. Draper, Chrome, N. J.—The kiln will treat El Cobre flotation 
concentrates very successfully. There does not seem to be much of a 
tendency to form ring accretions, and those that form are nearer the dis- 
charge end of the kiln, where they may be removed much more readily. 
The temperature of the kiln is much lower for concentrates than for flue 
dust and the oil consumption much less. Our consumption of oil was 
about 6 to 7 gal. per ton of concentrates. 

The nodules were very satisfactory from a blast-furnace point of 
view when charged into the furnace cold. We did have considerable 
trouble with crusts on the furnace if we put in too much of the hot nodules, 
due probably to the fact that they were near the smelting point when - 
charged into the furnace and naturally smelted much higher up in the 
furnace. I think we would have had this difficulty with any hot material 
that was charged. In fact, we found the same tendency to crust when 
we tried the experiment of charging hot converter slag into the furnace 
several years ago. 

The concentrate feed averaged about 30 per cent. sulphur, and several 
samples of nodules taken at various times showed an average of 14 per 
cent. sulphur. One sample of nodules chilled immediately in water 
showed a sulphur assay of 20 per cent. 
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There is no difficulty in averaging 60 tons of concentrates per day, 4 
and I believe that with a proper feeding device this tonnage could be 
increased to 75 tons per day. 

There is no question that the greater the tonnage the less consumption 


of oil per ton. 
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Screen Test on Nodules from El Cobre Concentrates 
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Smelting Lead Ores in the Blast Furnace 


BY IRVING A. PALMER, EASTON, PA. 
(Salt Lake Meeting, August, 1914) 


Dourineé the past 15 years in this country there have been few additions 
to the literature of lead smelting. After the consolidation of the principal 
smelting companies at the beginning of this period it became the policy 
of the larger company not to permit the publication of details in regard 
to many of its metallurgical processes. This led to similar action on the 
part of some of its competitors. The result, of course, was a decided 
decrease in the number of papers written upon the practical side of the 
subject. Even upon the theoretical side the contributions have been 
few. It would seem that the industry as a whole has suffered from this 
general unwillingness to exchange information. While it is true that a 
given company is entitled to the reward that may come from its own 
development of a new process, it is also true that a still greater reward 
might be the result of a free exchange of ideas with other plants. This 
principle has been recognized for a long time in other metallurgical in- 
dustries, notably those engaged in the smelting of iron and the manufacture 
of steel. It is pleasing to note that the leading lead-smelting company 
has very recently decided to modify its policy of secrecy, and to permit 
the publication of papers covering some details of its metallurgical 
methods. : 

The statement has been made that there has been but little progress 
in lead smelting during the period just referred to. This impression is due 
in part, no doubt, to the scarcity of papers written on the subject. There 
has been, it is true, some discussion of the new sintering processes, but 
with little reference to detail, and to the effect that blast roasting has had 
upon the industry asa whole. In spite of the prevailing belief, it may be 
said that lead smelting, in common with other metallurgical industries, 
has made steady and substantial progress. 

It is the purpose of the present paper to discuss briefly some features 
of the industry as it is now conducted, with special reference to the 
blast-furnace practice in the larger silver-lead smelting plants of the 
United States and Mexico. 
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It is generally conceded that the greatest advance made in lead smelt- 
ing in recent years has been effected by the introduction of the various 
sinter-roasting processes. The past decade has witnessed the practical 
abandonment of hand roasting, and of mechanical roasting in which the 
product is not eventually sintered. As will be shown later, this im- 
provement has greatly increased the efficiency of the blast furnace, both 
as regards tonnage and as to the character of the work done. 

Second in importance has been the general adoption of mechanical 
methods in the handling of materials. The labor problem has always been 
a serious one in theindustry. Owing tothe comparatively small tonnages, 
the great variety of ores, the necessity of careful bedding and mixing, 
and the delicacy of the various metallurgical processes, it has never been 
possible to do away with hand labor to the extent that it has been ac- 
complished in iron and copper smelting. But a great deal has been done 
in this direction, and further improvements are being considered. 

The agitation in many localities against smelter smoke, as well as a 
more careful study of fume losses, has led to the construction of bag 
houses at a number of smelting and refining plants. These bag houses 
have not only effected a saving of values, but have thrown considerable 
light upon the whole subject of metal losses. They have added new 
problems as well, because of the large amount of volatile by-products 
collected by them. 

There has been, also, an increase in the size of the blast furnaces 
and of other equipment employed in lead smelting. The increase has been 
moderate, however, and there have been no radical changes, either in size 
or in general arrangement. In this connection it may be said that the 
opportunities for experimenting along these lines by the average metal- 
lurgist are limited. Most companies are unwilling to stand the expense 
of conducting experiments on a large scale. Even when the money is 
forthcoming the difficulties in the way of testing properly a large blast 
furnace, for example, are great. It has been the general practice to in- 
crease the size of blast furnaces at new plants, or at plants that are being 
rebuilt, and in these cases the other equipment can be constructed to 
conform. 

Let us now consider some of the details of present-day practice: 

The blast furnace is the central feature of a smelting plant. The 
buildings and equipment should be constructed with the idea of serving 
the blast furnaces economically and efficiently. That this is not the case 
in some plants is a well-known fact, and is partly responsible for the 
reputation for conservatism which the industry has. 

As intimated above, there has not been much change in the construc- 
tion of the lead blast furnace in recent years. At the present time the 
maximum length of the furnaces that are used in this country is 200 in. 
at the tuyére level, and the maximum width, 48 in. At most of the large 
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smelting plants the length varies from 136 to 160 in., and the width, 
from 42 t046in. Soextreme a width as62in., asin some foreign countries, 
has not found favor in the United States. A width of less than 48 in. is 
preferred by some because of their belief that hotter slags are thus produced. 

The angle of the bosh has been the subject of considerable contro- 
versy, as well as of experimenting. With the furnace charge constituted 
as at present at most plants, the weight of experience is decidedly in 
favor of a moderate bosh. At a plant with which the writer is familiar 
the furnaces were built with a 20° bosh, so that the width at the top of 
the 6-ft. jackets was 84 in., or 36 in. greater than at the tuyére level. 
Whenever a furnace was blown in, and for some time thereafter, it was 
noticed that there was a tendency for the charge to hang at the bosh, 
and to descend irregularly. The assays of the slags and mattes were 
usually higher than those of the furnaces longer in blast. After a week 
or two the furnace work would begin to improve, and later would become 
normal. On blowing out a furnace, after a campaign, it was almost 
invariably observed that the space on each side of the furnace above 
the bosh had been filled in with partly-fused charge, changing the 
furnace lines so as to form a gently flaring shaft 60 in. wide at the top 
of the jacket, or with a flare of about 1 in. to the foot on each side. The 
furnace had thus accommodated itself to the descending charge, and, 
as stated, better work was done as a consequence. The extra width of 
the furnace above the bosh was not only useless, but detrimental. With 
the furnace charges as they are now prepared there is but little contrac- 
tion in volume as they descend in the shaft until the fusion zone is 
reached. There is also a much more rapid movement of the charge. 
In addition, the narrower shaft insures a better distribution of the 
ingredients of the charge, and as a rule produces hotter slags. 

The tuyéres are usually spaced 16 in. apart from center to center 
and have openings varying from 2} to 4 in. in diameter. On this point 
of tuyére area there-is considerable difference: of opinion. With coarse 
charges, wide furnaces, and the comparatively low blast pressures 
now used, there is a tendency to employ a smaller tuyére opening, in order 
to give a better penetration to the blast. With a tight charge and high 
blast pressure the question of tuyére area is not so important. 

The proper height of the charge column is a matter that depends very 
largely upon the physical character of the materials of which it is com- 
posed. There has been a reaction from the low column formerly used, 
because of the flue-dust and fume losses, and of the excessive speed, which 
often results in foul slags and mattes. On the other hand, a very high 
column has been found to decrease the furnace speed and to increase the 
tendency for the fire to creep up in the shaft. In the large furnaces now 
in use the charge is usually maintained at a height of from 15 to 18 ft. 
The water jackets are now commonly made of soft steel. While 
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their cost is greater than that of cast-iron jackets, they last longer and 
can be easily repaired when damaged. To avoid burning, caused by the 
accumulation of mud and scale in the bottom of the jackets, they are 
washed out at regular intervals. In a late improvement the bottom of 
the jacket, instead of being horizontal, is inclined at an angle toward 
the outside of the furnace, thus throwing the scale and mud away from 
the fire sheet. Burned jackets are often the result of irregularities in the 
furnace work. 

At the larger plants hand feeding of the furnaces has been generally 
superseded by mechanical feeding; that is, the charge is dropped from 
a car which is run over the furnace top. The car discharges either 
from the center or from each side. In either case the furnace is provided 
with what are known as “spreaders.”’ These spreaders serve to throw 
the charge toward the sides of the furnace, thus distributing a large 
proportion of the fine ore along the sides, while the coarser parts. of the 
charge roll toward the middle line of the furnace. The natural tendency 
of the blast being to follow the sides of the shaft, it is counteracted in this 
way. There are few things in lead smelting that have given the metal- 
lurgist more concern than this point of securing a proper distribution of 
the charge in the furnace. It is difficult to secure the right adjustment. 
Often it can be obtained only after repeated trials. To get the best 
results there must be taken into consideration the character of the charge, 
the size and shape of the furnace, the height of the charge column, and 
the construction of the car. It is one of the proofs of the sensitive nature 
of lead smelting that a slight modification of the spreading devices often 
affects profoundly the tonnage and efficiency of the furnace. Improper 
feeding often neutralizes the effect of good work in all the other de- 
partments of the plant. 

The preparation of the furnace chargé is an important feature in the 
operation of.a lead-smelting plant. Every lead metallurgist knows that 
the efficiency of the blast furnace is very largely dependent upon the 
physical character of the charge. It is a difficult problem to prepare a 
charge that will smelt rapidly and also produce clean slags and mattes, 
and that is why it is so difficult to introduce satisfactory methods for 
the mechanical handling of ores and by-products. It is this that makes 
lead smelting so widely different from iron and copper smelting. 

The elimination of the greater portion of the fines from the furnace 
charge has long been considered one of the essentials of good work. In 
order to avoid the evil effects of a tight charge it was formerly the custom 
at some plants to screen the oxidized ores, and then briquette the fines with 
flue dust, slimes, concentrates, and fine roasted ore from the mechanical 
roasters. The product of the hand roasters ordinarily was not briquetted. 
But briquetting is an expensive process, and the briquettes made were 
often so friable that they fell to powder in the upper part of the blast 
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furnace. However, something had to be done with the excessive amount 

of fine material that had to be smelted, and briquetting was considered ~ 
a necessary evil. The practice undoubtedly increased the furnace speed 
and efficiency, but it was often carried to excess. 

As noted at the beginning of this paper, probably the greatest ad- 
vance made in lead smelting in recent years has been the general in- 
troduction of blast-roasting processes, such as the Huntington-Heberlein 
and the Dwight-Lloyd. In these processes roasting and sintering are 
accomplished in one operation, giving a product that greatly increases 
the capacity and efficiency of the blast furnace in which it is smelted. 
Sintering pots and machines have largely replaced the old-fashioned ' 
Toasters and the briquetting presses. The common practice is to sinter 
a mixture consisting of oxidized fines, siliceous sulphides, concentrates, 
slimes, and pre-roasted high-sulphur ores. Almost any fine ore can be 
used, provided the sulphur of the entire mixture does not exceed or fall 
below a certain figure, which usually varies from 12 to 14 per cent. 
Ordinarily only high-sulphur ores and lead mattes are subjected to a pre- 
roasting. In the latest practice this is done in Wedge mechanical roasters, 
in which a large tonnage can be roasted to almost any desired degree of 
oxidation, using practically no fuel. The sintering processes enable the 
lead metallurgist to handle cheaply and satisfactorily nearly all the classes 
of fine material with which he has to deal, except flue dust. This latter 
product usually interferes with the sintering process, and, in the opinion of 
the writer, should be briquetted. If a smelting plant be properly con- 
ducted the amount of flue dust made will be small. By using a mixture 
of roaster and blast-furnace flue dust usually a self-binding material can 
be obtained. It is also sometimes advisable to briquette high-grade 
concentrates, rather than to subject them to the sintering process. It is 
hardly necessary to condemn the practice of simply wetting flue dust and 
then charging it into the blast furnace. Yet this was done only a few 
years ago at a large plant in Mexico. 

The advantages of the sintered ore as a material for the blast fur- 
naces are to be found in its coarseness, its porosity, and in its similarity 
in composition to the general average of.the charge. The latter is an 
important point. It is often held that the detrimental effects of fines 
on the charge are largely mechanical, sueh as decreasing the furnace 
speed, increasing the amount of flue dust made, and causing the formation 
of accretions and blowholes. Asa matter of fact, one of the most seri- 
ous objections to fines is that they cause irregularities in the forma- 
tion of the slag and matte. The fines of a charge naturally precede 
the coarse material in getting to the lower part of the furnace. This 
is due both to the natural fall through the openings in the charge and 
to the jigging effect of the blast. This jigging action is sometimes 
considerable. When the first furnace of one of the Mexican smelting 
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plants was blown in a few years ago the blast was supplied by a blower 
displacing 300 cu. ft. of air per revolution. Owing to the size of the 
blower it was run much below its normal speed, causing the blast to be 
delivered in slow pulsations. The furnace charge descended so ir- 
regularly that a satisfactory slag could not be made, and the metal 
losses were high. When more furnaces were blown in and the speed of the 
blower increased the furnace work rapidly improved. 

The metallurgist computes the slag and matte composition from an 
analysis of the entire charge. In order that the slag and matte may be 
formed quickly and uniformly it is necessary that all of the constituents 
- of the charge should be well mixed and arrive at the fusion zone of the 
furnace at approximately the same time. If they do not arrive at the 
same time it is evident that at any given moment the amount of some 
ingredient of the slag and matte to be produced will be either too great 
or too small. As nearly as possible all of the reactions involved in the slag 
and matte formation should take place simultaneously. The heat due to 
these reactions is thus evolved in the shortest possible time. Irregularities 
are almost sure to occur when the fines of the charge differ greatly in 
composition from the rest of the mixture, as in the case of lead carbonates 
and sulphides, raw iron sulphides, and limonite ores used as flux. Finely 
divided lead ore is particularly bad; much of it is imperfectly reduced and 
thus goes in part into the matte and slag. On the other hand, a portion 
of the lead carbonate fines is reduced too soon, and the upward rush of the 
blast carries small particles of metal to the upper part of the furnace, 
when they again combine with oxygen or sulphur, forming accretions, or 
going into the dust chamber. Shaft accretions always contain a large 
proportion of lead sulphide, even though the charge be almost free from 
galena. Ifthe fines consist largely of lead and zine sulphides the reduc- 
_ tion is unsatisfactory. Zine sulphide is considered to be about the worst 
mineral with which the lead metallurgist has to deal. It is the only 
sulphide, ordinarily met with, that does not alloy in all proportions with 
the other sulphides found in lead mattes. When present in considerable 
quantity it floats on top of the matte, forming a pasty scum and prevent- 
ing a good separation of the matte and slag. Poor roasting is almost in- 
variably followed by poor workin the blast furnace. Insufficiently roasted 
ore usually contains an undue proportion of lead and zine sulphides, owing 
to the fact that, in any roasting process, these two sulphides are the last 
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to be oxidized. The writer is familiar with a case where a pyrite con- ~ 


centrate containing a large percentage of zinc was subjected to a pre- 
liminary roasting in a Wedge furnace sufficient to oxidize nearly all of the 
iron. An analysis of the product showed that over 90 per cent. of the 
zine contents remained as sulphide. Tests have shown that even in well- 


roasted Dwight-Lloyd sinter, low in zine, nearly half of the zinc is present. . 


as sulphide. Asthe fines produced in the sintering processes contain most 
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of the unaltered sulphides, it can be seen’ how important it is to keep 
them as low as possible. 

The reduction of lead and silver from sulphides is effected mainly 
by metallic iron and by the well-known reactions between oxides and sul- 
phides, and between sulphides and sulphates. The direct reducing ac- 
tion of the coke is small, except in the case of carbonates. It is evident, 
therefore, that to obtain the best reducing action the lead and silver 
bearing portion of the charge must be in close proximity to all of the 
other principal ingredients. At one of the Mexican smelting plants some 
years ago the furnace charges were made up largely of coarse siliceous 
ores, coarse lime rock and limy ores, and iron-lead carbonates containing 
a large percentage of fines. Blast-furnace flue dust, raw lead concen- 
trates, and pyrite ores were frequently added. The smelter had no 
“sintering plant and no briquetting press. The charge as a whole was 
very open, as was indicated by the low blast pressure for a given volume 
of air. Yet the tonnage smelted was low and the lead losses high. The 
furnaces ran irregularly and there were continual crucible troubles. The 
fines of the lead and iron ore, the concentrates and the flue dust, sifting 
down through the charge, were the first to reach the fusion zone, thus 
destroying the adjustment of conditions necessary to good work. It was 
found that by crushing the lime ores and adding siliceous fines. to the 
charge a material improvement in the results could be effected. In 
Pueblo, Colo., atone time it was a common occurrence for finely divided 
Cripple Creek ore to pass unfused into the slag. The fines were refractory 
and fed in large quantities. The furnace tonnage was low. It should 
be stated that careful assays showed that the gold tellurides had been 
thoroughly leached out of the unsmelted ore. 

The best illustration of the disadvantage of using fines } is to be found 
in the present practice in matte concentration. Formerly it was the 
custom at all plants to calcine the first matte in hand roasters. The 
product was rather fine, although pretty free from dust. The charge for 
concentrating this,to a high-grade matte was prepared by mixing the 
roasted matte with coarse siliceous ore and coarse lime rock. Chemically 
considered, the charge could not have been better, yet the furnace work 
was poor. The tonnage was usually low, and the mattes and slags 
high in lead. There was a considerable reduction of metallic copper, 
with resulting crucible troubles. Often no attempt was made to keep 
the lead-well open, and the lead was run out with the slag and matte. 

Sometimes the anomaly would be presented of a considerable formation 

, of speiss, in spite of poor reduction, as indicated by the assays of the slag 

and matte. ‘The fine roasted matte descended irregularly through the 

charge and was partly reduced before it could react properly with the 

silica and lime rock. The present practice in matte concentration at the 

more advanced smelters is to preroast the matte and then sinter it with 
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siliceous fines. This gives a coarse, fairly neutral product which, with 
the lime rock and siliceous ore, descends uniformly in the furnace and 
causes no segregation at the fusion zone. The result is that the speed and 
reduction of the matte-concentration furnaces are often better than is the 
case with the furnaces smelting ore. Using sintered matte the writer 
has seen concentration furnaces run steadily month after month, produc- 
ing clean mattes and slags, making but little speiss and metallic copper, 
and showing no crucible troubles. 

There must be a certain amount of fine material on the charge, as other- 
wise the charge will be so open as to cause too rapid smelting and insufhi- 
cient reduction. The fines should be of the same general composition 
as the rest of the charge. Segregation of coarse and fine material would 
not then result in irregularity. Sufficient fines for this purpose are usually 
obtained in connection with the various sintering processes. 

The larger pieces of the different ingredients of the charge should be 
crushed to a fairly uniform size. Oxidized ores are now ordinarily 
sampled mechanically, which necessitates previous crushing. Lime rock, 
sintered ore, and return slag are often fed in larger sizes, but better results 
are secured by moderate crushing. 

It is also now recognized that thorough mixing of the charge is con- 
ducive to the best furnace work. In the old days stress was sometimes 
placed upon the necessity of feeding the ore, flux, fuel, and slag in layers. 
With the mechanical feeding now in general use such a practice would 
be impossible, even were it desirable. The better the mixing the more 
rapid and efficient will be the smelting. This principle has never been 
questioned in making a crucible fusion in the assay furnace, and the 
blast furnace is simply a crucible on a large scale. The reactions taking 
place in it are practically the same as those occurring in the crucible. 
In the blast furnace we attempt to correct the disturbing effect of the 
moving charge column and the upward rush of the blast by adopting the 
methods of preparation which have been described. 

The use of sintered ore in the lead blast furnace has proved so success- 
ful that at least one plant, that of the International Smelting & Refining 
Co., at Tooele, Utah, has adopted the plan of sintering a large proportion 
of the total blast-furnace charge. The tonnage of the blast furnaces 
is high, but little information as to the metal recoveries has been pub- 
lished. Dwight-Lloyd sintering machines are used. These machines un- 
doubtedly represent the most advanced type of sintering apparatus. It 
has been urged against them that they are extremely sensitive. That is 
true; but it is also true of the blast furnace. In both cases the work is 
continuous and there must be a constant adjustment of the conditions 


necessary to good results. In the sintering process the sulphur must be’ 


maintained within rather narrow limits. In addition, the crushing, mix- 
ing, moistening, and feeding of the charge demand closeattention. The 
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working out of the mechanical details in connection with the process has 
been a difficult problem, and no doubt further improvements will be 
made. Most of the inferior results ascribed to the Dwight-Lloyd process 
can be attributed to defective supervision and to irregularities in the 
feed. To offset the troubles caused by frozen ore and concentrates 
various methods for thawing have been devised. In severe climates 
this becomes quite a problem, and much remains to be done before 
it is satisfactorily worked out. 

The chemical composition of the slags produced has always been an 
important point in lead smelting. In recent years, however, the views 
of metallurgists in general upon the subject have been considerably modi- 
fied. Experience has shown that many of the irregularities in furnace 
work, formerly thought to be due to the composition of the slag, are the 
results of other causes. Laboratory experiments have thrown some light 
upon the constitution of lead slags. It is now known that these slags, 
instead of being definite chemical compounds, are in reality mixtures 
of a number of compounds and oxides, probably existing in a different 
state of combination while in the molten condition than when solidified. 
These compounds can exist in a great variety of proportions without 
materially changing the fusibility or fluidity of the slag. It is recognized, 
also, that certain oxides, such as those of aluminum and zinc, may not be 
combined with silica at all, but may be in igneous solution in the slag. 

The physical properties of the slag are dependent upon the number 
and kind of its various components, but, within reasonable limits, there 
is not so much variation as was formerly sepposed. The present-day 
practice is to place more emphasis upon the questions of ‘temperature 
and fluidity. No slag, no matter what its composition, will work well 
if it does not flow freely from the furnace and does not remain liquid 
long enough to permit of a good separation of the slag and matte. In 
many cases this is simply a question of heat. With the larger furnaces 
and the improved methods of preparing the charge now in use hotter 
slags are produced. This has led to the employment of slags formerly 
considered to be too refractory for lead-furnace work. The slags still 
conform generally to the singulo-silicate type, but often there is a con- 
siderable proportion of bisilicate. In selecting the proper slag the metal- 
lurgist is guided very largely by commercial reasons. In some localities, 
for instance, where there is a surplus of siliceous ores, he will make a slag 
high in silica, so as to smelt more of the ore which is most abundant. So 
also he will generally use as much lime as possible, because it is a cheaper 
flux than iron. In this connection it may be said that high-lime slags 
are more in use than they were in times past. The higher temperatures 
employed and the lower zine contents of the present-day charges have 

‘made this possible. Of course it is generally held, also, that high- 
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lime slags are beneficial metallurgically. The old idea that lime and 
iron oxide should exist in the slag in certain definite molecular proportions 
has been discarded by most metallurgists. This so-called “type theory” 
was supported for a long time, and was considered by some to be extremely 
essential. Theory and practice have combined, however, to indicate 
that the things to be considered in adding lime to a charge are the question 
of cost, and the percentages of silica, alumina, zinc, and magnesia present, 
rather than the ratio of the lime to the iron. Ordinarily all the lime pos- 
sible that will still permit the slag to flow readily will be used. 

Lead slags are now regularly made carrying from 35 to 37 per cent. of 
silica and from 24 to 26 per cent. of lime, including magnesia and barium 
oxide figured as lime. In these slags the zinc and alumina are generally 
low. High-silica slags are usually considered as being liable to contain a 
rather high percentage of lead. To some extent this is true, but such a 
slag runs well, chills slowly and keeps the furnace in good condition. It 
is conducive to long campaigns. Furnace accretions are always basic, 
and high-silica charges discourage their formation. 

A discussion of slag composition naturally leads to a consideration 
of the subject of metal losses. With the introduction of bag houses, 
better methods of sampling, and the general use of the wet assay for lead, 
a much closer check can now be made upon the efficiency of a smelting 
plant. These refinements have shown that in most cases the metal losses 
are greater than they were formerly supposed to be. They have led the 
metallurgist, also, to modify his views somewhat as to what constitutes 
a good, economical slag. Twenty years ago it was usually the aim of the 
léad metallurgists to produce slags and mattes containing the lowest 
possible percentages of the valuable metals. Comparatively little atten- 
tion was paid to any other feature. The evils of over-reduction were 
recognized by some, but not very clearly. The character of the work done 
was judged mainly by the slag and matte assays. About ten years ago a 
large smelting plant in Colorado was noted for the extremely clean slags 
which it was producing. The average wet lead content of the waste slag 
for one year was 0.67 per cent. The mattes also were very low in lead. 
The metallurgist congratulated himself upon the figures. There was no 
bag house, but careful determinations of the lead smelted and recovered for 
the period showed that the lead losses really were very high. This was 
confirmed later by analyses of the flue gases. The furnace tonnage was 
low. At another plant, operating upon the same class of ores, the speed 
of the furnaces was greatly increased by screening most of the oxidized 
ores and briquetting the fines. The slags and mattes were unusually 
clean. A low-silica slag was made, and a considerable production of 


speiss showed a condition of very strong reduction all the time. Yet the ’ 


lead losses were extremely high, as shown by the balance sheets at the end 
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ofeach month. The work not improving, experiments were begun for the 
purpose of determining the flue-dust and volatilization losses. The 
dust at the foot of the blast-furnace stack was found to contain 60 per 
cent. of lead, and analyses of the gases passing out of the stack showed 
where the lead was going. The furnaces were low and a high blast 
pressure was maintained to force the tonnage. Some improvement. was 
effected by lowering the blast pressure and tightening the charge. These 
illustrations show that the slag and matte assays are not the only points 
to be considered in lead smelting. 

The question of flue dust and fume has always been a difficult one for 
the lead metallurgist. While bag houses are usually effective, they are 
expensive to build and to operate. Often they show practically no profit. 
Collecting, as they do, all of the volatile solids, such as arsenic, cadmium, 
selenium, and tellurium, they have introduced new problems into the 
industry. In the latest practice roaster gases are neutralized and filtered 
also, thus increasing the sulphur and zinc contents of the bag-house fume. 
The epigram of Anton Eilers, enunciated years ago, that “the best way 
to handle flue dust is not to make any,” still holds good as the ideal toward 
which the metallurgist should strive. Modern practice has succeeded 
in reducing the flue-dust and fume losses very materially. This has 
been the result largely of the changes in methods that have been re- 
ferred to. 

At Midvale, Utah, the blast-furnace bag-house dust fortherly carried 
from 40 to 55 per cent. of lead. This has been cut to an average of under 
20 per cent., on a smaller amount of dust. In the meantime the arsenic 
has risen to about 40 per cent. The arsenic is eliminated almost en- 
_tirely through the flue as sulphide. Practically no speiss is made and 

the bullion is remarkably free from arsenic, even though the percentage 
of that element is high in the charge. As this smelter is equipped with 
an arsenic plant the large percentage of arsenic in the fume is no disad- 
vantage. Where there are no facilities for collecting and refining arsenic 
it simply forms one more undesirable product of the bag house. 

The formation of arsenical speiss is an evil. It consumes iron, re- 

duces the furnace speed, increases the volatilization of lead, causes trouble 
in the crucible and settling boxes, and makes an additional by-product 
which has to be rehandled. It is the accompaniment of low-silica slags, 
low sulphur in the charge, and powerful reducing action. Its production 
can be controlled in almost every case. 

The question of coke consumption in the lead blast furnace has been 
the cause of some controversy. The literature of the subject is vague and 
often misleading. It is usually stated that a certain percentage of coke 

is used under certain conditions. No information is given as to the 
chemical and physical characteristics of the coke. Every metallurgist 
knows how serious are the troubles caused by irregularities in the grade 
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of the coke. With the charges as now prepared, the main function of the 
fuel is to produce heat. The reducing action, except in the case of lead 
carbonates and iron oxides, is largely secondary. But there are other 
sources of heat in the charge. The oxidation of sulphur and arsenic, the 
combination of metallic iron with sulphur, arsenic, and oxygen, and the 
energetic reactions which take place in the formation of the matte and 
slag all produce heat. The amount of coke to be added, therefore, depends 
to some extent upon the heat-producing power of the charge itself. In 
addition, there must be considered the chemical and physical constitution 
of the coke, the physical condition of the charge, the temperature of the 
atmosphere, the amount of moisture in the charge and in the air, the condi- 
tion of the furnace, and the composition of the slag. There must be 
sufficient fuel to produce a hot, easily running slag. Experiments have 
shown that considerable lead and silver can be separated from some slags 
by simply subjecting them to a very high temperature. This causes a 
still more complete series of reactions between the various oxides, sul- 
phides, and silicates in the slag. With a good charge and with good coke, 
an amount equivalent to 10 per cent. of fixed carbon, as figured against the 
weight of the charge (less slag and fuel), may be considered the minimum 
that can be used. Sometimes less is sufficient. Often it will be necessary 
to use more, up to 114 or 12 per cent. In any case the metallurgist must 
be guided by conditions, and vary the amount of coke as he would lime 
rock or any other item. 

The excessive amount of fine ore formerly smelted led to the practice 
of wetting the charge before putting it into the blast furnace. As in the 
sintering processes, moisture renders fine ore porous by preventing it 
from packing. It keeps the furnace top cool and reduces the amount of 
flue dust made. In slow running there is always a tendency for the heat 
to creep up in the furnace. This is counteracted by the water in the 
charge. Owing to the fineness of the ore particles and the slowness with 
which they descend, the charge is-perfectly dried by the waste heat of the 
furnace before it reaches the fusion zone. Experience has shown that with 
fine ore a wet charge can be smelted with less coke than a dry one. With 
the coarse charges and rapid running which are now the practice there is 
need for but little water. The pieces of ore and flux are so large and de- 
scend so rapidly that if they are saturated with moisture they may not 
be dried out in time, and thus may chill the furnace. With a coarse 
charge and fast running, also, there is little tendency for the heat to creep 
up, and little flue dust is made. Sufficient water should be added, how- 
' ever, to moisten the fines. I have known a heavy rain or snow storm tobe 
followed by cold slags and poor reduction at the blast furnaces. To 
remedy this condition it is necessary to add more coke. 

The volume and the pressure of blast required vary so much that it 
is hard to give any definite figures. In general it may be stated that 
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the pressures now used are not so high as they were when tight charges 
were the rule, but comparatively high pressures are still used to increase 
the furnace tonnage, when the other conditions are such as to permit it. 
The air pressure should be kept as constant as possible, and should come 
from the power house in rapid pulsations. At most of the larger plants 
the blast pressures used range from 30 to 40 oz. per square inch. 

To produce a sufficiently heavy matte fall, coarse iron pyrite, low 
in zinc, is often added to the charge. This usually raises the slag and 
matte temperatures and facilitates the elimination of arsenic. As at 
present conducted there is often considerable pyritic action in the lead 
blast furnace, with a large production of sulphur dioxide. 

Much attention has been devoted to the problem of a proper sepa- 
ration of the matte and slag. Settling furnaces have been devised on 
the reverberatory principle, using fuel to keep the slag hot and fluid. 
Most of these have been abandoned. Usually there has been trouble on 
account of zinc, which gradually accumulates in the furnace. The. 
volatilization losses have been high and there has been also the extra 
cost of the fuel used. In most cases the slag and matte are separated in 
the fore hearth. This requires considerable attention and must be 
- changed frequently. It is effective, however, when the furnaces are 
working properly. Experiments have shown that prolonged settling is 
unnecessary in the case of hot, properly made slags. It is now known 
that slags have a slightly solvent action for the sulphides of silver, 
lead, and copper. Beyond a certain point, therefore, these sulphides can- 
not be settled out. An earlier recognition of this fact would have saved 
much time and money. 

In the foregoing review of the subject only the more important 
features in the modern practice of lead smelting have been considered. 
It is impossible to refer to many important details. In the industry 
there are many factors, the right adjustment of which is necessary to 
success. As already intimated, the lead blast furnace is sensitive to 
adverse conditions. In a smelting plant the ores and fluxes received are 
continually changing, and the metallurgist finds that he must accommodate 
himself to a new situation almost daily. Usually there is a shortage or a 
surplus of some important ingredient of a good charge. At the silver- 
lead plants there is nearly always a deficiency in the supply of lead, and an 
excessive amount of sulphides. Often the metallurgist puts a charge on 
his furnaces that he knows will not give the best results. But he must 
keep his furnaces going, and he smelts what he has. 

As the object of smelting is to make money, the commercial side of the 
industry must be kept uppermost. Apparently poor metallurgical work 
may mean the greatest financial success. As between processes, that one 
will be selected which gives the largest returns in money. At most plants 
there are local considerations that may modify what is generally held to 
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be the best practice. In hardly any other metallurgical industry is it so 
difficult to lay down general rules. But the underlying principles have 
been worked out and the conditions that are essential to good practice 
areknown. That the results obtained are often not what they should be 
is due to the fact that these conditions could not be realized. 


DISCUSSION 


L. 8. Austin, Salt Lake City, Utah.—With the union of the Guggen- 
heim interests and the American Smelting & Refining Co. in 1900, compe- 
tition among the lead-smelting companies appeared to have been largely 
eliminated. This condition prevailed for but a short time, owing to the 
erection of smelteries by competing companies. Naturally, as competi- 
tors, the older companies endeavored to keep improved methods to them- 
selves, not realizing, it would appear, that such knowledge could never 
be bottled up, but would drift into the common field of practice. Of late 
it has begun to be felt that more is gained than lost by adopting a franker 
and more open policy. The line, however, is drawn in giving details of 
costs, which, fully known, it is felt, would be taken advantage of by a 
rival. 

As Mr. Palmer says, steady and substantial progress has been made, 
and latterly, I may add, the improvements have been radical. 

Sintering by the Huntington-Heberlein method or with Dwight- 
Lloyd machines has effected an important saving over reverberatory 
roasting, the cost being, say, 50 to 75c., as compared with $2 per ton 
by the older method. Moreover, the large use of a sintered product has 
resulted in doubling blast-furnace tonnage. However, the change has 
not [been an unmixed blessing, as in the machine roasting little time 


can be given to the breaking up of the blende, and it has been impossible | 


to decompose largely the zinc sulphide, so detrimental in later blast- 
furnace treatment. The satisfactory roasting of the blende is still an 
unsolved problem. Nor is this all. For the best reduction it has been 
found that a part of the charge should be crude (unsintered) ore, indicat- 


ing that the already fused material is only too ready to change to slag, 


thus lessening the opportunity for better reduction. 

So far as the mechanical handling of ores is concerned, the importance 
of the saving to be effected has perhaps been exaggerated. To be sure 
such mechanical handling has been reduced to a low figure, but even 
15 years ago it was cheaply done. Philip Argall gave the cost of un- 
loading, sampling, and coarse crushing (the ore being delivered in the 
bins) at the mill of the Metallic Extraction Co., Florence, Colo., at 
llc. per ton. Cutting such costs in two, or to 54c. per ton, makes no 
important saving, especially when we consider the interest on the greater 
cost of a present-day installation. 
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Referring to the boshing of the furnace, the introduction of air, the 
height of ore column, and the feeding, interrelated factors as they are, 
I would say: 

It is a matter of observation for 30 years or more that after a furnace 
has arrived at a certain shape during its campaign, owing to shaft accre- 
tions, it will drive faster. With no extended flue system or bag house, 
as in earlier practice, it was necessary that the furnace should be expanded 
at the top of the ore column in order to prevent the formation of excessive 
flue dust, and for the same reason the furnace was run slowly. To-day, 
with the large tonnages put through, this is no longer possible. The air © 
rises through the charge at an estimated velocity of 22 ft. per second, as 
against 5 ft. per second in early practice. But with the removal of the 
fines, and with the aid of the flue system and the bag house, such rapid 
running is now quite possible. 

The notion that the shape, size, and direction in which the tuyéres , 
are pointed are of importance, seems to me absurd. Of course such 
openings through the jackets should be ample, but, that penetration is in 
any way modified, conforms neither to reason nor to practice. The air 
enters the furnace and rises through the charge by the path of the least 
resistance, often an intricate and winding way. A partly slagged-over 
tuyére takes the air, not straight forward into the furnace, but through 
cracks, openings, and cavities and so to the more open part of the charge. 
This air is not to be recognized as a gust of wind traversing a free space, 
but rather as air pent up and seeking to escape where it can most easily 
pass through. 

As respects the height of column, the older notion was “to increase 
the ore column in order to give more time for reduction.”” That idea we 
must give up. Furnace gases, in a well-working furnace, carry no more 
than 5 per cent. of CO. We know that this gas so diluted has but little 
reducing power. Moreover, it has less than a second in which to perform 
reduction even with a high column. Actually, reduction must be due 
to the action of the glowing coke in the melting zone. 

I have already referred to the path of the air by channels of the least 
resistance. Hence the importance of suitable mechanical feed, supple- 
mented by trimming the furnace by hand, so that the rising air escapes 
uniformly from the surface of the charge. 

The matter of slag composition was threshed out years ago, and the 


’ literature of the subject is extensive and conclusive. Clean slags were 


made then and furnacing was done with as much skill as to-day. In 
some of the discussions the chemical language of “oxygen ratio and of 
single and bisilicate types” was used, but practically, as now, percentage 


- composition was carried in mind. We speak to this day of a whole, a 


three-quarter, etc., slag, but it is only a convenient way of designating a 


- type. Atno time in the past generation did we think that a slag was other 
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than a complex silicate with alumina and zinc sulphide not a constituent 
of that silicate, but dissolved in it. Quite in the past, as is also now the 
case, only fuel enough was used to give a hot slag of the proper fluidity. 
With our high tonnages the exothermic reactions of slag formation take 
place more quickly and so more energetically, and hence the lower per- 
centage of coke that can be used. We have the disadvantage, too, 
owing to the use of mechanical charging, that the metallurgist cannot, as 
in the hand-charging days, closely see and study the phenomena of feeding, 
the action of blowholes, the appearance of the surface of the charge 
and the escape of the rising gases. Theory has had to replace in part 
actual observation. 

In this, the Utah smelting center, the complaint is that, as the oxidized 
surface ores have been replaced by sulphides (especially blende), the 
difficulties of smelting have increased. To take care of this zinc sulphide, 

_a@ more irony, less limy, and consequently less siliceous, slag has been 
made. The high-lime slags are better suited to ores low in zinc. The 
disadvantage of the more basic slags is, however, that, due to the lessened 
difference between them and the matte, separation is less complete. 
This brings into consideration the question of the use of the settling 
furnace; because of high-z -zinc slags, it has been tried and rejected in 
numerous instances. 

It is the practice to send back to the blast furnace slag shells and other 
foul slag, with the idea that such additions aid in the smelting operation 
—viz., that slagged material would promote the formation of new slag, 
while incidentally its contained silver and lead would be largely recovered. 
Slag additions displace new charge, and it now appears that it will pay 
better to waste all the slag. We have to remember that it is now high 
in zine and in sulphur, both elements we are glad to be rid of. 

It is a fact that may be forgotten that when the slag is running cold, 
analysis shows that the iron content is low, and the metallurgist proceeds 
to increase it, when, were he to increase fuel, he would find that the iron 
would rise to the required figure. 

Were I to predict in what direction we may hope for radical improve- 
ment in lead smelting, I would say that it would be in the use of the 
reverberatory furnace, principally because of the saving in fuel, or a 
reduction to 60c. per ton of materials smelted, against 90c. per ton as now 
prevailing. One of the first objections to suggest itself would be the 
difficulty of preventing the hearth from coming up and the leakage of lead 
into the foundation. However, in refining both lead and copper such 
hearths can be maintained. The next point would be, that should escap- 
ing gases be filtered in a bag house there would be their high temperature 


to overcome. However, since in passing the waste-heat boiler that tem- ~ 


perature has been largely reduced, the necessary further cooling should 
not be difficult. Moreover, we have the Cottrell system as another 
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method to fall back upon. In operation coal would have to be added to 
the charge and no doubt the fire carried with a neutral or reducing flame. 
Reverberatory smelting has the advantage that to correct the charge 
carbonaceous material, fluxes, oxidized ores, or roasted material could be 
added at any time, and that the charge need be tapped only when ready. 
There would be no tap-hole difficulties, no slagged tuyéres, no hearth 
and shaft accretions to interfere. The molten contents of the furnace 
could be inspected and tested. There would be little or no flue dust, 
though no doubt considerable fume would have to be caught. 


L. D. ANnprERson, Midvale, Utah (communication to the Secre- 
tary *).—Some further light has recently been obtained on certain points 
mentioned in Mr. Palmer’s paper. With respect to the angle of the bosh 
in the furnace lines, a rebuilt furnace of only about 10° or 11° has been 
running beside furnaces of the old angle of over 20°. As far as observed, 
the new furnace seems to run much hotter and obtain a larger percentage 
of lead contents as direct bullion output. The matte fall, however, is 
considerably smaller, and it is necessary to carry more sulphur on the 
charge in order to maintain this fall high enough to insure clean slags. 
Judging from slag analysis and percentage of matte fall, the narrower 
furnace burns off half, and even more, of the sulphur as SO2 as compared 
to only a third, or less, for the wider furnace. In these instances both 
furnaces are 48 in. at the tuyéres, the difference in width being in the 
stack. The narrower furnace would appear to be superior to the wider 
one in that it has less tendency to form awkward hanging crusts, its 
crucible stays hotter, and, considerable heat being supplied by the com- 
bustion of the sulphur, a noticeable saving in fuel consumption can be 
effected. These remarks apply to rather coarse charges; for fine charges 
the differences would not be so marked. 

I feel that the matter of the correct furnace shape is yet far from being 
settled. Every metallurgist has undoubtedly noticed that often after a 
furnace has been in blast for some time its work improves and the slags 
become surprisingly clean. Furnaces have been observed with crusts 
in them so heavy as to make it seem almost imperative to take them out 
of blast, whose slags nevertheless were so clean as to make the metal- 
lurgist reluctant to disturb’ them, until finally blowing out becomes 
imperative on account of the reduced tonnage. Experiences of this kind 
lead to speculations as to whether better reductions might not be obtained 
by making the shaft walls converging instead of diverging, somewhat 
after the lines of the iron blast furnace. In other words, why not make 
the furnace of the ideal shape at the outset, instead of waiting for it to 
form its own ‘natural’? shape and running all the’chances of irregularity 
in the formation of the crusts? 


* Received July 31, 1914. 
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In this matter of furnace shape there also comes in the question of the 
amount of lead which it is reasonable to permit in the flue dust. An 
old, heavily crusted furnace tends to “blow through” and to produce an 
excessive amount of flue dust, high in lead. It has been found that, 
other things being equal, the percentage of lead in the flue dust or the 
bag-house dust is a good index of the work accomplished in smelting as a 
whole. Theoretically the bag house catches all the metals escaping from 
the blast-furnace tops. In practice, however, it does not actually save 
them entirely. Bag-house and flue dust have to be rehandled, and in the 
course of the rehandling several losses occur. Careful observation shows 
that when the lead in the various dusts is maintained at the minimum 
the percentage of recovery will reach its maximum. For this reason 
daily assays of the bag-house dust and adjustment of furnace conditions 
so as to maintain a low lead content in the dusts will prove of great value 
- in the problem of keeping the metal losses ata minimum. Theexperiences 
leading to these conclusions appear to corroborate Mr. Palmer’s remarks 
on the high lead losses experienced at plants whose slags were most ad- 
mirable for cleanliness, but which had apparently not given full attention 
to the matter of volatilization losses. 

Mr. Palmer’s remarks on the desirability of a freer exchange of blast- 
furnace experiences are warmly seconded. Independent smelters are 
freely visited by officials of the larger corporation. The industry as a 
whole suffers when a policy of uncommunicativeness prevails. The 
handling of the blast furnace, after all is said and done, becomes finally 
a matter of personal judgment. Exchange of ideas on details can there- 


_ fore have scarcely any effect on competition, while it will promote the 
tone of the entire profession. 
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Lead Smelting at East Helena 


BY EDGAR L. NEWHOUSE, JR., SALT LAKE CITY, UTAH 
(Salt Lake Meeting, August, 1914) 


TuE lead smeltery at East Helena, Mont., controlled by the American 
Smelting & Refining Co. since 1899, has been in continuous operation for 
the past 25 years. Most of the old smelting and roasting practices have 
been superseded by newer and more modern methods, but on account 
of the difficulties involved in changing the original construction, some 
of the methods in use of handling materials are not the most modern. 
This plant, however, is particularly interesting as being one of the few 
essentially lead smelteries in the United States. At Federal, Ill., Collins- 
ville, Herculaneum, and possibly other places, similar work is being done, 
but it is doubtful whether any of them produces as much lead as the East 
Helena plant, whose monthly production averages 6,500 tons. 

The situation, 5 miles east of Helena, is convenient to both the Great 
Northern and Northern Pacific railroads, while the electric power is 
obtained: from Canyon Ferry; 12 miles east on the Missouri river. 

Local quarries supply the requisite amount of lime rock, which the 
contracts require to be crushed to 5 in. 

Of the 450 men on the monthly pay roll, a census showed 200 Austrians, 
110 Americans, and 30 Italians, the balance being made up of miscellaneous 
nationalities. 

The ore supply is mainly derived from the Coeur d’Aléne mines in 
Idaho, and consists of crude ore, coarse and fine concentrates, middlings, 
and slimes. About one-half of the total output of the Coeur d’Aléne camp 
is sent to East Helena. An average analysis of these ores gives approxi- 
mately 40 per cent. lead and 11 per cent. sulphur. 

Local shipments, varying from month to month, are mostly highly 
siliceous gold and silver ores carrying little lead. Small shippers, leasers 
of old mines, and prospectors are very numerous throughout Montana, 
and it is the policy of the company to encourage these men by every 
possible means, including the free sampling and analysis of their ores and 
aid in the development of their mines and prospects, whenever their 
results show promise. 
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Sampling, Crushing, and Bedding 


In order to obtain a desirable roasted and sintered product for the blast ; 
furnaces, and as complete an elimination of sulphur as possible, practically = 
all the ore is carefully bedded in bins of from 1,200 to 1,500 tons capacity. 4 
The accurate bedding of the ores is considered as essential to successful 
metallurgical practice and hence the utmost stress is laid upon this point, 
the importance of which is clearly demonstrated, particularly in the winter 
months, when during days of 5° to 20° below zero all the ore freezes both 
in the cars and in the bins, the bedding is rendered inaccurate, and the 
result is evident in the subsequent erratic behavior of the furnaces. The 
slimes and fine concentrates are bedded direct and the crude ore and coarse 
concentrates are unloaded from the box cars into a pan conveyor, which 
discharges into the sampling and crushing mill. This mill has a capacity 
of 45 tons per hour, crushing to 0.41 in., and taking a mechanical sample 
of sts of the original volume by means of five Vezin samplers. The 
sample is then cut down by coning and quartering and treated in the 
usual way. 

Rich gold and silver ores are put through a smaller sampling and 
crushing mill, a =; part being taken for the sample. These ores are 
binned separately and go direct to the blast furnaces on account of the 
high metal losses that would result in roasting. .Single car lots are put 
through a third mill, which crushes to 2? in., taking =; out for the 
sample. Twenty-five per cent. of the incoming ore is handled in the two 
small mills. . 

Montana mining laws require that yy of all ore shipped from | 
Montana mines be held by the smelting companies for 30 days pendin 
settlement. a : 

The bins are divided into four divisions, three of the divisions contain- . 
ing the charges for the Dwight-Lloyd sintering machines, the Godfrey 
preroasting furnaces, and the Huntington-Heberlein converter pots, and 
the fourth being miscellaneous bins’for flux, sintered product, and oxidized 
ores. 


i 
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Roasting > 


In 1907 a small straight-line Dwight-Lloyd machine, 30 by 150 in., 
was installed for experimental purposes. The results were so satisfactory 
that in 1908 four additional machines, 42 by 264 in., were ordered. These 
machines have given great satisfaction and have been a decided success 
in every way. Until 1912 crushed siliceous ore or barren lime rock was 
used as a grate dressing, mainly to, prevent the charge from sticking to the 
grates. This practice was discontinued, however, as it was found that 
by using a straight-slot grate in place of the original herringbone pattern, 
by regulating the physical make up of the bin, and by keeping the grates 
open, the grate dressing could be dispensed with. The change from the 
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herringbone to the straight-slot grate made possible the installation of a 
grate-cleaning device on each machine, consisting of a steel disk roller 
running parallel to the direction of the pallet. The charge mixture is 
trammed from the bins and conveyed to a Robins automatic tripper by 
means of a belt conveyor and bucket elevator. The tripper feeds the four 
hoppers above the machine uniformly. A thorough mixture of the charge 
is made in loading the bedded ore from the bins into the tram cars and 
also in distributing to the machine hoppers. The moisture, approximately 
5 per cent., is regulated to suit the physical and chemical condition of the 
charge. Ignition is secured by means of a gasoline burner under 80 lb. 
pressure and the suction varies between 5 and 8 in. of water, depending 
on the tightness of the charge. The charge which can be put upon the 
Dwight-Lloyd machine is extremely flexible; varying’ percentages of 
matte, flue dust, slimes, and very fine concentrates, mixed with milled ore, 
crushed to 0.41 in., are daily sintered successfully. The sinter produced 
is hard and porous, with very little fines. ‘Tonnages vary from 90 to 120 
tons per machine day of 24 hr. The speed of the machine is from 16 to 
20 in. per minute, and the sulphur is reduced from 12, per cent. to 34 
to 5 percent. The following is a typical charge made up of approximately 
75 per cent. milled ore, crushed to }-in. mesh, 20 per cent. slimes, and 5 
per cent. flue dust. This charge ran at the rate of 110 tons to the machine, 
producing an excellent product for the blast furnaces: 
SiO. Fe sy ANT SETOS ele Oi 
Before roasting...... 15.0 15.2 11.6 4.1 2.6 39.0 0.1 
After roasting........ 16.8 17.2 4.5 4.0 2.9 41.7 0.4 
In September, 1912, experiments were begun to determine the advisa- 
bility of filtering the gases from the Dwight-Lloyd machine. A small ex- 
perimental bag house was erected containing both cotton and woolen 
bags. At the end of six months, tensile-strength tests showed the bags 
to be uninjured by the gases. These tests were continued, with the result 
that in September, 1913, the gases were turned into the “at: bag house 
along with the blast-furnace gases. On account of the high lead content 
of the charge and the heat developed, sufficient lead oxide is formed, to- 
gether with a small amount of zinc oxide, to neutralize the SO; in the 
gases. 
The blast-furnace matte is preroasted in the four Godfrey furnaces, 
each having a capacity of 27 tons per day, converting the sulphur from 
20 to 10 per cent. This preroasted matte is then mixed with the direct 
converting mixture containing not over 10 per cent. sulphur. The 
combined mixture is then blown. at a pressure of from 8 to 12? oz. in the 
Huntington-Heberlein pots, having a capacity of 12 tons each. At the 
end of 12 hr. a pot is raised by means of a 20-ton crane, the non-agglomer- 
ated fines are raked off, and the pot is carried to the breaking floor, where 
the button is dropped. The large lumps are picked up by the crane and 
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dropped again, while the smaller lumps are fed into a Blake crusher set 
to 3 in. and hoisted into bins of 200 tons capacity, from which the product 
is taken to the furnaces. The sintered product is harder and less porous 
than the Dwight-Lloyd sinter, with perhaps 60 per cent. of it slagged. 
Taken as a whole the Dwight-Lloyd sinter is more satisfactory for the 
blast furnaces than the Huntington-Heberlein sinter. The standard 
tonnage for the department, consisting of the four Godfrey furnaces and 
12 Huntington-Heberlein pots, is 300 tons per day. Following are analy- 


ses of the matte before roasting, the direct converting mixture, and the 


final Huntington-Heberlein sinter. 


SiO, Fe CaO § Pb Zn Cu 
Ma ttetea aa otek 2.0 42.8 0.4.°-21.0 -14:0°5.4 6:6 
1D;.Comixturel wince « 1154 4725 ou 0 4 oe Oe LO Le: 
H.-H. product....... OF 27 59° 9140-51-5.0 Rao wae Laeeny, 


Smelting Operations 


There are four blast furnaces, 48 by 136 in. at the tuyéres, with an 
effective height of charge column of 18 ft. Each furnace is provided with 
16 tuyéres, 3% in. in diameter, supplied with blast at 33 oz. pressure. 
Three of the furnaces are generally in operation with the fourth held in 
reserve. At present, however, the four furnaces are running. This 
necessitated starting up three old hand reverberatories pending the in- 
stallation of two new Dwight-Lloyd machines under construction. The 
standard tonnage for each furnace is 220 tons per furnace day, but this 
has-been exceeded by 90 tons. The 4-ton charge car is raised to the feed 
floor by means of an incline, the hoistmen raising and dumping the car. 
The lead from the furnaces is tapped into 1-ton pots and sent to the drossing 
plant, and the slag and matte are run into a brick-lined floor hearth, from 
which the matte is tapped into Kilker mold cars, from which it is dumped 
into a railroad car and sent to the mill to be crushed and put into the 
Godfrey roasting bins. The slag overflows from the settler into a settling 
pot, where any matte that may have come over settles out, and from this 
pot it overflows again into a second slag pot. When the settling pot is full 
it contains a large percentage of matte and hence is kept separated from 
the slag shells that are returned from the slag dump. These shells are 
loaded from the dump into railroad cars by a locomotive crane and go 
direct to the furnaces. The matte from the settler pots is returned to the 
mill and crushed for the roasting bins. The following is an extract from a 
daily report: 

Slag Analysis, Per Cent. 


Pb. Ag. SiO? FeO MnO CaO MgO Zn. 
0.90 0.80 33.2 31.9 2.6 18.4 2.1 5.0 
Charge, Per Cent. 
Pb. S. Coke F.C. H.-H D.-L. Slag Resmelted 
31.9 3.8 12:92, 10.1. 36:5 52.6 15.4 


Matte fall, 14.1 Average blast, 330z. Average tonnage of three furnaces, 260 


Py 
—_— = ee re ee — 


LEAD SMELTING AT EAST HELENA 529 


The matte on this day contained 18.7 oz. silver, 13.4 per cent. lead, and 
9.7 per cent. copper. The specific gravity of the slag was determined to 
be 3.3 and that of the matte 4.2. 

The report speaks for itself, but there are several points of special inter- 
est: (1) The high percentage of lead on charge, with the accompanying 
small amount in the slag; (2) the high speed combined with good reduc- 
tion; and (3) the fact that there was 89 per cent. roast on the charge. 
Such a large percentage of roast is handled at few plants. 

The Hilers-type slags are carefully adhered to, experience at this plant 
having taught that in so doing the best results on the. furnaces are 
obtained. 

The so-called lead smelters of Colorado and Utah run with from 8 

to 15 per cent. lead on charge. With them the lead is simply a means of 
collecting the precious metals and saving the small amount of lead in their 
ores, whereas at Hast Helena, on the other hand, with from 30 to 40 per 
cent. lead on charge, this order is reversed on account of the high percent- 
age of lead in the ores, and their low silver and gold content. As the per- 
- centage of lead on the charge increases, the problems of reduction and good 
blast-furnace work become greater and the furnaces become extremely 
sensitive to changes that would hardly affect them when running ona 
lower lead charge. 

Whereas 5 to 6 per cent. Zn in the slag, produced from a low-lead 
charge, gives little trouble, itsimportance is greatly increased when we have 
from 30 to 40 per cent. lead on charge. Smelting a high-lead charge is a 
distinct problem, occupying a field of its own, whose difficulties offer no 
comparison to blast furnaces running on a low-lead charge. 

Three brick bag houses, 48 by 133 ft. and 50 ft. high, each containing 
1,260 cotton bags 18 in. in diameter and 30 ft. long, filter the blast-furnace 
and Dwight-Lloyd machine fumes. The bag houses are connected to the 
furnaces and Dwight-Lloyd machines by flues 1,570 ft. long. The suction 
in the flue is obtained by means of a fan making 136 rev. per minute and 
driven by a 100-h.p. motor. The temperature of the gases entering the 
houses varies from 36° in the winter to 92° inthe summer. The average 
fan pressure on the bags is 0.40 in. water and the suction in the flue 0.70 
in. ‘The gases entering these bag houses contain a very small amount 
- of SO; and in consequence the life of the bags‘is very long, approximately 
four and a half years. * 

The collected dust is burned, for the main purpose of getting it into such — 
a state that it can be easily handled on the roasting bins. Formerly, when 
high arsenical ores were treated at this plant, the raw dust contained 40 
to 50 per cent. arsenic, which on burning was reduced to 15 per cent. 
The following is an analysis of the bag-house dust before and after burning. 

SiO. Fe Mn Bi Zn CaO MgO § As Sb Cu Pb 

Raw dust...... Fore Oni. Tr 2brs= 274 20 OSE 1042 12 ir 0776820 

Murmed gusta obo, loo itr, Ir 1:80 0 7.8 1.6 0.3 0 62.8 
VOL, XLIX.—34 
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The lead bullion is drawn from the furnaces into l-ton pots. These 
are trammed into the drossing plant, adjacent to the furnace building, 
hoisted to the level of the drossing pots and dumped by means of a small 
auxiliary hoist. There are four large pots having a capacity of 54 tons 
each. While being filled the pot is heated, so that when full it is only 
necessary to allow it to stand a short time before removing the dross by 
skimming. This is done by hand, and generally requires only a short 
time. The lead is tapped from the bottom of the pot into bars weighing 
90 lb. each. These are loaded by hand and shipped to the refineries at 
Omaha and Chicago, while the dross is put directly back into the blast 
furnaces. The monthly production of lead bullion is approximately 
6,000 tons on a three-furnace basis. 

The greatest stress is laid upon the safety and welfare of the men at the 
East Helena plant. Every possible precaution is taken to insure the men 

against injury and to promote their general welfare. A safety inspector 

is in charge of this work and every effort is being made to obtain the co- 
operation of the men and their foremen with the staff in charge to secure 
a high degree of efficiency in this department. 


Discussion 


G. C. RippEwu, East Helena, Mont.—As nearly as I can recall at the 
present moment, there are only four or five large plants on the continent 
where the lead on charge is carried in the neighborhood of 40 per cent. 
These are at Herculaneum, Collinsville, and Federal, Ill.; Trail, B. C.; 
and East Helena, Mont. Our object at the latter point is to smelt a 
maximum amount of Coeur d’Aléne lead sulphides in as compact and 
self-fluxing a charge as possible, and to this end we are now smelting a 
mixture that at times carries up to 42 per cent. lead. 

The monotony of producing the 7,000 tons of bullion shipped each 
month to the Omaha and Chicago refineries is relieved somewhat by 
the fact that the 15,000 tons monthly of Coeur d’Aléne ores that are com- 
ing to us carry enough zine to provide the one-half slag used with from 
6.5 to 7.5 per cent. zinc day after day. During the month of March, 
1914, three lead furnaces in continuous operation, each 136 in. long, 


averaged 249 tons per furnace day, exclusive of coke and slag shells, which . 


is smelting at the rate of 5.5 tons per square foot of tuyére area. The 
R. P.'M. of the metallurgist himself on this 40 per cent. lead-7 per 
cent. zine operation are not a matter of record, but can perhaps be 
imagined. 

The presence of so much lead on charge results in a very light slag fall, 
and it is this matter of the small amount of slag produced per ton of charge 
that makes the local metallurgy an interesting proposition at times. 
One ton of charge makes less than one-half ton of slag, comparing with 
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three-quarters of a ton at most plants, and with the high lead burden 
carried in the furnace charge there is a great tendency for the metals to 
crowd into the slag produced. Needless to say, the lead is kept in the 
neighborhood of 1 per cent. (wet), in the slag, only by the most careful 
refinement and control in preparing and handling the charge at roasters 
and feed floor, distributing the feed at the furnace top, manipulating the 
furnace itself, and by attention to the type and analysis of the slag. 

While the slag fall is abnormally light, the matte fall in this operation 
is exceedingly heavy. The Coeur d’Aléne ores that form the basis of our 
operation carry in the neighborhood of 10 to 13 per cent. sulphur, and 90 
per cent. of the smelting stock is composed of these roasting ores. No 
other one item must be so carefully watched for its effect on the blast- 
furnace metallurgy as the matter of preparing in the roasting department 
a hard, firm, satisfactorily sintered roasted product, low in sulphur. 

We have under way at East Helena, at the present time, a very inter- 
esting and promising series of roasting experiments, designed to cut the 
matte fall of the past few years, 15 to 16 per cent., down to 7 or 8 per cent. 
The blast roasting of these zincky lead ores has hitherto left a residual 
sulphur of 4 to 5 per cent. in the sintered product, but at the close of a long 
series of experiments on both the H. and H. and the D. and L. processes 
we have recently hit upon a combination of the D. and L. and the H. and 
H. which brings this final sulphur down to from 2 to 2.5 per cent. A trial 
run with this combination process on 100 tons of charge was entirely 
successful from the roasting point of view and we are now making a 
2,000-ton test, to check up the first run and to demonstrate the behavior 
of this sintered product on the blast furnace itself. If the test. comes up 
to expectations, and to the preliminary run, a detailed description of the 
method will perhaps be of interest to those members directly concerned 
with the smelting of high-lead charges, and will be forthcoming later. 


R. C. Cansy, Wallingford Conn.—Mr. Riddell says they adhere to 
the Hilers-type slag on the charge, placing emphasis on that. I would 
like to ask how closely they adhere to that type of slag? 


Mr. RippEe.tu.—We still do that, at the Hast Helena plant, although 
in doing so we do not feel that it is a necessity. As we change over from, 
one smelting campaign to another, we generally move from one well- 
defined slag type to another. That is to say, if the two-fifth type at any 
time becomes too irony for the ore situation, we go to a 0.444, one-half, 
five-eighth, or a three-fourth slag. The 0.444 is not an Hilers type, 
by the way, but we feel in general that the closer we stick to a definite 
type slag, the longer does the furnace shaft remain free from accretions, 
and the better does the crucible behave. While we recognize the Hilers 
types as good slags, we feel that we have found a number of other types 
that can be used to advantage when the occasion requires. 
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The International Lead Refining Plant 


BY G. P. HULST, EAST CHICAGO, IND. 
(Salt Lake Meeting, August, 1914) 


Tue Parkes process lead refinery of the International Lead Refining Co., 
at East Chicago, was built by the International Smelting & Refining Co. 
to treat the lead bullion produced by its Tooele plant, at Tooele, Utah. 
The plant was designed and constructed under the direction of the writer. 
Ground was broken Apr. 16, 1912, and exactly six months later the plant 
was in operation and lead was being cast. The capacity of the plant, 


«Fra. 1—Cross-Srection THRouGH Main BATrTery. 


running 25 days per month, is 5,000 tons. The four products of 
the plant are common lead, corroding lead, antimonial lead, and Doré 
bullion. 

The site is an area, 64 acres in extent, lying north of 151st Street, 
between McCook Avenue and the Canal. The Indiana Harbor Belt 
Railroad, Baltimore & Ohio Chicago Terminal, and Pennsylvania Rail- 
road enter the yard at the plant. There are five storage tracks and 
space for storing 100 cars in the yard. The main lead to the storage 
tracks passes over a 100-ton track scale on entering the yard. 
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The plant is so arranged that all the principal operations are performed 
in one main building. This is a steel and concrete structure, 480 by 180 
by 50 ft., whose various levels are shown in section in Fig. 1. Three 
broad-gauge railway tracks enter the building, and two 15-ton electric 
cranes, one 28 ft. and one 77 ft. span, travel the entire length. These 
cranes serve all departments and greatly facilitate the handling of 
material. 

The main battery consists of the following apparatus: 


Capacity 
Tons 

WbwOrsata ple, kettles ss: catctat tituad areola 45 
Lvov liqua tin ey Kettlese, Sqn rapier a nites ccc eos is ote aets 60 
Two softening furnaces (inside dimensions, 13 ft. 6 in. by 

25 Ties yao Lobt poise) scene salem ten me dcke oles 300 
Two desilverizing kettles................... Whee eR Au 100 
Onerretimin ge furnaces et cause th et keciolly ook nals ate bat 300 
Oncanolditte Turns ce: aesnsene ext Oe wes eases een he 200 


The arrangement is such that the lead flows by gravity from one piece 
of apparatus to the next and is finally hand-molded and loaded by trucks 


into cars. 
For the treatment of by-products resulting from the main refining 
operations, the following equipment is provided: 


Capacity 
Three residue furnaces, each 8 by 16 ft. by 20 in. deep (inside 
HAG ASULETIOCILG) ake ce cots cette ch cane Oe AUS Sole Rite Mme, Darien wieiele hans 30 tons each 
Two circular blast furnaces, each 42 in. in diameter at tuyéres by 
IA itrelichywithiiive ois GUY Lesvas sts. amc nothin Cease ne 40 tons each 
iahitmepOre LULMMECS The. cicks oe aio Annus eae tee te euSae teat ones 1,300 lb. each 
Ew Oytikti es CUpelsy, bodes: by pOl. .cim16 «ch an cceertl fis lee. es 5 tons each 


Common lead is further refined to yield a product suitable for corrod- 
ing by the Hulst improved crystallizing process. The equipment of this 
department consists of the following: 


Capacity 
Iwo erystallizing kettles... 20.3 200 ioe cde ee ate woe wis 60 tons 
HOUTA EDE A GIT AIC LEER Ae eprom ahti re ote ele yan ialouans Sean efade Oba ons ic 20 tons 


One press. 


-Gases from the cupel, residue, and blast furnaces are conducted 
through brick and steel flues to a single bag house. The bag house is a 
building of brick and steel, 50 by 65 by 50 ft. The interior is divided into 
four separate chambers, each containing 144 woolen bags, 18 in. in diam- 
eter and 30 ft. long. The bags are shaken by an electric-driven auto- 
matic shaking device. The gases are delivered to the bag house by an 
8-ft. American Blower Co. fan, driven by a 35-h.p. motor. 
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Steam, for use in the softening and refining furnaces, and for operating 
the air compressor, is furnished by two 90-h.p. Hawkes boilers. Electric 
power for all operations is purchased from the Northern Indiana Gas & 
Electric Co. Water is obtained from the city mains, which supply a 
50,000-gal. tank elevated 50 ft. Waste water is returned to a 100,000- 
gal. sump tank and is pumped to the elevated tank. 

The change house is a brick building, 35 by 85 ft. It is equipped with 
sanitary toilets, wash basins and lockers. One room is arranged as a 
lunch room for the men. The offices and laboratory are housed in a brick 
building 36 by 128 ft. 

The accompanying flow sheet, Fig. 2, shows diagrammatically the 
handling of raw materials and by-products. 


Fig. 3.—DESILVERIZING KETTLES. 


Lead bullion from Tooele containing about 99.5 per cent. lead, 65 oz. 
silver, 0.4 oz. gdld, and varying amounts of copper, antimony, arsenic, 
zinc, and bismuth, is received at the refinery in sealed cars and after 
being weighed is delivered into the softening furnaces by means of a 
steam-driven conveyor, constructed by Howe Scale Co. The sides and 
ends of these softening furnaces are water jacketed from the base plate to 
3 in. above the slag line. 

The products of the softening furnace are first skims, second skims, 
and softened bullion. The first two are sent to residue furnace No. 1. 
The bullion flows.to the desilverizing kettles. ‘The copper skimmings are 
charged into the softener. 


536 THE INTERNATIONAL LEAD REFINING PLANT 


In the desilverizing kettle bullion is treated with zinc and skimmed, 
yielding zinc skims and desilverized lead. Fig. 3 is a view of the desilver- 
izing kettles. In the kettle in the foreground the last skim is being taken 
and skimmings transferred to a large mold. In the background the crane 
is seen handling a large skim block. 

The zinc skims go to the retorts and the desilverized lead to the refin- 
ing furnace. The products of the refining furnace are lead-zinc oxide, 
refinery skim, and refined lead. The first product, depending on its 
composition, is treated in one of the residue furnaces or in the blast 
furnace. The skimmings go to residue furnace No. 3. The refined lead, 
in part, goes to the Pattisonizing kettles for further treatment, and the 
remainder passes to the molding furnace. Fig. 4 is a view of the molding 


Fie. 4.—Virw or Moupine Foor. 


floor and shows the method of handling the bars of lead with the crane. 

At the molding furnace the lead is siphoned into molds arranged in 
the are of a circle, as shown. The bars are removed from the molds and 
stacked by hand and are placed in stock ready for shipment. 

In the treatment of by-products, the zinc skim produced at the de- 
silverizing kettles is treated in four tilting retort furnaces using oil as fuel. 
The products of this operation are retort zinc, retort breakings, blue 
powder, and retort bullion. The retort zine is returned to stock to be 
used again at the desilverizing kettles. Retort breakings are sent to the 
ore blast furnace. Blue powder is shipped to zine smelters for treatment. 
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The retort bullion passes to two Rhodes type cupel furnaces. These 
produce test breakings, copper litharge, yellow litharge, and Doré bullion. 

The test breakings go to the ore blast furnace, the two litharge prod- 
ucts go to residue furnace No. 2, and the Doré bullion is molded into 
anodes and shipped to the Raritan Copper Works for refining. 

The Pattisonizing kettles, equipped for the Hulst crystallizing process, 
are shown in Fig. 5. 

The lead received at the kettles from the refining furnace contains 
from 0.08 to 0.12 per cent. Bi. One crystallization reduces the bismuth 
from 0.08 to 0.05 per cent. and less. For lead containing 0.12 per cent. 


Fig. 5.—Parrisonizingc Kerruss. 


Bi two crystallizations are necessary, if the crystals are drained by gravity; 
one is sufficient if crystals are pressed. 

With such a low-grade product subsequent treatment for the recovery 
of bismuth is not profitable. This department will produce 150 tons of 
refined corroding lead per day, with a bismuth content of 0.05 per cent. 
or less. 

Residue furnace No. 1 receives sample-kettle dross, softening-furnace 
skims, flue dust from all sources, and galena ore (80 per cent. Pb). The 
charge is weighed in over a small charging scale, and is so proportioned 
as to yield products of fairly constant composition. The products are 
bullion, refinery matte, and antimonial slag. The bullion is returned 
to the softening furnace. The matte is shipped to the smelter for treat- 
ment and the antimonial slag goes to the antimonial blast furnace. 

Residue furnace No. 2 receives only the litharge products from the 
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cupel furnaces and galena. Its products are bullion, slag, and refinery 
matte. The bullion is returned to the softening furnace, the slag goes 
to the No. 1 residue, and the refinery matte is shipped to the smelter. 

Residue furnace No. 3 treats the skimmings and dross from the refin- 
ing furnace and from the Pattisonizing kettles. These yield lead and 
skimmings. The former goes to the refining furnace, the latter to the 
antimonial blast furnace. 

The ore blast-furnace charge is made up of lead ores, coke and fluxes, 
and the following by-products: Retort breakings, test breakings, and 
slag from residue furnace No. 3. The three products are slag, matte, and 
bullion. The slag goes to the dump; the matte is shipped to the smelter, 
and the bullion is returned to the softening furnace. 

The antimonial blast-furnace charge consists of ore, coke and fluxes, 
and, in addition, antimonial slag from residue furnace No. 1 and skim- 
mings from residue furnace No. 3. The charge weighs 1,450 lb. The 
coke used is 12 per cent. of the weight of the charge. The products are 
slag, matte, and antimonial lead. If no ore is used the charge contains 
no sulphur and no matte or speiss is formed. The charge is carried low 
in the furnace under a light blast pressure (5 to 6 oz.).. Arsenic is burned 
off and recovered in the flues and bag house. 

The slag produced is sent tothe dump. It has the following analysis: 


Per Cent. 
BIO a, Sits ces sta oS See a eon 24.0 to 26.0 
AT Ositiincs OS Taleo ol erred Sei eee 10.0 
Payee ashe euke plete ctoiahty ee a eee 36.0 to 38.0 
LET OLS SRS ANNES ATS Be Aa CU “gE 8 > a 10.0 to 12.0 
JAX hae Boe aE Mion alah st em Me nee 12.0 to 14.0 
Pert ake San in Reick We Cita Erte ee et 1.5to 2.0 


Matte, when produced, is shipped to the smelter. 

The antimonial lead is run to a liquating kettle, from which it is cast 
into bars for shipment. Consumers of this product commonly specify 
that the lead should contain: Antimony, 15 to 18 per cent.; arsenic, 
less than 1 per cent.; copper, less than’0.5 per cent. This department has 
been remarkably successful in producing lead conforming to the specifica- 
tions of the mixed-metal plants. 

Acknowledgments.—A description of this plant would not be complete 
without an acknowledgment of the assistance rendered by R. Ruetschi, 
in the preparation of plans; C. W. Wilson, L. Crook, and F. E. Stolte, 
in the work of construction; and Herman Witteborg, in the operation of 
the plant. 


Discussion 
L. 8. Austin, Salt Lake City, Utah—One question that I would like 


to ask is in regard to the sampling kettle which stands beside the softening 
furnace. How is the sample taken or melted? 
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G. P. Hutsr.—The sampling kettles in question are of 45 tons capacity 
and are fired with coal. The lead bullion comes in on a high line in car- 
load lots of 30 to 40 tons. The entire lot is trucked from car, weighed over 
scales and thrown into the sampling kettle, which has been previously 
cleaned. The kettle is fired and the bullion melted, then heated up until 
no frozen bullion remains in the bottom or adheres to the sides of the 
kettle. The kettle is scraped clean, sides and bottom, and the wet dross 
is skimmed ioff clean into molds. The kettle is stirred thoroughly during 
the period in which 24 to 30 samples of approximately 4 assay ton are 
taken. These samples are taken in a long-handled iron mold, providing 
for taking six to eight “gumdrops.”’ The mold is inserted and heated 
to the same temperature as the molten metal, and gumdrops are dipped 
out and cooled in the mold by dipping the bottom of the mold into water. 
The samples should be free from fins. The gumdrops represent the con- 
tents of the kettle, and in assaying, they should not be clipped, but weighed 
up and the result computed. The dross bars are weighed and sawed 
according to old hammer and punch sample template. The sawdust 
represents a sample of the dross. In cases of high gold in uhe bullion 
there is a slight correction in the assay. 

This method of sampling was developed at the Omaha plant of the 
American Smelting & Refining Co., W. T. Page, Manager, in 1903 or 
1904, for adjusting differences in checking smelter sampling. 

L. S. Austin.—The base bullion which you treat is very clean. It 
has (been remelted, and skimmed before shipment. How rapidly can 
you get it through the softening furnace, and how does it compare with 
ordinary base bullion? 

G. P. Huust.—Twenty-four hours is the softening limit on these 
charges. In other words, it is charged into the furnace, heated up, and 
the first and second skimmings are taken off, and it goes into the kettle 
the next day; that is, 24 hr. elapse from the time the bullion 1 is charged 
to the time it is in the kettle. 

L. S. Austrn.—It seems to be a long time to hold such a pure bullion. 
I suppose, though, it comes around conveniently so that you have a time 
for all the other operations of refining. Isn’t that the case? 

Mr. Huust.—Every refinery is based on those principles. 

Mr. Avstin.—Well, in other words, you do not tap your softening 
. furnace as soon as it is softened. 

Mr. Huust.—Absolutely not. 

Mr. Avustin.—Of course it is convenient for all operations to come 
around at the same time of the day. Now, another question: You say 
that you ship away the matte you make to the smelter. To what smelter? 

Mr. Huutst.—To the Perth Amboy smelter of the American Smelting 
& Refining Co. 
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Electrical Fume Precipitation at Garfield 


BY W. H. HOWARD, GARFIELD, UTAH 
(Salt Lake Meeting, August, 1914) 


As the result of aseries of analyses and volume determinations of gases 
discharged from the converters at the Garfield Smelting Co.’s smelter at 
Garfield, Utah, it was found that a considerable amount of lead fume 
was escaping from the stacks of the converter plant, and that if this lead 
could be recovered at a reasonable expense an attempt should be made to 
collect it. 

Two methods suggested themselves: (1) filtration through bags; (2) 
electrical precipitation of the condensed fume by a Cottrell plant. 


Filtration through Bags 


} 


Tests were made in filtering converter gases through the ordinary 
woolen bags of lead-smelter bag houses to determine how long such 
material could withstand the corrosive action of thegases. While blowing 
on white metal only, the fabric was usually destroyed in 10 to 14 hr. 
In tests conducted in filtering gases when blowing on matte or slagging 
stage exclusively and when relatively considerable lead was being vola- 
tilized, bags in one instance lasted 60.5 hr. It therefore was evident that 
the Garfield converter gases did not contain in themselves sufficient 
neutralizing elements for the purpose of direct bag filtration, even during 
the slagging stage. 

Such results were more or less anticipated, but it was thus proved that 
under all conditions of blowing Garfield mattes a very considerable 
amount of neutralizing agent, zinc oxide or lime, or both combined, as in 
the Sprague process, would be required to render bag filtration possible. 
Again, owing to the constantly changing quantities of SO; from a given 
battery of. converters, depending on the number blowing at agiven time and 
on the stages of the blow, it would be practically impossible to feed auto- 
matically the required amount of neutralizer. In order to safeguard the 
bags sufficient neutralizer would have to be continuously added to meet 
the maximum SO; output, thus wasting neutralizers and giving an un- 
desirably diluted final product. Such a condition is entirely different 
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from what would prevail in a battery of roasters, where a fairly constant 
volume of gas of fairly constant tenor can usually be maintained. 

Having calculated the amount of neutralizer required, it was estimated 
that the cost of a bag house and its operation and the treatment of the 
resultant diluted product would not prove a commercially er, 
proposition. 


The Cottrell Process 


As the complete elimination of SO; under existing conditions at 
Garfield was not imperative, a method which would recover the valuable 
constituents of the gases was the one to be considered. 

The volume of gas, including entrained air at the converter hood pro- 
duced from each Peirce and Smith converter, calculated at standard tem- 
perature and pressure, was found to be approximately 25,000 cu. ft. per 
minute, or an average of over double that volume at flue temperature. 

An average of four to five converters is operated under normal plant 
conditions and practically never are over four blowing simultaneously, 
equivalent to a production of 200,000 cu. ft. of gas per minute at flue tem- 
perature for the whole department. 

The ratio of SO; to SO2 has been very variable, depending on the 
character of the matte treated and onthe period of theblow. Theaverage 
of several determinations showed 1 to 18, but at times it has been as 
high as 1 to 8. 

The Cottrell process described in its simplest terms consists in the 
conversion of a high-tension alternating current of 30,000 to 60,000 volts 
into a direct intermittent current of the same potential, and the applica- 
tion of this current to certain electrodes suspended in a flue conveying the 
gases to be treated. These electrodes in their simplest form consist of 
narrow suspended metal plates regularly spaced 5 to 12 in. apart, depending 
on voltage, and between adjacent plates, parallel and equidistant from 
them, is stretched a fine wire to every space, the wires forming the dis- 
charge electrodes and the plates the collecting electrodes. There is thus 
maintained through a silent or glow discharge an electrically charged 
field through which the gases travel and all dust or condensed fume or 
moisture becoming electrified is deposited on the plates. 


Cottrell Plant and Work at Coram, Cal. 


From an inspection of the Cottrell plant then installed at the works of 
the Balaklala Cons. Copper Co., at Coram, Cal., it was thought that the 
Cottrell process might be advantageously used for the recovery of the lead 
fume from the converters at Garfield; if not completely, then to an extent 
that might prove profitable. The treaters consisted essentially of cham- 
bersin which were suspended sheet-iron plates 6 in. wide by 10 ft. long and 
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eight operating and one being cleaned, and it might be supposed that a 
proper distribution could not be secured with such an arrangement as 
shown, but with louver dampers at the ends of each unit a fairly even flow 
through all units was obtained. The chief mechanical defects in a unit 
of this description are the spaces between the ends of the plates and the 
roof, and also along the bottom of the unit, where gases would escape 
treatment. 

I was informed that the apparatus worked best with gases between 
120° and 140° C. A temperature approaching but not less than 120° 
seemed the most desirable, though evidently, in the light of our present 
knowledge, not sufficiently low to condense all smoke-forming elements, 
which on being discharged into the atmosphere would become visible 
as smoke. 

On my visit there in the spring of 1911 the recovery of solids from the 
smoke was usually 80 to 90 per cent., an attainment not sufficient to meet 
the demands of the courts. It was my belief, however, that if an ex- 
tension of time had been allowed the elimination required would have 
finally been accomplished. 


Preliminary Experimental Work at Garfield 


Actuated by this faith in the possibilities of the process to success- 
fully treat converter gases, it was decided to carry on experiments at 
Garfield with a view to determining the best working conditions as to 
temperature, acidity, etc., and to discover the most efficient form of 


- electrodes for the purpose. This work was intrusted to Mr. Rathbun, 


formerly chief electrician at the Balaklala smelter, who was fully familiar 
with the process as conducted Gre and R. F. Barker, field chemist 
at Garfield. 

This experimental work was started in August, 1911. Equipped with 
the necessary apparatus to produce a 20,000 to 30,000 volt direct inter- 


- mittent current, the regulation plates and pubescent electrodes were 


first tried. Then iron pipes of different diameters and of varying lengths 
were experimented with. It was assumed that a pipe with an axially 
placed wire would give more uniform electrical treatment than the plates 
and wires, and the experiments proved this. With the current available 
of 30,000 volts, it was finally determined that 5-in. pipes 10 ft. long 
placed vertically gave the best clearances if the velocity of the gases 
treated did not exceed 15 ft. per second through the pipes; and finally 
the pubescent electrode, which was a source of considerable trouble, was 
replaced by a No. 22 gauge steel wire. 

Pipes of larger diameter with the application of higher voltage were 
considered, but it was thought that the smaller pipe would secure better 
distribution; and having proved the efficiency of the 5-in. pipe it was 
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decided tc adopt that size, leaving the use of large-pipe and high-voltage 
installations to future development. 


50,000 Cu. Ft. Converter-Gas Treater at Garfield 


Having proved the greater efficiency of the pipe as compared with 
the plate as a collecting electrode and substituting a single wire to 
replace the regular pubescent discharge electrode, a plant was designed 
for the treatment of 50,000 cu. ft. of converter gas per minute. 

The treater, as illustrated in Figs. 3 and 4, consisted of 608 5-in. iron, 
pipes (well casing), 10 ft. long, placed vertically over corresponding 
openings in a floor, similarly to the flues of a vertical boiler. Centrally, 
through each pipe, was stretched a No. 22 gauge steel wire. The treater 
was divided electrically into four sections so that different voltages could 
be applied to different parts of the plant. 

Current was taken from a 2,300-volt alternating-current line stepped 
up.to 23,000 to 30,000 volts. This high-voltage alternating current was 
by means of.revolving rectifiers converted into an intermittent direct 
current of the same potential for the precipitating electrodes. The 
rectifiers were run by three-phase synchronous 220-volt motors, power 
to operate which was taken from the same source as that converted at 
the rectifiers, but stepped down to required voltage. 

On the assumption of the treatment of 50,000 cu. ft. of gas per minute 
through 600 pipes, the average velocity through the pipes would be about 
10 ft. per second, or the gases would be under treatment for 1 sec. in the 
10-ft. pipe. 

On Dec. 6, 1912, the gases from one converter were turned into 
the treater, being drawn tbrough it by the draft of an adjacent stack 
150 ft. high. It was discovered in the preliminary experiments that 
.during blowing on white. metal to copper, when a sufficient amount of sul- 
phuric acid was present in the gas, the coating on the pipes from the con- 
densed fume was conductive and the process offered no difficulties; but 
that during the slagging period, with a small amount of SOs; present, 
~ anon-conductive coating was formed in the pipes and after a short time 
the current was interrupted and further precipitation ceased. It was 
found, however, that by the injection of a small amount of moisture in 
the gases before reaching the treater the coating in the pipes was rendered 
conductive and the process worked satisfactorily at about 90° C. With 
mixed gases from the slagging and white metal stages, as would occur 
under normal operations with three or more converters running, no addi- 
tion of moisture was found necessary. But being limited to the treat- 
ment of the gases from one converter, fine sprays of water were injected 
. into passing gases during the slagging stage, amounting to about 3 to 


5 per cent. of moisture in the dust collected. Owing to occasional arcing 
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the No. 22 wires were at times burned off, but with No. 14 gauge wire 
this trouble was practically eliminated. 

The plant was run continuously for several weeks and from Gales 
of the escaping gases it was determined that the average recovery. of 
lead was 97.25 per cent. The dust collected ran 41 per cent. lead, mostly 
in the form of basic sulphate. 

During the progress of the work it was observed that during the blow 
on white metal, where a conductive deposit was obtained in the pipes, 
practically all of the lead was precipitated from the smoke at a tempera- 
ture of 340° C., but that the SO; and As,O; escaped. To precipitate the 
latter and obtain complete smoke clearances a temperature of about 90° C. 
was necessary. This suggested the possibility of fractional precipitation 
by using treaters in series, whereby passing gases could be treated at 
different temperatures, thus classifying the elements of the smoke. This 
gave an aspect to the possibilities of the process not hitherto considered. 

As the result of the recoveries made in the 50,000 cu. ft. installation 
it was decided to apply to the Executive Committee of the company for 
authority to erect a plant to treat all the smoke from the converters, 
this plant to be an adjunct to a new flue system then under considera- 
tion, which will later be referred to. 

Pending the granting of the required authority it was decided to 
erect a small treater for experimental work on blast-furnace, MacDougall- 
roaster, and reverberatory gases. 


Experimental Plant for Treating Blast-Furnace, MacDougall, and Re- 
verberatory Gases 


The treater, which consisted of 152 5-in. pipes and the necessary 
electrical equipment, was erected about 300 ft. from the main smelter 
stack, or approximately 2,700 ft. from the blast furnaces, 1,800 ft. from 
the MacDougall-roaster installation, and 1,700 ft. from the reverberatory 
furnaces, where the three flues of these departments run close together 
and parallel on to the chimney. A 30-in. sheet-iron pipe with the 
necessary branches and dampers was connected with a fan, whereby the 
required gases for test could be withdrawn from any flue and delivered 
to the treater. 

The tests conducted on these gases were with the view of not only 
recovering values, but also eliminating all smoke-forming substances, 
such as sulphuric acid and moisture. Under such requirements of perfect 
or high percentages of clearances, lower temperatures and lower veloci- 
ties than shown for converter-gas treatment for lead values became 
necessary. 

In the tests (Tables I and II) gases were continuously sampled during 
process of treatment. The apparatus was run in the day time only, in 
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order to have Mr. Barker’s full attention and thus enable him person- 
ally to see that both operating and analytical work would be carried 
on in a manner leaving no doubt as to the accuracy of the results. 

From an inspection of the tables it will be seen that to obtain perfect 
clearance a velocity of about 3.5 ft. per second in the pipes was necessary. 
In special experiments with gases diluted with air perfect clearances were 
obtained with 7 ft. per second in the electrodes. This is equivalent to 
reducing the dust particles per unit of volume, and such a condition would 
be obtained by passing gases through a proper petieine chamber prepara- 
tory to Cottrell treatment. 

Several days were devoted to the treatment of mixed gases from the 
reverberatories, roasters, and blast furnaces, with results equally as 
good as shown for blast furnaces and roasters separately. 

The apparatus worked generally well electrically under most condi- 
tions. Different kinds of deposits were obtained, wet and dry, and in 
some cases wet mud dripped from the pipes, but very little trouble was 
experienced in making the apparatus work. 


Summary of Tests at Garfield 


The results of the experiments of December, 1912, to April, 1913, 
were: 

1. The establishment of the pipe electrode, now being generally 
adopted in recent Cottrell installations. 

2. The replacement of the pubescent electrode by a ohne wire. 

3. Proof that 95 per cent. to practically complete clearance of Gar- 
field smelter gases can be accomplished if temperatures are maintained 
under 100° C. 

4. That by treatment of gases at different temperatures, by treaters 
in series with the necessary drop in temperatures between treaters, frac- 
tional precipitation may be possible. For example, collecting the bulk 
of the lead in one treater and then by the further cooling of gases collect- 
ing most of the arsenic, sulphuric acid, etc., in a second treater. 


Experiments at Murray Plant, American Smelting & Refining Co. 


The method of fractional precipitation has since been tried experi- 
mentally on the treatment of roaster gases at the Murray plant of the 
American Smelting & Refining Co. Dust, acid, and moisture carried 
‘by the gases produced a sticky, muddy deposit on the electrodes when 
tried in one treater, and the difficulty of removing this mud became a 
problem. Two small treaters were then placed in series. The tempera- 
ture of the gases entering the first treater averaged 125° C. and entering 
the second treater 70° C. In the first as high as 95 per cent. of the total 
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precipitate was collected, in a comparatively dry condition. In the 
second treater most of the remaining dust, acid, and water, approxi- 
mating 4 per cent., was collected, sometimes sufficiently moist to drip 
from the pipes. These results have been encouraging and further ex- 
periments will be tried. It is too early to state that this problem has 
yet been completely solved, as the maintenance of proper temperatures 
is of critical importance to the work. 

I wish to emphasize that the results obtained at Garfield and at. 
Murray were on the treatment of gases particularly favorable to the proc- 
ess and it does not follow that all smelter smoke can be treated as suc- 
cessfully. Again, while experimental results have warranted our trying 
the process on a large scale, we have no definite assurance that the element 
of time may not develop difficulties not now apparent. 


Cottrell Plant for Treatment of Gases from Converter Plant 


Fig. 5 is a general plan of a new flue system for the blast-furnace 
and converter gases, built primarily on account of the inadequacy of 
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the old flue system to handle properly all the gases of the plant under the 
present output. 

For the collection of dust from the blast furnaces the gases will pass 
through a dust chamber 300 ft. long by about 920 sq. ft. cross-sectional 
area, about 100 ft. of which will be filled with suspended wires as followed 
in the very large chamber of the Boston & Montana Reduction Works 
at Great Falls with such excellent results. 
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From the chamber the gases pass up a flue connecting with a chim- 
ney 350 ft. high by 22 ft. internal diameter at the top, built on a solid 
rock foundation 85 ft. above the general smelter level, or equivalent to a 
total height of 435 ft. 

The converter gases which are destined for Cottrell treatment for 
recovery of lead fumes, etc., will pass through a long steel flue of 210 sq. 
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Fig. 9.—Cross-Section oF 360-TusE UNIT. 


ft. cross-sectional area and about 1,000 ft. long, which will collect prac- 
tically all cuprous material from the smoke, and the gases in their pas- 
sage will become sufficiently cooled for delivery to the electrical pre- 
cipitators, as illustrated in Figs. 6 to 10. 
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Electrical Precipitator—The electrical precipitator consists of seven 
units, containing 360 5-in. pipes, 10 ft. long, per unit, or a total of 2,520 
for the whole installation. Six units will be usually operated while one 
is being cleaned. 

On the basis of seven operating, with an output of 250,000 cu. ft. 
of gas a velocity of 12 ft. per second will be obtained; on the basis of 
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200, 000 cu. ft. a velocity of 9. 6 ft. per second, and with six units on the 
same volume 11.2 ft. per second, all within the required velocity for the 
special treatment of converter smoke. Certain changes contemplated 
in converter hoods will further reduce the volume of gas delivered to the 
treater. 
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Gases from the converter flue will be delivered to the lower chambers 
of treater through 36-in. pipes, three pipes per unit, each pipe having a 
deflector extending across to insure the best possible distribution. After 
passing through the pipes the gases reaching the upper chamber then 
pass through 36-in. pipes to the main flue leading to the chimney, there 
being three pipes per unit, and again tending to the maintenance of an 
even flow through the electrodes. 

Transformer and Rectifier House-—With the apparatus used in the 
single converter gas plant of 608 pipes referred to it was estimated that the 
maximum power used was 25h.p. In determining the size of transformers 
necessary for the new installation this figure was used as a basis. As the 
units consist of 360 pipes each and as it may be necessary at times to 
connect two on the same transformer, it was decided that 20-kw. trans- 
formers would have liberal capacity for any condition that might arise. 
The power necessary for the treatment of 250,000 cu. ft. of gas per minute 
will probably amount to 100 h.p. 

Electrical Apparatus.—This includes seven complete motor-generator- 
rectifier sets and transformers, and switchboard panel to control these. 

A set consists of a 30-h.p., 250-volt, direct-current motor, direct 
connected to a 20-kw., 4-pole, 60-cycle, 220-volt single-phase alternating- 
current generator. The 220-volt current is stepped up to 20,000 to 30,000 
volts by means of a 20-kw. transformer and then led back to the rectifier, 
which is on the same shaft with the motor-generator. Here it is recti- 
fied before going to the treater. The voltage before going to the trans- 
former may be regulated to any desired value by varying the field excita- 
tion with a rheostat located at the switchboard. 

On the switchboard are located the necessary switches and instru- 
ments for the motor-generator sets. Each generator circuit is supplied 
with an automatic circuit-breaker switch which can be set to carry a 
short circuit for a definite length of time before opening. 

It is expected that the plant will be completed some time in July, 
and I believe it should accomplish what it has been designed for; that is, 
the collection of those elements in the smoke which may be of commercial 


value. 
Discussion 


Epaar M. Dunn, Anaconda, Mont.—Mr. Howard’s contribution to 
the literature on the Cottrell method of electrostatic precipitation of 
flue dust and fume at Garfield has been read by us with peculiar interest 
for the reason that we have been experimenting with the same process at 
Anaconda for the past eight or nine months, with a view to adapting it, 
under the direction of Dr. Cottrell and the supervision of J. O. Elton and 
D. R. Kellogg, representing the Anaconda Smelter Commission, to the 
treatment of very large volumes of gases, using large pipe treaters and 
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various forms of electrodes, with about 150,000 volts rectified current. 
For the amount of gas to be treated here the 5-in. pipe means a cost for 
installation that is practically prohibitive, due to the tremendous number 
of pipes required, and we have been trying to cut installation costs by 
increasing the size of the pipes. All of our work is still in the experimental 
stage, but we have obtained good clearance on our mixed roaster and con- 
verter gases with a 3-ft. pipe treater 20 ft. long, and with 5 ft. velocity 
therein; and with a discharge electrode of a single No. 29 nichrome wire 
set in the middle of the 3-ft. pipe, with a consequent electrode spacing 
of 18 in. The current used has been 150,000 to 160,000 volts, and of 
course there have been troubles galore, relating particularly to insulation 
and rectifying. Blast-furnace gases did not give so good clearance, 
probably due to relative poverty in moisture and SO; content of blast 
gases to roaster-converter gases; making the blast gases the poorer in 
conductivity. Our experience has been so satisfactory that in our next 
experimental plant—built on a somewhat larger scale—we shall attempt 
a 4-ft. treater with greater electrode spacing, and a somewhat higher 
voltage—up to 220,000. 

As to fractional precipitation, mentioned by Mr. Howard, this idea 
was tried out at Anaconda last year (1913). ; 

Formerly our furnaces (Bruntons) roasting flue dust for the recovery 
of white arsenic, passed so great an amount of dust to the settling kitchens 
that refining. of this arsenical product was necessary to eliminate the 5 
to 20 per cent. dust contained therein. Consequently the manufacture 
of As2.O3 was effected in two stages, with a reverberatory roast of the first 
product to obtain the final 99.5 per cent. As2O3. 

Part of the dusting trouble was due to too high a temperature and 
draft in the first roasting furnace, and we are now installing new furnaces 
of another type to volatilize the arsenic trioxide in the dust recovered 
from our flues. This process is simply one of volatilization (physical 
change) of the AssO3 present in the flue dust; no chemical change 
of an appreciable nature occurs in the best practice, the arsenates con- 
tained in the dust not being commercially reducible below a smelting 
temperature. 

Fractional precipitation was used last December to separate the 
As20; from the dust carried along from the first roasting furnace in the 
gas stream. ‘Two treaters were used. In the first—gases entering hot, 
310° C.—practically all of the dust was precipitated; while in the second 
—gases cooled to 90° C. by admission of air—white arsenic of 99.7 per cent. 
was directly thrown down; fractional precipitation thus eliminating the 
refining furnace formerly necessary. 

Our new flue-dust roasting furnaces will be equipped with fractional 
precipitation treaters, thus saving the cost of refining the crude product; 
their operation must still be regarded as experimental, due to change in 
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type of roasting furnace. We hope to furnish complete results to the 
Institute at an early future date. 

Finally, we note with regard to Mr. Howard’s report of experiments 
at Murray on fractional precipitation, that “as high as 95 per cent. of 
the total precipitate was collected” in the first treater at an average 
entering temperature of 125° C.; while in the second treater (average 
entering temperature 70° C.) “most of the remaining dust, acid, and 
water, approximating 4 per cent., was collected.” 

This might lead one to believe that the first treater was but 95' per 
cent. efficient. A moment’s thought, however, will bring out the fact 
tHat the efficiency of the first treater, at tts temperature, must have been 
close to 100 per cent.; the change in vapor tension between 125° and 70° 
rendering additional acid and water precipitable at the lower temperature 
of the second treater. In other words, had the gas contained vapors 
capable of precipitation between 70° and atmospheric temperature, a 
third treater (or a lowering of the temperature in the second treater) 
would have recovered those vapors in the liquid or solid state. 


F. G. Corrretty, San Francisco, Cal.—There is very little I can add 
to Mr. Howard’s paper except a word of appreciation for his energy and 
ability in carrying this work through to completion. As most of you 
doubtless remember, the work on this same general subject which was 
under way several years ago at the Balaklala smelter, in California, was 
terminated by that smelter shutting down on account of fume troubles, 
in which at the time no very definite segregation was attempted as to the 
part played respectively by dust and sulphur dioxide. 

Although that installation ran for only a few months, and was really 
never thoroughly completed, it served to bring the process forward to a 
scale large enough to give an idea of what could be done in the collection 
of values, and Mr. Howard was the man among the members of the smelt- 
ing profession who took enough interest in the work, saw the possibilities 
with sufficient clearness, and had the courage, in the face of the skepticism 
of many of his associates and official superiors, to take the work up purely 
as a matter of saving values. The process thus entered on this second 
stage which he has so admirably carried through at Garfield. 

Looking backward on the history of the work, it appears doubtful 
whether it would ever have lived through the difficulties encountered in 
its early stages had it not appeared as a possible solution of the life and 
death struggle some of the plants were then making in the courts on fume- 
damage suits. But once these early difficulties were passed and the work 
was placed on a reasonably definite and certain basis as an established 
method, its general importance to the industry and the interest now taken 
in it have rapidly come to center chiefly around the collection of values 


previously lost in the smoke. 
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The work at Garfield, as you know, is aimed primarily at the saving 
of values from the converter flue. The degree of recovery attained at the 
Balaklala plant appealed to Mr. Howard as amply warranting, even at 
that stage, its operation on converter flues, aside from any question of 
fume nuisance. In the present plant, with the lack of any direct dis- 
turbance from that cause, it should be possible to gain a thorough knowl- 
edge of what can be done on the recovery of values. In the meantime, 
of course, as Mr. Dunn has told you, the work has gone on at other places, 
largely due, I feel sure, to the stimulating effect of Mr. Howard’s own 
confidence and example. A plant nearly the size of that at Garfield is 
already running at the Trail lead smelter in British Columbia. 

I feel that Mr. Howard is to be very heartily congratulated on the 
successful way in which he has carried out this work in the face of a great 
many difficulties, some of which I have had opportunity to see and know 
as the work progressed. 

I have with me a few samples of the material collected on the Anaconda 
work which I thought might be of interest in this general connection, as 
they illustrate in a rather striking manner the possibilities of fractional 
precipitation suggested by Mr. Howard in his paper and further empha- 
sized by Mr. Dunn’s discussion. In this set [exhibiting samples] there 
are three bottles numbered 1, 2, and 3. No. 1 is the original feed to the 
arsenic furnaces in one of the experiments of Anaconda; No. 2 is the dust 
precipitated in the first precipitating unit—that is, precipitating the dirt 
out of the arsenic at a temperature still retaining the greater part of the 
arsenic in the form of a gas; and No. 3 is the refined arsenic precipitated 
in a subsequent electric treater after chilling by admixture of cold air. 
The gray of the original flue dust, the almost jet black and thesnow 
white colors respectively of the impurities removed and the refined arsenic 
obtained serve to make this, as you notice, a very good illustration of the 
principle. 
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The Bag House in Lead Smelting 


BY H. H. ALEXANDER, MAURER, N. J. 
(Salt Lake" Meeting, August, 1914) 


In the early part of the last century textile fabric was used for the 
filtration of products of combustion and lampblack was obtained by pass- 
ing smoke through a series of canvas bags. Natural draft was used to 
draw and force the smoke through the bags. About 1850 bag filtration 
was used for collecting zinc oxide. Around 1876 it was introduced for 
collecting the fume from lead-ore hearth smelting in Missouri. Shortly 
afterward it was used, first at Portland, Me., and later at Cafion City, 
Colo., for the collection and production of zinc-lead pigment in treating 
mixed zinc-lead sulphides. In 1890 the Globe Smelting & Refining Co., 
at Denver, Colo., installed a bag house containing 1,458 bags for the re- 
covery of fume from silver-lead blast furnaces. This installation was too 
small to handle all of the gases and was increased to approximately 
2,300 bags. In 1900 the number of bags was again increased, making 
a total of approximately 2,800. 

The usual difficulties incident to new installations were encountered, 
but they were gradually overcome and the bag house became accepted 
as standard practice for this class of smelting. As all of the bag houses 
built since have followed the general lines of the Globe installation, a 
short description may be of interest. 

The general construction of the Globe bag house is shown in Figs. 1, 
2, and 3. 

The building is 149 ft. 8 in. long by 67 ft. 4 in. wide and 40 ft. 2 in. 
high from the basement floor to the eaves of the roof, having brick walls 
96 in. thick from the foundation up to the thimble floor, from there an 
18-in. wall for 16 ft. and a 13-in. wall from this point to the top, a distance 
of 14 ft. 2in. Additional stiffening is given to the walls above the base- 
ment by pilasters located every 16 ft. The end-wall construction is similar 
to that of the side walls with the exception of the spacing of the pilasters, 
which is somewhat greater. The roof is made of corrugated iron laid on 
1-in. boards and supported by a timber frame work spaced 16 ft. apart 
resting on the basement partition walls. On top is a louver running the 
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length of the building to allow the gas to escape. The basement is 10 ft. 
high and divided into compartments by brick walls 13 in. thick spaced 
8 ft. apart, made tight to prevent the gases from interfering with the 
cleaning out of the fume in any one compartment while the others are in 
operation. These walls also carry the thimble floor above, which is made 
of No. 10 gauge sheet-iron plates riveted together as nearly gas tight as 
possible, so that all gas entering the basement will be forced through the 
thimble floor into the bags above. On the thimble floor are fastened the 
thimbles, which are 17 in. in diameter and 10 in. high, made of No. 14 
gauge sheet iron, with a head at the top to attach the bag and a flange at 
the bottom for riveting to the floor plate. They are spaced on 2 ft. 1 in. 
centers and arranged as shown on the floor plan. To these thimbles one 
end of the bag, which is 31 ft. long, is fastened by means of a soft iron or 
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Fig. 3—Dertait or THIMBLE CONSTRUCTION. 


copper wire; the other end is hung by means of a similar wire fastened to 
the bag and then given several turns around a 2 by 12 in. plank overhead 
which runs parallel with and directly over each row of thimbles. These 
planks are carried on cross timbers resting on the frame work which 
supports the roof. The bags usually begin to deteriorate around the 
thimbles. As this takes place the lower end of the bag is cut off and the 
hanging wire at the top, which has been left sufficiently long for this 
purpose, is lengthened out; in this way the bag may still be used, although 
slightly decreased in filtering area. The gas is drawn from the furnaces 
through the flue by means of a fan and discharged into a flue passing 
along the side of the bag house. Short connecting flues 24 in. in diameter, 
equipped with gas-tight dampers, lead the gas from the main flue into 
each separate compartment in the basement. The thimble floor being gas 
tight, the fumes are forced up into the bags, the gas filtering through the 
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fabric and passing out through the louver on top of the roof. The fume 
retained in the bags is dislodged, at regular intervals, by shaking, and 
deposited in the basement, and is removed through the basement doors 
after first shutting off the gas from that compartment. 

The ideal filtering material is a thin layer of absorbent cotton, but, 
owing to the difficulty of cleaning and recovering the fume without 
destroying the material for filtering purposes, it is impractical. The bags 
used are either cotton or woolen, and while various other substances have 
been experimented with, they have not been successful, either on account 
of excessive cost, or, lacking in nap, the material would act as a screen and 
fail to abstract the solid particles from the gases. Some 20 years ago 
the writer treated woolen cloth with titanium chloride. This treated 
material filtered as well as untreated cloth and resisted the corrosive 
effect of sulphuric acid to a point where the condensed acid fully saturated 
the bag. The material of the saturated bag then either clogged up and 
no amount of shaking would dislodge the fume and all filtering ceased, or, 
if the gases were low in fume and high in acid, the nap of the cloth would 
fold up on the strands and the fumes would pass through without 
filtering. 

Cotton bags do not offer as great a resistance to the corrosive action of 
acid and will not stand as high temperatures as woolen. It is difficult to 
determine from the analysis of the gas which material should be used, as 
the acid contents and temperatures of the gases, particularly from an 
oxidizing furnace, are liable to vary greatly. It is better to use woolen 
bags whenever there is doubt. As woolen bags cost from three to four 
times as much as cotton, they must last correspondingly longer. 

The writer recalls seeing all the bags in a building destroyed within 30 
min. This happened with gases from a converter working on lead-bearing 
copper mattes and occurred on the finishing blow to blister, when the 
lead content of the converter charge was low—under 2 per cent. The 
converter delivered the gases into a brick flue, the opening of which made 
a snug joint with the converter snout. The temperature in the brick 
flue back of the converter ranged from 800° to 1,300° F., and at the 
discharge end of this brick flue the temperature ranged between 400° 
and 700° F. In this range, giving the proper temperature—from 800° 
to 1,200° F.—for conversion, by contact, of sulphur dioxide to sulphur 
trioxide, the amount of sulphur trioxide formed was in excess of the lead 
oxide carried by the gases; the surplus acid rapidly destroyed the bags. 
This was overcome by enlarging the opening in the flue, also an opening 


with a damper was made in the side of the flue close to the point where the - 


converter discharged into it; the fan was speeded up, thus diluting and 
cooling the gases. A recording thermometer was placed in the flue 25 ft. 
from the converter, and 600° F. was the maximum reading permitted on 
this thermometer. The dilution of the gas was also regulated by analyses, 
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never allowing the sulphur dioxide content of the gases to get over 4 per 
cent. It had formerly run as highas 9 per cent. on the finishing blow. 
After these precautions were taken a set of cotton bags lasted over a year. 

The same action may occur on concentrating and cupelling furnaces 
where the only sulphur present comes from the fuel. With the tempera- 
ture of the flue as noted above, the conversion of sulphur dioxide into 
sulphur trioxide proceeds rapidly and destroys the bags. Fortunately, 
in a majority of these cases there is sufficient lead oxide in the gases to 
combine with the sulphur trioxide formed, rendering it harmless. 

Another cause for the ‘corrosion of bags is the presence of selenium. 
The selenium being volatilized and passing off with the gases as an 
oxide, upon coming into contact with the sulphur dioxide converts the 
latter into sulphur trioxide with the production of selenium, and unless 
there are sufficient bases to combine with the sulphur trioxide produced 
the bags are attacked. . 

The difficulties of an accurate determination for small amounts of 
sulphur trioxide in the presence of sulphur dioxide are well known, and 
while a large number of determinations were made, they were used for 
comparative purposes only. 

Exhaustive tests were made to determine the critical temperature of 
cotton and woolen bags. The fabrics used in these tests were cut from 
the cotton and woolen bags in use in the bag house. The test pieces were 
cut to 3 by 4 in. and were pulled, always against the warp, in an Olsen 
testing machine. In making a test for any given temperature and period 
of time, a piece of cloth 8 by 15 in. was cut into 10 rectangular pieces, as 
shown below. 


The pieces bearing the odd numbers were laid aside and those bearing 
the even numbers were placed in a Freas electric oven, which was kept at 
the proper temperature for the desired period of time, at the expiration of 
which they were removed and all 10 pieces broken in the Olsen machine. 
In most cases, especially at or near the critical points, two or more, and 
sometimes as many as five, independent tests were made. All told, 
something more than 1,000 test pieces were pulled. Individual tests 
varied, but sufficient work was done to make the results given below, which 


are averages, correct. 
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Percentage Loss in Tensile Strength Due to Heating 


Cotton Cloth 
Time Pieces were Kept in Oven 
Temperature of etee 
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Per Cent. Per Cent. Per Cent. | Per Cent. | Per Cent. 
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Each plant has its favorite brand of cloth, which is required to have a 
definite number of strands; in cotton cloth these vary from 30 by 30 to 
48 by 48, depending upon the character of the fume to be filtered; with 
woolen cloth, owing to the longer nap, a coarser weave may be used, and 
the number of strands is usually in the twenties. The woolen cloth should 
contain the natural grease, but, as the manufacturers object to this, the 
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wool is usually scoured and manufactured into cloth and the grease added. 
After numerous working tests, checked by the laboratory, the following 
specifications were formulated for a satisfactory woolen cloth: ' 


The weight is to average 12 oz. per yard and the tensile strength is to be not less 
than 21.5 Ib. per lineal inch. The test pieces are to be square, 34 in. on a side, and the 
pull is to be against the warp. The fabric is to contain not less than 85 per cent. 
wool fiber, estimated by taking the difference between 100 per cent. and the sum of 
grease, dirt, moisture, burrs, and cotton fiber, and to be practically free from vegetable 
matter of all kinds. The weave is to be 22 ends by 20 picks per inch. 


Yarn is used for sewing woolen material. Linen thread should be 
used for cotton bags, usually No. 40 Barbour’s Irish Linen, with a 
double lap seam, and lock stitch is specified. 

There is a diversity of opinion as to the necessity of ventilation around 
the bags, but the consensus of opinion is that good ventilation lengthens 
the life of a bag. Some plants have gone to the extent of drawing the 
gases from around the bags with a fan and discharging them into a stack. 
An iron stack 4 ft. 6 in. in diameter and 68 ft. above the roof has proved 
satisfactory. This stack takes care of 15,000 cu. ft. of gas per minute and 
maintains a draft of about 0.05 in. of water. The temperature of the 
gases entering this stack varies from 110° to 130° F. Diffusion stacks 
after the Wislicenus type were tried for converter gases. They worked 
nicely, but the rain beating through the openings caused rapid deteriora- 
tion and they were abandoned. 

The number of bags in a compartment which can be closed off from 
the main current varies greatly. The original Globe bag house contained 
81 bags. Some smelting works have as many as a thousand bags in a 
compartment. As most bag houses are run continuously, one or two 
compartments are usually cut out for cleaning, shaking, etc., and it is 
therefore better that a unit be of such size as not to have too large a 
percentage of the filtering area cut out when one or more compartments 
are closed off. 

The filtering area or bag surface necessary to handle a given amount of 
gas is entirely dependent upon conditions, and what is ample in one case 
may be insufficient in another. The area necessary is not only dependent 
upon the volume of gases, but upon the amount of solids per cubic foot, 
the stronger or weaker adhesion of the fume to the filtering material, 
and the number of times the bags are shaken in 24 hr. 

Few smelters accurately measure the volume of gases being handled, 
but use the manufacturer’s rating of the fan at the different speeds. As 
this depends upon character, resistance, temperature, etc., of the flue 
to the fan, and the same variable factors on the discharge end of the fan, 
the rated amount is not always delivered. Comparing performances of 
bag houses with fan rating, one bag house could be cited in which each 
bag is filtering 130 cu. ft. of gas per minute and recovering 5 lb. of fume 
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per bag per day, with bags shaken once in 24 hr., and another in which 
each bag filters 70 cu. ft. of gas per minute and recovers 27 |b. of fume per 
day, with bags shaken eight times during that period. 

In dislodging the adhering fume from the bags, hand shaking, when 
done properly, gives the best results, but it is a slow and disagreeable 
task and is being replaced by various mechanical shakers. This mechan- 
ical shaking is accomplished by striking the inflated bag lengthwise; 
quickly jerking the deflated bag up and down; swinging back and forth; 
or a combination of the two motions. Another method is to reverse 
the flow of the gas through the bags by means of an individual fan or by 
a second connection between each compartment and the suction side of 
the main fan. The best results were obtained with the arrangement 
shown in Fig. 4. In this arrangement we have the combination of the 
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up-and-down and the back-and-forth motions. The bags in each row 
are hung from a 2-in. pipe, which in turn is supported from above by 
hangers spaced about 8 ft. apart and 21 in. long. The ends of the pipe 
pass through cast-iron spools placed in the walls, with holes in them 
sufficiently large to allow for the up-and-down motion caused by the 
swinging around the 21-in. radius. On the ends of this pipe are placed 
collars, one on each side of the cast-iron spool, and set for 8-in. stroke. 
A lever is fastened to one end of the pipe, which, when. pulled quickly 
back and forth, gives the bags an up-and-down as well as a back-and- 
forth motion, and on coming up sharp against the collars also produces a 
sudden jar which assists in dislodging the fume from the bags. This 
device when handled properly will lower the pressure in the bags to 0.15 
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in. of water. Good hand shaking will lower the pressure to 0.10 in. or 
slightly less. 

It is important that the bags are so hung that when inflated they 

will stand straight; otherwise, upon shaking, the fume will collect around 

the thimble top, distorting the bottom of the bag and thus obstructing 

the flow of the gases into the bag, at the same time putting an undue 

strain upon the bag at this point. 

Fume from blast furnaces carries enough sulphides and finely divided 
. carbon to burn. The burned material, after moistening thoroughly, can 
be handled safely. Sluicing the fume from the compartment promises to 
be the quickest and most sanitary method, but filter pressing and the 
large amount of moisture left in the cake are objectionable. In any case, 
cleanliness should be demanded from all employees and no scattering 
of fume should be permitted around a bag house. 

Bag filtration, with its high percentage recovery of fume, diffusion 
of gases, and simplicity of operation, is very satisfactory, and the bag 
house has well proved its worth to the lead smelter. Credit for its in- 
troduction into this branch of metallurgy is due Dennis Sheedy, Manager, 
and Dr. M. W. Iles, Superintendent, of the Globe Smelting & Refining Co. 
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Effects of the Bag House on the Metallurgy of Lead 


BY L. DOUGLASS ANDERSON, MIDVALE, UTAH 


(Salt Lake Meeting, August, 1914) 


For some years past the annual reviews of the metallurgy of lead have 


almost uniformly stated that there have been no great changes, such as 
there were being more particularly noticeable in the refinement of details. 
While this is quite true, nevertheless these changes in details are gradually 
bringing about a condition that, taken as a whole, constitutes a consider- 
able advance in the art. Local circumstances have often compelled 
metallurgists to adopt certain peculiarities of practice which upon trial 
have been found advantageously applicable to more than the restricted 
district of origin. This paper will deal with some of the more novel 
features developed in recent years at the United States smelter, Midvale, 
Utah, particularly with reference to the influence of the bag house. 

The plant is equipped with six blast furnaces, 48 by 160 in., mechanic- 
ally fed; four Wedge furnaces for roasting matte and sulphide ores; four 
Dwight-Lloyd sintering machines; 20 converter boxes for blast roasting; 
storage bins for ore, fuel, and fluxes; ‘‘ oxide” and ‘“‘sulphide”’ sampling 
mills; bag house taking all the gases of the plant; arsenic plant for treat- 
ing the dust gathered there; laboratory, shops, ete. 

The most marked feature of the plant is its complete bag-house system. 
Of the many schemes thus far tried for preventing damage to surrounding 
agricultural interests the writer is aware of none as yet quite as efficient 
as the bag house. A common remark of visitors upon approaching the 
plant and viewing the clear stacks is that it appears to be shut down, 
whereas once inside all the evidences of industry are found. 

Bag-housing blast-furnace gases presents no peculiar difficulties. The 
gases from properly run furnaces are comparatively cool, contain scarcely 


a trace of acid and do not burn the filtering medium. All that is required. 


is a proper mechanical design of the bag house and its accessories, the 
provision of ample filtering area, and of convenient means for handling 
and treating the product. While cotton or duck bags have been used, 
on the whole woolen bags woven of the raw wool appear to give suffi- 
ciently longer life to warrant their heavier expense. As for the filtering 
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area required, no definite rule can be laid down, as it is dependent upon 
the amount of and physical character of the fume carried in the gases and 
the frequency and efficiency of shaking. However, from 0.3 to 1.5 cu. ft. 
per minute have been filtered per square foot of area supplied, with 0.5 
to 0.7 cu. ft. per minute the more usual quantities. The pressure carried | 
is usually from 1 to 2 in. of water. Higher pressures can be carried, with 
consequent greater filtering capacity, but at the expense of more power 
and a somewhat shorter life of the bags. 

The dust in the Midvale bag house is caught inV-shaped steel hoppers, 
through the bottoms of which run 9-in. screw conveyors by means of 
which the dust is regularly removed into tram cars which carry it to the 
arsenic plant for treatment. This idea, which was developed here, has 
resulted in much healthier conditions for the attendants and has been 
applied since to other bag houses, some of which use no hoppers but let 
the dust form its own slope in closed cellars down to the screw. How 
successful this is cannot be definitely stated, but as most dust tends to 
“hang up,” requiring some rapping of the steel hoppers to bring it along, 
there is the possibility that screw conveyors may not be entirely effective 
when applied in rectangular cellars. It is to be noted that screw convey- 
ors as ordinarily used run in semicircular or square boxes. The natural 
extension of the idea to dust hoppers would be to simply attach the boxes 
to the hoppers as in A or B of Fig. 1. With bag-house dust, however, 
such arrangements will invariably choke up and stop the worms. A 
better arrangement is shown in section at C. This arrangement seems to 
give the dust a chance to relieve itself on the sides instead of choking and 
breaking the screws. The present manner of shaking the bags was 
developed some years ago at this plant in an effort to save expense in the 
replacement of torn bags. It consists simply of cutting off the blast from 
any one hopper and applying a slight vacuum, repeating the operation 
two or three times. It is not as efficient as hand shaking or shaking by 
mechanical means. It is, however, healthier than hand shaking and, 
when done often enough (every 8 hr. at Midvale), is sufficient. Further- 
more, bags often reach a peculiar state of fragility, when they are still 
efficient filtering mediums but so weak that they tear if handled roughly. 
It can be readily understood that gentle alternate deflation and inflation 
in place of rough shaking will greatly prolong their life when in this 
condition. 

In contrast to blast-furnace gases, those from the roasting operations 
present many difficulties, due chiefly to their heat and the fact that they 
carry appreciable quantities of sulphur trioxide (SO3). In cooling the 
gases sufficiently to avoid charring the bags this sulphur trioxide unites 
with the water vapor and becomes exceedingly destructive to the bags, 
whether of cotton or of wool. Under some conditions of roasting, where 
the ores are high in lead or zinc, the fumes from these metals unite with 
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this acid and render it inert. Until the invention of the Sprague process 
of neutralizing this acid! the majority of lead smelters were unable to 
bag-house their roaster gases. As a matter of fact, blast-furnace gases 
carrying practically no acid should not be nearly as harmful to vegetation 
as those from roasting operations, which are so hot as to permit little 
settling of lead and arsenic fumes and usually carry noticeable quantities 
of sulphuric acid. The neutralization of this acid effects two things, 
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permitting filtration through woolen bags ‘and nullifying the harmful 
effect of the acid on vegetation. 

In the matter of metallurgical recovery the bag housing of roaster 
gases is also more important than that of furnace gases. In his paper 
on the bag house before the Institute in 1912,? Anton Eilers gave figures 
which showed that the operation of the bag house on furnace gases in- 
volved an actual loss financially when all items were taken into account. 


-This should prove true in all plants where the furnaces carry a small’ 


10. §. patents Nos. 931515 and 992391. 
? Notes on Bag-Filtration Plants, Trans., xliv, 708 to 735 (1912). 
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amount of lead on the charge, say 8 to 12 per cent., and are run with 
properly cool tops. In such cases extensive settling chambers will save 
all values that are economically worth while. With more lead on the 
charge, however, and when agricultural interests must be protected the 
bag house is well worth while. But from the standpoint of metallurgy 
the roaster gases are those which will pay the largest returns on the invest- 
ment. If hot tops in blast-furnace work are the cause of metal losses it 
is just as certain that the heat engendered in roasting likewise produces 
metal losses. This was indeed the primary reason for abandoning the 
old ‘‘fusion-box”’ type of roaster. At Midvale the fume collected in the 
bag house from the roaster gases carries 35 to 42 per cent. lead and about 
10 oz. silver per ton, whereas that from the furnace gases carries only 
18 to 22 per cent. lead and less than 1 oz. of silver per ton. 

In his article on the progress of the metallurgy of lead in the first 
volume of The Mineral Industry, published in 1893, Professor Hofman 
called attention to the increasing exhaustion of the oxidized and carbonate 
ores of lead and the necessity of handling more of the sulphide ores, which 
were developed as the mines increased in depth. Roasting is a practically 
indispensable part of the treatment of these sulphide ores. In his paper 
on the bag house already quoted Anton Eilers mentioned the increased 
metallurgical losses due to the greater amount of roasting now being done. 
In this connection may be mentioned some experiences with the Dwight- 
Lloyd sintering machines, which have done so much for the whole indus- 
try. When originally installed at Midvale they were equipped with gaso- 
line burners for ignition, which were somewhat troublesome and erratic 
in action. Some bad slags were produced in the blast furnaces when 
handling their product, which were finally traced to green sulphides carry- 
ing zinc blende coming over unignited with other parts of the charge which 
had properly sintered. Screening the roast was resorted to, with bene- 
ficial results. Finally a muffle type of burner using a low-grade gas oil, 
understood to have been developed first at Monterey, was applied. A 
good solid sinter was obtained without green spots and screening was 
abandoned; indeed, had to be, or otherwise the furnace charge became 
too coarse for good reduction. But the terrific heat developed by the 
new burners, and apparently necessary for good ignition, caused an in- 
creased loss of lead. in the sintering operation. Many smelters through- 
out the country have lately begun to realize this. Yet the Dwight- 
Lloyd machine is too valuable to be impeded in its progress by this devel- 
opment. A more gentle ignition may cut down these metal losses. Nev- 
ertheless if they would be prevented to the maximum extent possible the 
bag house remains the final resort, not only for the gases from these 
machines, but for those from all lead-roasting operations. 

It may be claimed that sufficient flues and settling chambers should 
throw down practically all the As.O3 and SOs, but it is not recalled that 
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any lead smelter in this country has such an extensive system ending in a 
stack as to prevent a dense cloud escaping from that stack, unless all the 
fume is filtered. 

Aside from the acid nature of the roaster gases, overcome by the 
Sprague process of neutralization, the cooling of these gases has been the 
most serious problem in bag housing them. Many efforts have been 
made to produce filtering fabrics which would withstand both heat and 
acidity, such as by chemically treating cotton and wool, using asbestos, 
etc. These efforts are to some extent misdirected, for effectual filtering 
cannot be accomplished until the gases are cooled sufficiently to get the 
fumes into a condition more nearly approximating what is considered 
solid matter, nor can the gases be so cold that condensation of moisture 
occurs to destroy the filter fabric. Any attempt to filter hot gases will 
be disappointing, resulting in visible clouds of smoke as the gases passing 
through the bags meet the outer air, become cooled, and precipitate the 
fumes which had escaped the bags in a fine state of division. As long as 
the gases are hot the minute particles of fume seem to repel each other 
and exist in a sort of smoky cloud. Cooled, however, they tend to coal- 
esce and thereby reach a state wherein they are easily retained in the 
meshes of the bags. Those who have given any study at all to the matter 
are well aware of the distinction between true flue dust and fume. The 
former can be quite readily settled out of the gases by large chambers, 
centrifugal devices, or wet washers. But lead-smelter gases carry as their 
chief solids, in addition to flue dust, various metals, principally lead, zine, 
and arsenic and their compounds, in a state of extreme fineness, popularly 
mistaken for volatilization. The failure to recognize the distinction 
between flue dust and fume has resulted in many failures in efforts to 
apply to smelter gases wet washers or centrifugal devices which were 
quite effective on the gases from iron blast furnaces. What success has 
been attained with wet washers has been chiefly due to the cooling action 
effected. The importance of cooling cannot, therefore, be overestimated. 

Two difficulties brought on by simple cooling in flues are overcome by 
the bag-house system as now developed. The poor draft in stacks 
resulting from cool gases is taken care of by the forced draft used. The 
precipitation of water vapor and its combination with SO; to form actual 
H.SO, is overcome by neutralization. The effectiveness of this neutraliza- 
tion is illustrated by measures taken to preserve certain steel cooling flues. 
Originally most of the neutralizer was admitted to the flue system where 
it would be most effective; that is to say, some distance from the roasters, 
where the gases were cooler. But cooling had proceeded far enough 
between these two points to cause the gases to seriously corrode the steel 
plates. Finally a certain amount of slaked lime was fed into the gases’ 
_ at the beginning as well as at the end of the cooling flues. From that time 
on internal corrosion ceased entirely. 
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Three methods of cooling are commonly in use: by dilution with 
external air, by passing through thin metal flues, and by spraying with 
water. The first method has only a limited application, lest the quantity 
of gas handled become excessive. The second method is probably the 
more extensively used. The rate of heat transmission through sheet- 
steel plates about $ in. thick under smelter conditions appears to be 
about 0.02 to 0.04 B.t.u. per minute per square foot of cooling surface 
per degree Fahrenheit difference between interior and exterior tempera- 
tures, depending upon cleanliness of the flues, convection by winds, 
shading from direct rays of the sun, etc. In computing the required 
area of a flue for cooling it is not sufficient to assume the mean interior 
temperature as the arithmetical mean of the initial and final temperatures, 
for the drop in temperature proceeds more slowly as the gases become 
cooler. If t; be the initial temperature of the interior gases, tf. the final 
temperature, and t, the temperature of the external air, the mean 
temperature difference 6,, between inside and outside will be 


In the use of sheet-metal flues it has been found by experiment that 
the cooling, within certain limits, is proportional to the square root of the 
velocity. For this reason it is advisable to keep the velocity high in 
such flues, which also tends to avoid too heavy a deposition of the heat- 
insulating dust. 

Cooling by water sprays has been used to some extent and will un- 
doubtedly be extended now that efficient atomizing nozzles are obtainable. 
Care must be used, however, that too much water be not used and the 
saturation point of the gases be not too closely approached, as any 
dampness of bags is fatal to their life. It is an interesting fact that by 
full utilization of the latent heat of evaporization gases can be cooled 
by warm water below the temperature of the water itself. Those who 
are interested in this subject are referred to a paper by Willis H. Carrier, 
entitled Rational Psychrometric Formule.* 

In the Midvale bag house, roaster and blast-furnace gases and dusts 
are kept entirely separate. The roaster dust, carrying 9 to 16 per cent. 
arsenic, is briquetted with other flue dust and fine ores. The lime fed 
in as a neutralizing agent provides an efficient binder. These briquettes 
are then charged to the blast furnaces. The dust from the blast-furnace 
section of the bag house carries from 35 to 45 per cent. arsenic. This dust 
is treated in the arsenic plant, where by two successive volatilizations a 
high-grade fine white commercial arsenic product is made, running better 


3 Transactions of the American Society of Mechanical Engineers, vol. xxxiil, pp. — 
1005 to 1039 (1911). 
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than 99.5 per cent. As:O3. It is seen, therefore, that there is a gradual 
concentration of the arsenic through the successive steps of the roasters, 
the bag house, the briquetting press, the blast furnaces, the bag house 
again, and finally the arsenic plant. 

The details of arsenic manufacture were ably treated last year before 
the Institute by James O. Elton.. Further comment must be restricted 
to mentioning the troubles experienced when the blast-furnace bag-house 
dust approaches 45 per cent. in arsenic content. At all times it is an 
inflammable material. The success of the hoppers with their screw 
conveyors is due to their being kept cool by free air circulation around 
them and regular frequent removal of the dust. If this were allowed to 
accumulate in large quantities it would catch fire and burn to crusts, 
which would destroy the revolving screws. Furthermore, the arsenic 
content must be kept under 45 per cent. or the dust will tend to burn 
in the cars on the way to the arsenic plant, giving off heavy white fumes, 
making it well-nigh impossible to handle. For this reason the metal- 
lurgist in a plant of this kind receiving many ores high in arsenides has to 
watch his charges for arsenic in addition to the usual elements. 

Having caught the material which formerly escaped from the stacks, 
his problem is to extract from it the valuable metals and get the arsenic 
out of the system as quickly as possible, minimizing any closed circuits. 
Such a one, for example, is formed in the briquetting of the arsenic- 
plant residue or sinter after roasting. What arsenic was not roasted 
out of the bag-house dust on the Brunton hearths goes back to the blast 
furnaces, then to the bag house, and from there once more to the arsenic 
plant. It will also be found that certain of the less common elements 
will tend to build up in the sinter unless it be eventually removed from 
the system for further treatment, cadmium being especially noticeable, 
in addition to small quantities of tellurium, selenium, ete. All told, then, 
it will be seen that the bag-house system introduces some interesting 
new problems that the lead metallurgist often neglects to consider. 

It is worthy of note that the bag house should not be depended upon 
as a ‘‘cure all” for bad furnace running. No metallurgist should assume 
that because he has a bag house to catch the fume he can be reckless about 
the condition of his furnace tops with the idea that the bag house will 
catch the values which may be given off. In the first place, hot tops will 
produce hot gases, which will be hard on the bags. In the second place, 
even if the lead fume is arrested in the bag house it has to be treated 
again at heavy expense, and with a second loss due to handling, slag 
losses, etc. The blast furnaces should be run fully as carefully with a 
bag house as without, if the maximum recovery would be obtained. To 
get the maximum percentage of the lead into the bullion with a mini- 
mum output of by-products is still the rule for high recovery. 

Where all the gases of a lead smelter are put through a bag house it 
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will be found that most of the lead loss can be traced directly to the slags, 
largely simplifying the metallurgist’s problem. It must be borne in mind 
that this applies only when all the gases from every operation whatsoever 
are filtered. The slag-settling furnace has proved of considerable aid in 
cleansing the slags finally rejected. Its actual saving, however, cannot be 
figured from the difference between the lead in the slag fed to it and the 
lead in the slag thrown away. A considerable amount of lead must 
escape from the stack together with the products of combustion. It is 
on record that certain metallurgical plants were able to make wonderful 
records for clean slags, only to find after a year’s campaign that there was 
a distressing and mysterious large percentage loss. Such experiences 
as these are forcing metallurgists to recognize the fact that lead is rather 
an elusive metal and that it has a very large avenue of escape in the fumes 
which have been poured out so unrestrainedly in the past. 

The installation of four Dwight-Lloyd sintering machines in this plant 
introduced an unforeseen complication in connection with the bag-house 
system. Soon after they were gotten into operation mysterious sudden 
rises of temperature and pressure in the flue system began to occur. The 
dust caught in the bags changed in character, becoming sticky and 
clogging them up so much as to require vigorous hand shaking to free 
them. Finally one of the aforementioned sudden rises in temperature 
became so great as to set fire to several hundred bags, the dust in the hop- 
pers and flues also burning vigorously. It began to appear as if the 
gases from the Dwight-Lloyd machines could not be filtered. As the 
_ plant could not run unless all gases went through the bag house, extensive 
experiments were set under way in an effort to solve the difficulty. It 
finally became clear that the trouble was due to the production of free 
elemental sulphur, which occurred in the gases in a state of vapor. This 
free sulphur vapor would apparently ignite on small provocation, there 
appearing at times to be an.actual spontaneous combustion of the material 
with the arsenic present, considerable arsenious sulphide being produced, 
while at other times probably sparks drawn through the wind boxes of 
the sintering machines were the cause of ignition. The steam generated 
from the moisture contained in the sintering-machine charges probably 
produced the neutral or reducing atmosphere required in the Hall process 
of producing free sulphur. Here, however, this free sulphur was most 
unwelcome and every effort was made to oxidize it or arrest it before it 
reached the bag house, but with very small success. Water sprays of 
many types were tried, but the free sulphur vapor proved practically as 
elusive as lead fume, which all metallurgists know is scarcely touched by 
water. Strangely enough, the percentage of free sulphur produced be- 
came less and less as the weather became warmer and the air drier. 
Probably if the machines could be supplied with dry air, after the man- 
ner of the pyrites burners in the Mannheim contact process for the manu- 
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facture of sulphuric acid, the production of free sulphur could be pre- 
vented. The cost, however, appeared prohibitive. Among many other 
schemes tried was the use of crushed limestone on the grates under the 
ore charge proper. This did to a certain small extent diminish the per- 
centage of free sulphur produced. It was not sufficient, however, to 
prevent a second explosion in November, 1913, when the atmospheric air 
had again become damp. When this occurred the machines were shut 
down except for sintering preroasted matte, which operation did not 
appear to generate free sulphur, and for sintering sulphide ores low in 
pyrite. 

‘Conservation of resources” is in the air everywhere. A great con- 
tribution to this conservation is the closer saving of the raw materials 
being made in all branches of industry. The lead smelters have not yet 
reached the perfection of saving made by the packers who boasted of 
using all parts of the pig except the squeal—and are accused of utilizing 
even that now that they are under investigation by the Federal govern- 
ment! Yet progress is being made. The increasing development of 
hydrometallurgy may afford a market for the acid which could be made 
from the sulphur; even the iron of the slags may be recovered in such proc- 
esses. In this progress a most important contribution has been made by 
such men as Percy, one of the first to suggest filtering mediums for smelter 
fumes; Lewis and Bartlett, whose successful bag process was the inspira- 
tion of many bag houses; the able and distinguished technical staff of the 
American Smelting & Refining Co., who solved many troublesome details; 
Robert D. Rhodes, whose patience and determination brought roaster 
gases within the province of the bag house; Sprague, whose neutralization 
process removed a large stumbling block, and many others whose names 
time does not permit us to recall. 
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Lead-Matte Converting at Tooele 


BY OSCAR M. KUCHS, TOOELE, UTAH 
(Salt Lake Meeting, August, 1914) 


In January and February of the current year, at the Tooele plant of 
the International Smelting Co., Tooele, Utah, a modification of the usual 
_ method of converting, for the treatment of copper-lead matte from lead 
blast furnaces, was developed and put into successful operation. In 
brief, the method consists in blowing molten matte direct from the blast 
furnaces in basic-lined converters, without the addition of siliceous flux- 
ing ores, to the almost complete elimination of the lead contained, and 
to the production of copper bullion, the resulting lead fume being recov- 
ered by the filtration of the converter gases through woolen fume bags. 

The process is carried out in conjunction with the converting of rever- 
beratory copper matte, the heavy iron slag, together with the copper 
precipitated, being transferred to converters blowing copper matte. The 
purpose of this transfer is to reduce the copper oxide formed, due to the 
necessary overblowing of the lead-matte charge, and to utilize, as far 
as possible, the value of iron from the lead matte, for the fluxing of 
siliceous dry ores. The final slag from the copper converters is then 
skimmed off and transferred molten to a reverberatory smelting furnace 
treating copper ores. 

This variation from general converting practice was the outgrowth 
of results obtained during 1913 when it was endeavored to convert copper- 
lead matte in the usual manner, with the direct addition of siliceous 
fluxing ores. To make clear the reasons lying back of the process it is 
necessary to recount at some length the results of operations during that 
year. 

In the design of the lead plant it was planned to treat the copper-lead 
matte from the furnaces by direct converting without reconcentration and 
thereby to recover the copper, silver, and gold as quickly as possible. 
A converter plant of ample capacity, treating copper matte, already being 
in operation, it was only necessary to install a bag house, a fan, and 
the necessary flues to complete the equipment. 

The bag house constructed has a bag-cloth filtering area of 136,000 
sq. ft., provided by 960 fume bags, 18 in. in diameter by 30 ft. in length. 
A No. 20 Sirocco fan of 180,000 cu. ft. capacity delivers the gases from 
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the converter plant to the bag house. The converter plant consists of 
five stands of horizontal, cylindrical type shells 96 by 150 in. in size. 
A common flue received the gases from all stands. The admission of 
outside air was mainly relied upon for cooling the gases to the desired 
temperature. Means were provided for by-passing gases to the stack 
in case of excessive temperatures. Temperature control of gases was 
made possible by the installation of recording thermometers. 

Converting operations were begun in February, 1918, with the bag 
house equipped with woolen fume bags of cross-woven fabric, 24 threads 
to the inch, warp and filling. As regards the converting operation itself, 
test runs had shown that no difficulties attended the handling of this type 
of matte and operations were conducted in a manner parallel to the 
treatment of copper matte. 

For a period of two months no difficulties were encountered. The 
production of by-products, however, appeared as a disadvantageous 
feature. The passage of 45 per cent. of the lead contained in the matte, 
to the slag, necessitated its re-treatment in the blast furnaces. 

Bag-house difficulties began after several months of operation. 


Leakage developed first through perforations at the tops of the bags. — 


While leakage of water through a prepared roofing material, that had 
become affected by the converter gases, was partly responsible for this 


-. condition, it soon became apparent that the destruction of the fabric was — 


due to condensation of acid inside the bags. This condensation mani- 
fested itself in the form of spots, first at the top and later at the bottom 
of the bags, about 5 to 6 ft. at each end being affected. At the points where 
it appeared the fabric became weakened by acid corrosion and would éven- 
tually be blown out by fan pressure, leaving enlarged perforations. The 
nap of the cloth was also rapidly corroded away, giving a screen-like 
appearance to the bags, and finally a general weakening of the whole 
fabric resulted in their being torn from the thimble floor. Frequent 
renewals of bags became necessary to prevent leakages, and inability to 
correct the underlying causes made it necessary to discontinue operations 
pending a thorough investigation of the problem. 


A solution of all the difficulties required either the destruction of. 


acid by the addition of a neutralizing agent, such as ZnO or CaO, or the 
production of a fume in itself sufficiently alkaline to preclude the forma- 
tion of acid, and the production of a converter slag sufficiently low in 
lead to permit of its disposal by pouring back into reverberatories. 

As a result of considerable experimental work, the process as outlined 
at the beginning of this paper was worked out. Tests carried out in- 
- termittently during the day shift in a coverter set aside for the purpose 
showed a rapid formation of a uniform magnetite coating on the walls 
of the converter. It was expected that difficulty would be encountered 
due to the gradual closing in and reduction in capacity of the converter. 
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This, however, under continuous operation did not develop, the crusting 
under these conditions being confined to the wall opposite the tuyéres, 
being heaviest at the mouth, due to spattering of the charge, and thinning 
out toward the bottom. The fume produced was more actively alkaline, 
the percentage of zinc eliminated from the converter as ZnO approximat- 
ing 50 per cent., as against less than 10 per cent. under the previous 
conditions. It was not deemed necessary, therefore, to consider the ad- 
dition of a neutralizing agent to the gases. 

Preparatory to putting the process into continuous operation, changes 
were made in the flue system in order that gases from lead converters 
only would be filtered through the bag house. Three converter stands 
were consequently connected with a separate flue for lead-matte work, 
the remaining two stands being connected directly to the stack for copper- 
matte blowing. Fig. 1 shows the present arrangement. The necessity 
for better temperature control was realized and flues were equipped with 
dampers to control the admission of outside cooling air. An automatic 
alarm system was installed, to record by gongs and colored lamps the 
passing of the allowable maximum and minimum temperatures. The 
operating range of temperature of the gases entering the bag house is 
maintained at from 210° F. to 230° F. The bag house was equipped with 
bags from the La Porte Woolen Mills, Pendleton Woolen Mills, and 
Knight Woolen Mills. The former are cross-woven and have 24 threads 
to the inch, warp and filling; the latter is a twilled weave bag. 

Converting operations were begun in February, 1914. The formation 
of a monolithic magnetite lining, as stated, did not develop. Rather 
rapid building up of the converter mouth at first gave considerable 
trouble; however, enlargement of the mouth relieved this condition 
materially. Corrosion at the tuyére line proved to be somewhat more 
severe than results from the blowing of copper matte, and more frequent 
patching is necessary. 

The time required for the blowing of a charge of 10 tons is about 
2 hr., the time depending on the care given to the tuyéres. Frequent 
punching is necessary. A tendency on the part of the tuyéres to blind 
when silica is absent is very marked. Fume is evolved in dense clouds 
as soon as blowing begins. The volume of fume gradually diminishes 
after the blow is half over, and finally, if the blowing is continued long 
enough, fades out. The end of the blow is thus indicated by the char- 
acter of the fume and flame discharged from the converter, the flame 
_ becoming more and more visible as the fume diminishes. The charge in 
the converter at this stage contains about 1 to 1.5 per cent. lead and has 
been reduced in weight to approximately 65 to 70 per cent. of the matte 


charged. The fume produced under the new conditions does not seem - 


.to affect the bags materially, conditions at the bag house being greatly 
improved. After three months of operation only four bags had failed. 
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These failures were due to apparently defective material, in that one failed 
through splitting at the seam and the remainder were torn, shaking of the 
bags appearing to have gradually opened up and extended flaws in the 
fabric. No acid spotting of the bags is noticeable. 

To show the rate of elimination of lead, zinc, and sulphur from matte 
and the temperatures generated when the blow is continuous and the 
tuyéres are kept fairly free, elimination and temperature curves applying 
to a single test are given in Fig. 2. These curves are derived from data 
obtained during a test when copper matte was added at the end of the 
blow to reduce copper oxide. Iron is taken to be constant in the con- 
verter. These curves show about 75 per cent. of the lead and 65 per cent. 
of the sulphur are eliminated in 70 min. of a 140-min. blow. Zine is 
eliminated at a fairly uniform rate throughout the blow. 

The following are comparative figures of matte blown and products 
formed under the former practice as compared with the present practice: 


1913—Converting Lead Matte with the Addition of Siliceous Fluxing Ores 
Pb; "Cu wAg, “SiO; te; CaQ.y 28; Zn, 
Per Per Oz. Per Per Per Per Per 
Cent. Cent. Ton. Cent. Cent. Cent. Cent. Cent. 


AULA Arte Se rian as Aree ieee T6J5 e200 2.0. cielo BU.4 cacwne 22001 Ose 

PMINGEOUS OFO 1. ee ceeek- ore se o.4—) OF3: 2113 26222 '°9 6.0. bo. Le (0. e 

Converter slag ......... ihad »OnS LOL Ole OS OF On tee coats Be ee 

Bag-house fume ........... 63\3~ C1li2 ar 66 el al Se ee 6750 P2%5 

1914—Converting Lead Matte without the Addition of Siliceous Fluxing 
\ Ores to Lead-Matte Charge 


Lead Elimination Blow: 
Pb, (Cu; Ag; Si05;5 Fey CaQ. FS: Zn, 
Per Per Oz. Per’ Per * Per Per. Per 
"Cent. Cent. Ton. Cent. Cent. Cent. Cent. Cent. 


ARG Matte a. simak ceatiews axe. 1D. 059 00m 20 cs ucemaerhs EY (ABP Ae 23.0 5.4 
Transfer slag to copper con- 

VETO! ineis ao" Melasma 1 Ae ae Ares Sat Ld? OUD ses, 158) 4.0 
Bag-house fumes ........... O25 25 O00) se Owe Ma Onan GO) Ae aernanes 6.00 10.4 
Copper Converter Blow: 

Copper Matte; /5 ics eet ves lo AAS Site, On Tecan eee OE 
Siliceous’ OLE!.sa io. tose via fs B74 7920.88 Li DaLe (24 Or OO See ae 
Converter slag............. 2501 so el Ome. tee eons 15 1.2 2.9 


As indicated by these analyses, the converter slag from present practice 
can be disposed of through either reverberatories or blast furnaces, depend- 
ing on economic conditions. The high active alkalinity of the fume, as in- 
dicated by the percentage of ZnO present, should afford ample protection 
against acid corrosion for the fume filter bags, the condition of the bag 
house after nearly four months of operation seeming to vindicate this view. 

In conclusion, I desire to express my appreciation of assistance 
rendered by A. Austin, J. C. Welch, and A. C. Wandel in the preparation 
of this paper. 
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Basic-Lined Converter Practice at the Old Dominion Plant 


BY L. O. HOWARD, GLOBE, ARIZ, 
(Salt Lake Meeting, August, 1914) 


THE practice of using acid-lined converters at the plant of the Old 
Dominion Copper Mining & Smelting Co. was discontinued early in 
January, 1913, and replaced by basic-lined converters. The new equip- 
ment consists of one electrically operated 12-ft. upright converter stand 
and two basic-lined shells for same. These shells are provided with 
twenty-four 1 1/4-in. tuyéres. The mouths are 5 ft. in diameter. 

Owing to the fact that there is no bedding system or other large 
storage capacity between the mine and the smelter, the furnaces must 
handle as fast as produced ore and concentrates, which may vary con- 
siderably from day to day, both in tonnage and copper content. Con- 
sequently the converter is often crowded to its utmost capacity by the 
frequent fluctuations in the daily matte supply. From the foregoing, 
it will be seen that in no way can the converter be favored by running 
light charges or by transferring to it from other stands in operation. 
Neither can it regularly be allowed to cool between blows, and only 
occasionally can it be run at as low a temperature as might be wished. 
No copper precipitate or other foreign material high in copper is available 
to help out the tonnage. Repairs and alterations or the removal of de- 
fective tuyéres must wait until such time as a slight falling off in the 
matte supply allows the converting operations to ease up. These variable 
conditions all combine to interfere with the systematic operating of the 
converter. 

The first 12-ft. shell was blown in on Jan. 6, 1913, and ran until 
‘June 27, 1913, when it was removed to Se the brick. A record of 
operations covering this period follows: 


Shell No. 1. First Campaign, Jan. 6 to June 27, 1913 


(Clortoianyernoryel ol oi mtv peg ceo POR AEE ed DOO oo Jan. 6, 1913. 
Makemot stand for Patching... ews ete oases June 27, 1913. 
PROP UaDlo WAM PROLOG oie erece ie) -b ken Wie ook ilo euermicn os 2,689 hr. 40 min. 
Wotsenumbertow blows MACs. acct. ad vrs atoms eet ease ° 664 
AVeraArentimMaeLOr DLO Ws ce «)-ins. 0 cu vie teos_« odie) «nee lowe os 4 hr. 3 min. 
PROMBERI AL TORCH Ate CC iatnaG cus iaets, tare shes siot ertintatereie manera eye =e 18,157 
Average copper content of matte................ 43.9 per cent. 
Average time blowing one ton copper........-....... 22.5 min. 


Total copper Mader... oe ce cere ee gt 7,250 tons 
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Average copper per converter hour.................-. 2.66 tons 
Average alr used. per MInutennnws acute ees 9,000 cu. ft. 
Average blast, pressure... ta 2-1 ee eee ae ees 13.3 Ib. 
Ore. fed: «ices. te Fite ots ee nee ake cen ee eae, eae 3,304 tons 
Average Slag Analysis Average Matte Analysis 
Per Cent. ; Per Cent. 
OUR hhotontcse ae war 2.5 Oita we Percy a 43.9 
SiOg: s.ctrtaee cet ee 22.7 POcS ane tee ee Se 28.8 
BOS seer ate eee 52.1 See eee 22.6 
CaO Sian e NON oe san ae 0.8 LYS sth Wak veeye Maser ere 0.4 
ATCO seat vant sie teehee sees 1.6 


The average air—9,000 cu. ft. delivered by the blowing engine— 
is calculated from cylinder displacement multiplied by revolutions for 
the given time, assuming 100 per cent. efficiency for the engine, and 
is in excess of that used in converting, for, as only one converter is in 
operation, some air must necessarily be wasted whenever the shell is 
turned down while skimming, charging, etc. 

Between Jan. 6 and Feb. 15, 1913, the casting machine was not in 
commission and copper was poured from the converter directly into molds. 


This operation took about 1 hr. per blow, and the molten charge cooling - 


in the front of the converter mouth caused it to close up rapidly. To 
remove the incrustations thus formed, hooks of various sizes and shapes 
were made, but none proved satisfactory and the opening gradually grew 
smaller until it measured only 18 by 24 in. Operations were then 
suspended for 24 hr. and 14 concentric holes parallel to the sides of the 
shell were burned through the accumulation to a depth of 4 ft. with an 
electric arc. Using round iron wedges and driving them into these holes 
by pounding with a heavy weight suspended from the crane, it was possi- 
ble to break up the mass and enlarge the opening to its original size. The 
cause had not been overcome, however, and this condition was a con- 
stant source of annoyance until the collar puller shown in Fig. 1 was 
designed. By its use the opening in the mouth of the converter can be 
kept at any desired size. It works rapidly and very effectively, easily 
cutting through hot incrustations 3 ft. in thickness. Unlike a hook, it 
does not tend to suddenly pull loose, and therefore if the shell has ac- 
cidentally been lifted off the rolls in the efforts to remove the collar there 
is less chance of its dropping and breaking the pillow blocks. In use, 
this machine, suspended from the crane, is lowered into the converter 
and the cutting tool brought up against that part of the collar to be re- 
moved. On lifting, the ‘tail’ comes up against the opposite side of the 
shell, and not only prevents the tool from pulling loose but pushes the 


cutter into the collar. If the incrustation is very heavy, deep parallel — 


channels may be cut that will ultimately weaken it sufficiently to allow 
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large pieces to be pulled loose. After the opening has been enlarged to 
the desired size the mouth is coated with mud, which forms a line of 
weakness that renders subsequent collar pulling less difficult. The use of 
a casting machine has, of course, made pouring copper into the molds 
from the converter unnecessary and since this practice has been dis- 
continued the mouth does not build up as in the past. 

As no one in the plant had any previous knowledge of basic convert- 
ing, the mistake was at first made of attempting to blow very large 
charges. Trouble immediately resulted. Tuyéres frequently became 
blocked and had to be replaced and in so doing the lining was injured, 


Fig. 1.—CoLuar PULLER. 


notably between tuyéres 13 and 17. Fig. 2 shows that the wear at this 
point kept in advance of the remainder of the shell throughout the 
campaign. 

To guard against any possible slagging of the brick by silica, a slag 
more basic than had been the custom in acid practice was made. On 
several occasions when the silica had been exceptionally low the tuyéres 
became hard to punch, and on turning the converter down to skim, it 
was seen that the adjacent brick were coated with some foreign material. 
Little significance was at first attached to this until in the latter part of 
January, 1913, it was noticed that this coating had spread and nearly all 
the brick were covered. Examination showed it to be very high in iron 
and magnetic, and it at once became evident that under certain condi- 
tions magnetic iron oxide was being formed in the converter and deposited 
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a 


Measurements taken at intervals during life of lining to first patching. Matte 
average =43.9 per cent. of copper. 


After making 4,000,000 lb. of copper. 
After making 6,000,000 lb. of copper. 
After making 6,000,000 lb. of copper. 
After making 10,000,000 lb. of copper. 
After making 12,000,000 lb. of copper. 
After making 14,501,962 lb. of copper. 


Brick was kept coated with Fe;0,. Measurements A and B were taken with this 
coating in place. Tor all subsequent measurements it was, as far as possible, removed. 
Brick finally gave out at back about 20 in. above tuyéres. Shell in operation from 
January 6 to June 27, 1913. : 


Fria. 2.—D1aGraM SHOWING WEAR ON Brick at Tuy@®rRe Line in A 12-F7. 
Great Fauus Type Basic-Linep ConvERTER. 


AEOOMS 
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on the brick. The thought immediately suggested itself that if this 
coating could be controlled at will it would, owing to its melting point 
being considerably higher than matte (about 1,525° C.), remain on the 
brick and greatly prolong the life of the lining by protecting it from all 
chemical and abrasive action. To attain this end the logical method was 
to blow matte without any silica present, thus oxidizing the iron to Fe;O., 
when it was hoped that by later lowering the temperature of the charge by 
the addition of cold material, the magnetite would be precipitated and 
cover the interior of. the converter. Experiments along these lines 
proved successful, and by the middle of February the shell could be 
coated at will. It was quite another matter, however, to keep the 
coating in place. Hard driving of the converter when the matte supply 
was large made proper running impossible, and patches of brick period- 
ically became bare and the lining suffered in consequence. Finally 
after about four months’ operating under these conditions, thorough con- 
trol of the process was attained and bare brick in the interior of the 
converter became a thing of the past. The lining, however, in the mean- 
time, had received such hard usage that shell No. 1 was taken off the 
stand to patch the brick and was replaced by shell No, 2. 

This second:-shell, blown in on June 27, 1913, has benefited greatly 
by knowledge gained in operating the first and it has been possible to 
keep the magnetite coating intact from the time the shell was first 
started. After having made over 20,000,000 lb. of copper? in less than 
eight months, much of which was produced under conditions calculated 
to give the greatest wear to the lining, the brick shows but little sign 
of the strenuous campaign through which it has passed and the converter 
appears to be good for many million pounds more before a patching is 
necessary. 

An increased tonnage to the furnaces has thrown more matte to the 
converter and it has been necessary to drive this shell much harder than 
the first. Over 50 per cent. of the time it is averaging better than 21 hr. 
actual blowing time out of the 24, and one charge follows another in 
rapid succession. Seventy tons of copper have been turned out in 24 hr., 
and for the period between Jan. 22 and Feb. 20, 1914, the converter aver- 
aged 57 tons of copper per day. Such work as this has been made possible 
only by keeping the brick covered with the magnetite coating and thereby 
protecting the lining from wear that would otherwise speedily ruin it. 

To apply the magnetite covering, no hard and fast rule can be laid 
down, as the process must necessarily be varied in minor details to suit 
existing conditions. The following method is one frequently used at this 
plant: Into the new converter, previously heated by coal and coke to 


1 This shell has now been running steadily for more than a year and has turned 
out over 34,000,000 Ib. of copper. It has not been necessary to patch or in any 
way repair the original lining. 


590 BASIC-LINED CONVERTER PRACTICE 


expand the brick lining, a charge of about 12 tons of molten matte is 
poured and blown for about 34 hr. without any silica. By this 
time, most of the iron should be oxidized to Fe;O., but, owing to the high 
temperature attained, the magnetite will be quite fluid and not apt to 
adhere to the brick. The addition of about 4 tons of cold hood cleanings 
or other material low in sulphur will lower the temperature sufficiently 
to cause the magnetic oxide of iron to become pasty and deposit on the 
lining. After this addition, blowing may be continued for a short time 
to spread the Fe;0, evenly over the interior of the shell. More matte and 
just enough silica to flux the iron therein contained are added and the 
charge finished in the usual manner, care being taken to keep the tem- 
perature not higher than 1,200° C. This may be done by the addition 
of cold material when the charge begins to show excessive heat. Care 
must be taken, however, that the coating 7s Fe;0.4, and not cold matte 
and slag, as a proper foundation on which to build is essential. Should 
the converter be allowed to get too cool these materials will coat the 
brick in places, and any Fe;04 that may be applied subsequently will dis- 
appear as soon as the temperature rises above the melting point of these 
more fusible substances. This is a frequent source of failure and the 
cause of much uneven coating. By repeating the above treatment with 
each successive blow, a protective covering of any desired thickness 
can be applied. One 8 or 4 in. in depth should answer all purposes. 
‘When too thick, it makes tuyére punching very difficult. Once in place, 
the permanency of the coating is simply a matter of temperature control. 
In fact, it is impossible to prevent Fe;0,4 from depositing on the interior 
of the converter when the practice is to make a very basic slag and the 
temperature is kept down, for a charge will occasionally be blown with 
insufficient silica and Fe;0,4 formed and deposited on the brick. To cool 
the charge, an iron ore carrying 53 per cent. Fe, 10 per cent. SiOz, and 2 
per cent. Cu is frequently used, though cold slag, matte, hood or pit 
cleanings or scrap copper is equally satisfactory. Cold matte in quantity 
is not to be recommended unless one has the process well in hand, as 
the heat of oxidation is later apt to defeat the purpose for which it was 
added. 
. An average analysis of the converter slag made during the last 
eight months is: SiQ2, 22.7; Fe, 67.6; CaO, 1.0; Al,O3, 2.9 per cent. 
The matte averaged 43.5 per cent. Cu for the same period. Asa matter 
of interest it may be mentioned that fluid slags have been made in 
coating the converter that gave the following analyses: 


SiO, FeO CaO Al,Os Cu 
Per cent. Per cent. Per cent. Percent. Per cent. 
4.2 83.2 0.2 0.8 6.0 
10.0 81.1 0.3 0.9 4.2 


11.0 79.2 0.3 1.1 aca 
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Shell No. 2. First Campaign, June 27, 1913, to June 30, 1914 


Oomimenced DIOWINE Wo wi b0 esos casdvbas cron June 27, 1913’ 
Taken off stand for patching..............-...cc005. Still in use 
OUAMMLOWENE INC. Vi8). .oe sells. es eee 6,422 hr. 55 min. 
Total number of blows made.............. See tn ito 1,499 
AVeragestimeron Dlowm dati oi cs cea Sete ee 4 hr. 17 min. 
Gimrm pits Char ed-retatiarei cms uf) «5 < «aici nid wea nac versa gale 39,080 
Average copper content of matte..................43.7 per cent. 
Average time blowing one ton copper................. 24.1 min. 
ERO talCOppeLin AG COMIN Mcrte tet carte once eric ee 15,998 tons 
Average copper per converter hour....................- 2.5 tons 
Average air used’ per minutes. 0). ...50 0000.00.88. 7,550 cu. ft. 
Average blast pressures Pei |. 45c me oes avid wena’ 12.6 lb. 
Oiniehys alae ty 8 Sioned tees er in, CER ale Nee ena 8,486 tons 
Average Slag Analysis 2 Average Matte Analysis 
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Of the individual months’ performances, May is most noteworthy, 
No. 2 shell having turned out 1,638 tons fine bullion from a 44.5 per cent. 
matte in a blowing period of 605 hr. 30 min., or a ton in 22.18 min. The 
blowing time in the above records is from the time when air is first re- 
ceived at the converter at commencement of the charge to the time the 
engine stops at the end of the charge. From 12 to 15 per cent. of this 
time is lost during skimming, charging, etc., and the air wasted during 
this time represents from 5 to 6 per cent. of the total air delivered by the 
compressor. From this it will be seen that the actual oxidation period 
of the charge is less than would appear from first glance at the above 
data, and the true oxygen efficiency of the converter is, therefore, some- 
what greater than appears to be the case. 


Norre.—The approximate production of fine copper up to July 31,.1914, for shell 
No. 2 is 17,457 tons (or 54.6 tons. 


Discussion 


E. P. Marunwson, Anaconda, Mont.+-I would like to add a few 
words of praise on Mr. Howard’s work at the Old Dominion. Mr. 
Howard has given this particular converter shell his personal attention, 
and the results are shown in the figures given. Similar converter shells, 
a little different in shape and of about the same size, have been tried in 
many plants throughout the United States. The results have been 
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highly satisfactory, but there is no shell of the size of the one described by 
Mr. Howard that has given anything like the results that Mr. Howard’s 
shell has given. I know of larger shells that have given very good service, 
and are still in operation, and require very little repair. The main 
thing about the whole process of using the basic lining in copper con- 
verting is to keep the temperature within reasonable bounds, particularly 
not to get the furnace too hot. If it is overheated a little bit, for say 
half an hour, an entire lining may be ruined. It is very easy to keep 
the temperature regulated if the mass is large. If you have a large 
mass in your converter you cah easily prevent it from getting over- 
heated, and that is the big argument in favor of the extra large converters. 
Of course, there is a limit to what a plant can turn out in the way of 
matte. Very few plants can supply matte sufficient to keep a converter 
of 20 ft. in diameter in operation constantly, but the 20-ft. converter 
is very much superior to the 12-ft. converter in easy handling and ab- 
solute control of the temperature. I think Mr. Howard is to be con- 
gratulated on the excellent showing he has made. | 
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The Ajo Copper-Mining District 


BY IRA B. JORALEMON, WARREN, ARIZ. 


* (Salt Lake Meeting, August, 1914) 


Tue Ajo copper district is in the heart of the Arizona desert, near the 
western boundary of Pima county. Gila Bend, the nearest railroad point, 
is 43 miles north of the camp, and the little Mexican border town of Sonoita 
is 30 miles south. Between Gila Bend and Sonoita, Ajo is the only 
settlement save for one or two small cattle ranches and the uncertain 
villages of nomadic Papago families. 

The Little Ajo mountains rise a few hundred feet above wide desert 
valleys, beyond which are lava mesas. The camp itself lies at an eleva- 
tion of about 1,900 ft. above sea level, in a little basin on the east side of 
the range, separated from the open desert by low hills. In the center of 
the basin the brilliantly iron and copper stained rocks of Copper moun- 
tain rise 150 ft. above the village. Many varieties of cactus and low 
desert bushes cover the hills, while in the large valleys there are clusters 
of mesquite, paloverde, and ironwood trees which furnish limited amounts 
of fairly good fuel. A scanty supply of water is obtained from wells in 
the desert and from prospect pits in the camp. The nearest abundant 
source of water is the Gila river, 50 miles north of Ajo. (See Fig. 1.) 


\ 


History oF THE AJo DISTRICT 


The Ajo, next to Santa Rita, New Mexico, is claimed to have been the 
first copper district in the Southwest worked by Americans. In the ’60’s 
or even earlier high-grade native copper and cuprite ore was mined from 
shallow surface workings and hauled by bull team 400 miles across the 
desert to San Diego. From there it was carried in sailing ships to Swan- 
sea, Wales. Later, the ore was hauled to Yuma, floated down the 
Colorado river to the Gulf of California, and shipped to Swansea. Bat- 
infested old workings and the massive axles of the bull carts are shown to 
prove the truth of the stories. 

From this early period until the beginning of the present century, the 
Ajo district was worked only in a casual and intermittent way. With the 
increased interest in copper mining during the past decade, the brilliant 
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surface showing at Ajo furnished an ideal basis for stock companies. A 
succession of reorganizations and new stock issues resulted in little under- 
ground development, and the greatest depth reached in the two or three - 
years of activity was hardly more than 100 ft. Rich bornite and chalco- 
cite ore was shipped from several small veins, and stamp mills with con- 
centrating tables were installed to treat lower-grade ores. But the long 
dry haul to the railroad made the shipment even of rich ore and con- 
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centrates hardly profitable. In an effort to avoid the cost of freighting 
ore, one of the companies fell a prey to the promoters of patent processes. 
The McGann vacuum smelter and a complicated hydrofluoric acid 
leaching plant still stand as monuments to the hopes of disappointed 
stockholders. The end of this period in the life of the district came with 
the panic of 1907, when the final products of the reorganizations—the 
New Cornelia Copper Co. and the Rendall Ore Reduction Co.—were 
forced to close down. 


a, 
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The Ajo camp enjoyed a second short-lived boom in the winter of 
1909-1910. The Lewisohn interests secured an option on the New 
Cornelia Copper Co., and Seeley W. Mudd and associates optioned the 
Rendall Ore Redtetion Co. Diamond drilling and underground work were 
started on the New Cornelia property, and churn drilling and underground 
work on the Rendall. Many engineers came to examine or buy smaller 
properties, and claims were located for miles in all directions. Since 
the drilling did not give satisfactory results, both options were soon given 
up. ‘The camp returned to a moribund condition, and until the fall 
of 1911 no work was carried on save for a little leasing on small high-grade 
surface veins. 

Nearly all of this early work was in the lower ground surrounding the 
hard silicified outcrops of Copper mountain. A few shallow holes on 
Copper mountain had developed low-grade, very siliceous malachite ore, 
and three or four deeper holes had penetrated below the carbonate zone 
to a disseminated chalcopyrite and bornite ore assaying from 2 to 4 per 
cent. copper. Both the carbonate and the sulphide ores were so unusual 
in character that it was doubtful if they could be treated with profit by 
processes in common use even if large orebodies existed. 

In the fall of 1911 the Calumet & Arizona Mining Co., John C. 
Greenway, General Manager, took an option on all the available stock of 
the New Cornelia Copper Co., and started diamond drilling to prove 
more thoroughly what lay beneath the highly stained outcrops of Copper 
mountain. As work progressed favorably, test-pitting was started to 
increase the speed of development and to check the results of drilling. 
Later, drifting was done in the sulphide zone to prove the continuity of 
ore between drill holes. This work has shown thatthe silicified iron and 
copper stained hills are the outcrop of a great low-grade copper orebody, 
covering an area of about 55 acres and reaching amaximum depth of over 
600 ft. below the surface. 

After this development was begun, options were teen on the property 
of the Rendall Ore Reduction Co. by James Phillips, Utley Wedge and 
others under the name of the Ajo Copper Co., and on the Childs group of 
claims, between the New Cornelia and the Rendall properties, by repre- 
sentatives of the United States Smelting, Refining & Mining Co. The 
latter option was given up after a few churn-drill holes had been sunk. 
The Phillips interests still hold the old Rendall property, but are not at 
present doing any development. 


GEOLOGY 


Except for a local conglomerate, all the rocks in the Ajo district are 
igneous, and there is nothing to indicate the geologic ages. The earliest 
formation exposed is a series of rhyolite lava, breccia, and tuff beds. 
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These vary from white hard rhyolite to reddish, soft, coarse volcanic tuff, 
with the hard rhyolite beds usually near the bottom of the series. Next 
in age is an intrusion of monzonite porphyry, which cuts and uplifts the 
rhyolite. In the center of the district, the porphyry is a coarse quartz 
monzonite, with large orthoclase, plagioclase, and biotite crystals, and 
small variable amounts of quartz. The ground mass between crystals 
is generally white feldspar. This variety of the porphyry is distinguished 
by the pinkish orthoclase crystals. Further north, the porphyry grades 
to a granitic type, with less of the soda-lime feldspar, and much white 
orthoclase, biotite, and quartz. In the eastern part of the intrusion, the 
porphyry is finer grained and darker, without the pink feldspars. All 
through the porphyry mass there are local variations ranging from a fine- 
grained dark diorite to nearly white granite porphyry. Probably several 
minor intrusions closely followed the principal one, though the later dikes 
can seldom be distinguished either on the surface or in diamond-drill cores. 

After the monzonite came a few dikes of diorite or diabase porphyry, 
usually dark gray in color, with square crystals of white feldspar in a 
very fine-grained ground mass. These are probably allied with the great 
mass of Tertiary andesite and basalt lava flows which cover hundreds of 
square miles of the surrounding desert region. This lava surrounds the 
Little Ajo mountains on all sides, beyond desert valleys, and small out- 
crops of it are left above the desert wash immediately northeast of the 
district. Probably at one time it covered the whole country. In a 
drilled well in the valley 6 miles northeast of Ajo, the thickness of andesite 
and basalt lava flows has been proved to be over 1,200 ft. 

The most recent rock found at Ajo is a coarse conglomerate which lies 
between the hills and the valley to the east and south. The fragments 
in this conglomerate are rhyolite and monzonite, and the cementing 
material is limonite and silica, with traces of malachite. The age relation 
between the conglomerate and the Tertiary lava flows is not certain. 
Evidently the conglomerate is a local result of rapid erosion of the mineral- 
ized rhyolite and monzonite of Copper mountain, formed by the cement- 
ing by iron and silica bearing surface waters of rocks washed down the 
steep mountain side. 

‘The only great alteration of the rocks, other than that accompanying 
the mineralization, is along rhyolite-monzonite contacts. Here the mon- 


zonite becomes much finer grained, and certain rhyolite beds have been | 


recrystallized into speckled, fine-grained, gray crystalline rocks. The 
recrystallized rhyolite is sometimes hard to distinguish from fine-grained 
varieties of monzonite, especially where inclusions of rhyolite in monzo- 
nite are completely recrystallized. In the eastern part of the basin, the 
recrystallization of occasional beds of rhyolite strongly suggests dikes 
of fine-grained crystalline rock following rhyolite bedding. 
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STRUCTURE 


The most important feature of the geologic structure is the large lac- 
colith or batholith of monzonite porphyry, which uplifted the older 
rhyolite beds to form a dome. The crest of the dome was eroded away 
at a fairly recent time. This porphyry mass is 8 or 10 miles long by from 
1 to 4 miles wide, with the long axis extending N. 20° W. The northern 
part of the intrusion forms high rocky hills north of the Ajo basin. The 
southern end forms Copper mountain, in the center of the basin. The 
copper deposit occurs in this southern part of the monzonite, where the 
axis of the laccolith is plunging to the southeast beneath the rhyolite. 
On top of Copper mountain, the small remnants of rhyolite lie fairly flat. 
On the west flank of the intrusion the dip of the rhyolite is steeply to the 
southwest, while the beds on the east flank dip to the southeast at an 
angle of about 20°. The pitch to the south of the domed rhyolite beds 
is fairly steep. All of the contacts are irregular. 

Copper mountain and the Ajo basin surrounding it are thus formed 
by the monzonite and by the contact beds of rhyolite. East and west 
of the basin are hills of rhyolite lava, breccia, and tuff, with flat-lying beds 
of andesite lava and basalt in the distance, usually beyond gravel-filled 
valleys. South of the basin a large body of the red-brown conglomerate 
stretches away to the dark andesite and basalt mass of Black mountain. 

There are many inclusions of rhyolite within the monzonite, and dikes 
or irregular intrusions of monzonite break up through the rhyolite, 
especially east. of Copper mountain. Diorite or diabase dikes cut both 
monzonite and rhyolite, but apparently have had no important effect on 
structure or mineralization. 

Both the monzonite and the rhyolite near it are thoroughly shattered 
by fractures which run in all directions. While some of these fractures 
are accompanied by considerable gouge, and may be faults of some im- 
portance, most of them can be traced for only a short distance, and are 
probably contraction fissures. In any portion of the porphyry there is 
generally a well-marked direction of strongest fracturing, but in the por- 
phyry mass as a whole no such generalization can be made. 

The somewhat idealized east-west sections (Fig. 2) show the most 
important points in the geologic structure of the Ajo basin. 


MINERALIZATION 


The Disseminated Orebody 


The mineralization in the Ajo district has formed a low-grade dis- 
seminated copper deposit with higher-grade veins in the monzonite, and 
narrow rich veins in the adjoining rhyolite. In the monzonite, the dis- 
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seminated deposit has a roughly pear-shaped outline, with the neck of 
the pear to the south. The outline of the orebody agrees almost exactly 
with that of Copper mountain and of the silicified, iron-stained hills north 
of the mountain. The area covered by the orebody is about 55 acres. 
The depth of the ore varies greatly. Around the outskirts of the orebody 
it often extends less than 50 ft. below the surface, while in the center drill 
holes from 400 to 600 ft. deep have not found the bottom of the ore. In 
vertical section the deposit has the form of a gigantic elongated mush- 
room, the stem of which reaches below any point yet reached in drill- 
ing. The accompanying vertical sections give a fair idea of the form of 
the orebody. 

Unlike Bingham, Ely, Santa Rita, and other low-grade camps, in 
which the copper is in the form of chalcocite, the disseminated ore in the 
Ajo district is a mineralization of the porphyry with chalcopyrite and 
bornite. Within the orebody, the monzonite is thoroughly shattered by 
a network of fractures. While the larger breaks often run about N. 20° W., 
parallel with the axis of the intrusion, other fractures have all possible 
directions. Along many of the fractures there are quartz veins from 
7 in. to 1 ft. or more wide. Between these veins the monzonite is 
more or less silicified, being often completely replaced by quartz. With 
the quartz, chalcopyrite and bornite were introduced into the mass, both 
in narrow seams or films along fractures and as very small flakes, dis- 
seminated through the porphyry. In most cases both the disseminated 
sulphides and those in seams or veinlets are required to bring the ore up 
to commercial grade. Within the main portion of the orebody pyrite is 
entirely absent or is present only in very small quantities. Chalcocite 
is rarely found except in very thin films just below the water level. 
There is a small and variable amount of magnetite disseminated through 
the ore. This is apparently earlier than the copper minerals, and may 
be an accessory original constituent of the rock. 

Aleng some of the larger fractures the seams of bornite and chal- 
copyrite widen to veins an inch or more across. Where several of these 
veins lie close together and parallel, there are bands of ore from 10 to 
over 100 ft. wide, assaying from 3 to 5 per cent. copper. The grade of 
the ore in general is exceedingly variable, changing abruptly from slightly 
mineralized porphyry containing less than 0.5 per cent. copper to ore 
assaying over 3 per cent. As would be expected, the richer ore is in the 
more thoroughly fractured portions of the porphyry. The divisions of 
rich and lean material are often in more or less parallel bands, following 
in any part of the orebody the general direction of fracturing at that point. 
Since the bands are so narrow and irregular that the richer ore could not 
be sorted out without excessive expense, the whole mass has been consid- 
ered as a solid orebody, the grade of which is lowered by the lean material 


included in it. 
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SULPHIDE ORE PRIMARY 


While in different parts of the orebody, and often within a few feet, 
the relative proportions of chalcopyrite and bornite vary greatly, on the 
whole the two minerals continue in approximately the same proportions 
in the deepest ore developed as in that a few feet below the oxidized zone. 
In the deepest ore there is no indication of any action by circulating sur- 
face waters. The general occurrence of the chalcopyrite and bornite 
seems to indicate that both minerals were formed during the original 
mineralization, and were not at all due to enrichment by solutions de- 


scending from the surface. L.C. Graton has examined in polished section . 


some of the richer bornite ore from the New Cornelia orebody, and con- 
cludes that the bornite and chalcopyrite are both primary.! The varia- 
tions in grade are due to differences in the intensity of the original mineral- 
ization, not to any effect of surface enrichment. In this fact lies the chief 
difference between the New Cornelia orebody and the disseminated depos- 
its now being mined in other districts. 


BOUNDARIES OF OREBODY COMMERCIAL 


The boundaries of the orebody at Ajo are generally commercial. On 
the southwest side, the ore in the monzonite extends to the contact with 
the overlying rhyolite. In places the rhyolite beds for some distance 
from the contact are mineralized strongly enough to form an ore of com- 
mercial grade. But more often the mineralization in the rhyolite is 
confined to narrow films of chalcopyrite and bornite on joint planes, and 
the grade of the material is under 1 per cent. East of the orebody, the 
change from ore to lean material is caused not so much by a decrease in 
the amount of mineralization as by a change from chalcopyrite and born- 
ite to pyrite. There is less silicification in the pyritic porphyry than in 
the ore, and the dioritic type of porphyry is more common. West and 
northwest of the ore, the change from commercial ore to material too 
lean to be considered ore is caused generally by a decrease in the amount 
of chalcopyrite, bornite, and quartz, with no great change in the char- 


acter of the mineralization. West of the ore, the porphyry changes from. 


the typical monzonite to a dioritic phase, while to the north there is a 
gradation to a more granitic porphyry. 

Below the outer portions of the orebody, where the bottom of the 
ore has been developed, drill cores show that the ore gives place to less 
fractured, less highly silicified monzonite, containing very little chaleopy- 
rite and bornite. Occasionally a sudden change to a more acid or more 
basic variation of the porphyry is accompanied by a drop from ore to lean 


1L. C. Graton: The Sulphide Ores of Copper, Trans., xlv (1913), Figs. 18 and 
26, pp. 75 and 79; also private communication. 
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material. The association of the ore with the normal, coarse-grained 
monzonité is very noticeable. Since the variations in the rock seem 
too slight to have had any selective influence on the precipitation of 
metallic minerals, it is probable that the formation of the coarse mon- 
zonite type of porphyry and the deposition of the ore were both dependent 
on the conditions existing at the top of the intrusive mass, below the 
uplifted rhyolite. 


SURFACE ALTERATION 


The result of alteration by surface waters at Ajo is entirely unlike that 
in other low-grade copper districts. Instead of having an oxidized cap- 
ping from which nearly all the copper content has been leached, the sul- 
phide ore is capped by crushed, silicified monzonite, shot through with 
seams and stains of malachite, limonite, hematite, and a little chryso- 
colla. The rock is still hard, though the feldspars are kaolinized to a 
greater or less extent. Often kaolinized feldspar crystals are stained 
bright green by malachite. The actual surface of the hills is tinted by 
iron oxides a deep red brown, with brilliant copper staining in protected 
places under the cliffs and wherever the surface rock has been shot away. 
Over an area of 30 or 40 acres it is hard to find even a small piece of rock 
which on breaking does not show copper stains and seams of malachite. 
While there is a little chrysocolla in veinlets, and occasionally cuprite, 
chalcocite, and bornite in richer veins, it is safe to say that over 85 per 
cent.. of the copper in the oxidized zone is in the form of malachite. Now 
and then disseminated chalcopyrite and bornite are left unaltered in hard 
ore between fractures. But such remnants of sulphides are unimportant 
compared with the great mass of carbonate ore. 

As in the case of sulphide ore, the assay value of the carbonate ore 
varies greatly. Rich and lean bands alternate. Sometimes, along large 
fractures, the rock is softened and leached, with less copper than in the 
adjoining harder rock. But more commonly the variation in values is not 
accompanied by any change in the degree of alteration of the rock. On 
the average, the copper content of the oxidized zone is constant from the 
surface to the bottom of the zone, and is almost exactly the same as that 
of the underlying sulphide ore. 

The oxidized ore continues down to an almost Koriaoural plane, about 
20 ft. below the deepest arroyos and 150 ft. below the highest hills. The 
remarkable regularity of the dividing line between sulphide and carbonate 
ore is shown by theverticalsection. Thisline, or rather plane of demarca- 
tion, agrees almost exactly with the present ground-water level. The 
' transition from carbonate to sulphide ore is very abrupt. Generally 
drill cores show less than 5 ft. of partly oxidized ore, the classification 
of which is doubtful. Occasionally, where leaching is unusually great 

along large fractures, bands of carbonate ‘and sulphide ore alternate for 
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15 or 20 ft. vertically. But on the whole, the amount of sulphide ore 
above the plane, or of carbonate ore below it, is very small. There is 
also no appreciable enrichment at the top of the sulphide zone, with a few 
local exceptions. This sudden change on a horizontal plane from car- 
bonate to sulphide ore will greatly simplify both the mining and the treat- 
ment of the New Cornelia ore. 

East of the orebody, where the disseminated copper sulphides give 
place to pyrite, the oxidation extends to practically the same horizontal 
plane at water level. The character of the oxidized zone, however, is 
entirely different. Instead of being hard and siliceous, the rock is soft, 
with much kaolin and soft yellow limonite. Copper staining is compara- 
tively slight. Instead of standing up in bold brown and green cliffs, the 
outcrops are reddish and form valleys or low hills. The oxidized zone 
contains much more limonite and alumina, but less silica and very little 
copper. At the top of the lean pyritic material there is a 5 or 10 ft. zone 
of enriched chalcocite ore assaying from 1.5 to 3 per cent. copper. In 
short, the conditions in this part of the Ajo basin are almost exactly 
similar to those in the great disseminated chalcocite districts, except that 
the primary mineralization was too lean in copper, or the leached ‘zone 
was too shallow, to form an enriched orebody of commercial size. 


VEINS IN RHYOLITE 


It was not the low-grade orebody, but the rich veins in the surrounding 
rhyolite, which first led to the exploitation of the Ajo district. One 
strong vein outcrops on the Quien Sabe claim of the New Cornelia Copper 
Co., on the lower slopes of Arkansas mountain, and four or five veins have 
been partly developed on the Ajo Copper Co. property. Rich mala- 
chite and cuprite ore from 6 in. to 3 ft. wide outcrops in these veins, which 
follow steep fractures in hard, slightly iron and copper stained rhyolite. 
High-grade cuprite and copper-glance ore, with a little native copper, 
was encountered a few feet below the surface. Ata depth of about 50 ft., 
the glance begins to give place to bornite. Usually the center of the 
vein is very rich bornite and chalcocite ore from 1 in. to 4 or 5 ft. wide, 
and on both sides of this high-grade streak the shattered rock contains 
stringers of bornite and chalcocite, which make it a good concentrating 
ore. Inthe early operations in the district, considerable stoping was done 
in several of the veins to a maximum depth of over 100 ft. The stopes 
are seldom more than 6 ft. wide, and the large dumps show that much of 
the material taken from stopes was too low grade to treat with profit. 
In the Ajo Copper Co. property, one rich bornite vein from 1 to 3 ft. 
wide was developed for nearly 300 ft. down the dip. The high-grade 
stringer continues to the bottom, but the mineralization of the walls 
appears to decrease in depth. 
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Most of the veins are associated for at least part of their length with 
dikes of monzonite, which tend to widen with depth. The monzonite 
adjacent to the veins is often mineralized enough to form a 2 or 3 per cent. 
ore, with values in malachite near the surface, and in chalcocite and bor- 
nite below a depth of 50 to 75 ft. In one or two places, lenses of this dis- 
seminated ore in monzonite dikes reach a width of over 50 ft., and promise 
to yield a considerable tonnage. They have as yet not been developed 
enough to prove how deep the ore will continue, and whether or not they 
are of great importance. 


GENESIS OF ORE AND Grotogic History 


The genesis and geologic history of the Ajo ore seem unusually easy to 
trace. After the monzonite intrusion had uplifted the rhyolite, the slow 
cooling of the porphyry was accompanied by considerable contraction. 
This resulted in a thorough jointing and fissuring of the monzonite, 
especially near the rhyolite contact, and in a less complete fracturing 
of the rhyolite itself. Near the center of the intrusion, some of the 
fissures continued to great depth. Probably soon after the solidification 
of the outer layer of porphyry, hot mineral-bearing solutions rose along 
these deep fractures. The solutions were heavily charged with iron, 
sulphur, silica, and later copper. The iron and sulphur were carried 
through the joints and fissures in the rock far from the source of the 
mineralization, and caused a general, though scanty, pyritization of the 
monzonite mass. Thispyritization was heaviest in the eastern part of the 
intrusion. Later, as the proportion of silica and copper in the solutions 
increased, these solutions rose through the larger fractures in the mon- 
zonite until they encountered the impervious, less thoroughly fractured 
overlying beds of rhyolite. These dome-shaped beds acted as a dam, 
stopping the upward flow of the mineralizing solutions and causing them 
to spread out through the jointed monzonite on both sides of. the large, 
deep-seated fractures. Here they remained imprisoned until they gave 
up their mineral content, depositing veins of quartz, chalcopyrite, and 
bornite along the fissures and joint planes, and partly replacing the rock 
itself with the same minerals. The mineralization was greatest near the 
large central fractures through which the solutions had risen, and in the 
more thoroughly jointed portions of the monzonite near rhyolite contacts. 
In this manner was formed the mushroom-shaped disseminated orebody, 
grading on the sides and bottom to rock less thoroughly mineralized, or 
mineralized with iron instead of copper sulphides. 

Some of the larger fractures, usually accompanied by monzonite dikes, 
extended for a considerable distance up into the rhyolite. Along these 
fractures the rich bornite veins in rhyolite were deposited, sometimes 
extending a long distance from the large disseminated body. The por- 
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phyry dikes accompanying the veins were more or less mineralized, and 
small quantities of chalcopyrite, bornite, and pyrite were deposited in the 
rhyolite walls of the veins. 

Probably soon after the end of the period of mineralization, before the 
rhyolite capping of the ore had been eroded away, the whole country was 
covered by a great thickness of andesite lava and basalt. This covering 
protected the ore from surface alteration until the present geologic period. 

Erosion in early Quaternary times must have been very rapid. Deep 
canyons were cut in the recent lavas. The covering was stripped off 
from the Ajo monzonite, and much of the orebody itself was rapidly 
washed away. The erosion was so rapid that oxidation did not keep pace 
with it. The copper in the ore that was eroded away was either left in the 
rock fragments washed down the hillsides or was carried off by the surface 
drainage. The detritus from the eroded portion of the orebody filled the 
canyons and valleys that had been cut in the lava east and south of Ajo. 
Part of the detritus was cemented into a hard ferruginous conglomerate 
by surface water which had flowed over the pyritic porphyry east of the 
ore and had taken into solution some of the iron of the oxidized pyrite. 
Boulders of oxidized ore remain scattered through the conglomerate and 
through the valley wash or gravel for several miles from Ajo. 

Following this period of rapid erosion, very stable conditions have 
lasted up to the present time. The water level has remained nearly 
stationary, at a rather shallow depth, long enough to allow thorough 
oxidation of the rock down to this level. Where the mineralization was 
chiefly with pyrite, much sulphuric acid was formed by the oxidation of 
the pyrite to limonite. This acid thoroughly softened and kaolinized 
the feldspars of the monzonite, and helped take into solution the copper 


from the traces of chalcopyrite which accompanied the pyrite. This. 


copper was carried down by the descending surface waters and was rede- 
posited at water level to form the thin layer of chalcocite ore. 

In the siliceous chalcopyrite and bornite orebody, it seems that little 
sulphuric acid was formed during the oxidation. The descending surface 
water, probably always small in amount in that arid climate, contained 
an excess of lime and of carbonic acid. The result of this condition was 
that as soon as the copper sulphides were oxidized, the copper was pre- 
cipitated almost in place in the form of malachite. The iron of the chal- 
copyrite and bornite remained in place in the form of limonite and hema- 
tite. The silicified monzonite was very slightly altered, because of the 
small quantities of sulphuric acid, and remained hard and resistant to 
weathering, forming steep hills. The little sulphuric acid which was 
formed probably reacted at once with the calcium carbonate in the oxidiz- 
ing waters to form calcium sulphate. Thin seams of the resulting gypsum 
occur here and there in the carbonate ore, and there is much gypsum in 
the gravel of the valleys. 
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The result of this cycle of changes was a large body of low-grade 
primary bornite and chalcopyrite ore, oxidized above a horizontal plane 
at the present water level to a malachite ore of exactly the same grade 
as the sulphide. The ore was deposited from rising deep-seated solutions. 
There is no overburden of lean or barren rock, since the oxidation was 
accompanied by practically no leaching or transportation of the copper 
from the primary ore. The ore rises above the surrounding barren 
ground, and continues without any considerable increase or decrease in 
values from the actual surface to the bottom of the orebody. 


DEVELOPMENT OF THE LOW-GRADE OREBODY 


The Calumet & Arizona Mining Co. developed the disseminated 
orebody on the New Cornelia property by diamond-drill holes and by 
test pits. The probable ore-bearing ground was co-ordinated with east-. 
west and north-south lines at 200-ft. intervals, and drill holes were sunk 
at the intersections of co-ordinate lines. The drilling was done under 
contract by the E. J..Longyear Co., of Minneapolis, Minn. Sampling 
was under the direction of representatives of the Calumet & Arizona 
Mining Co. Drill holes were sampled in 5-ft. sections. All of the flow 
of sludge was caught in barrels and settled. When the end of the 5-ft. sec- 
tion was reached the water in the barrels was decanted off and the sludge 
sample was dried and quartered down to 3 or 4lb. The rods were pulled 
at least every 5 ft., and core samples were taken at even 5-ft. intervals 
where possible. Both core and sludge samples were sent to the assay office 
of the Calumet & Arizona Mining Co., in Bisbee, for analysis. Small 
portions of both core and sludge for every 5 ft. of drilling were kept for 
future reference in labeled tin boxes. 

Owing to the thoroughly fractured, uneven nature of the rock, the 
recovery of core was low, and neither core nor sludge samples alone were 
satisfactory. To obtain an accurate assay value for the ore developed, 
the length of core for every 5-ft. advance was measured, and on the basis 
of this length of core the sludge and core assays were combined to give a 
final value which represented all the material removed from the hole 
during the 5-ft. advance. The E. J. Longyear Co. furnished a chart 
which greatly simplified the work of combining core and sludge samples. 

After drilling had been in progress for about six months, test-pitting 
was started to check the results of drilling. The pits were about 4 by 6 
ft. in size, and were sunk with windlasses. Drilling was done by hand. 
Mexican and Papago Indian miners were employed for this work, usually 
under contract, and soon became so efficient that to a depth of 50 ft. the 
test pits were sunk more cheaply than diamond-drill holes. During the 
last year of development, test pits 50 ft. deep were sunk on co-ordinate 
points in advance of drilling, in order both to expedite and to lessen the 


cost of development. 
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In sinking test pits, every tenth bucket windlassed from the hole was 
takenforasample. The large samples thus obtained for every round shot 
were crushed, quartered, and sent to Bisbee for analysis. After test- 
pitting was finished, the pits were resampled in 5-ft. sections by channel- 
ing. All four sides of the pits were channeled with even rectangular 
vertical grooves 6 in. wide by 3 in. deep, giving about a 500-lb. sample for 
every 5-ft. section. These samples were crushed, quartered, and as- 
sayed at Ajo, and pulp samples were reassayed in Bisbee. The channel 
samples averaged about 0.15 per cent. lower than the bucket samples 
and were taken as the final samples of the test pits. 

When test pits were sunk below water level into sulphide ore, a small 
flow of water was encountered. This made sinking slow and expensive. 
Therefore only a few hundred feet of sinking was done in sulphide ore. 
To more thoroughly check the results of drilling in sulphide ore, and to 
prove that the ore was constant in grade between drill 4oles, drifts were 
run on co-ordinate lines from the bottoms of two of the deepest test pits. 
Raises were put up from these drifts to check drill holes. To give.a fair 
sample of material cut by the drifts, the ore broken by every round of 

_holes was hoisted separately and dumped on an iron plate. From here it 
was shoveled into cars or over the dump, and every tenth shovel was 
thrown into a bin for the sample. These large samples, each representing 
a carefully measured round, were taken to the mill, crushed, quartered, 
and sent to Bisbee for analysis. 

Up to September, 1913, when development work was stopped, 84 
diamond-drill holes had been sunk, varying in depth from 200 to 1,000 ft. 
The total footage of diamond drilling was 23,097 ft. Nineteen drill holes 
were stopped in ore. 

In all, 77 test pits were sunk, with a total footage of 3,955 ft. Of this 
test-pitting, 3,606 ft. were in carbonate ore, and 349 ft. in sulphide ore; 
1,059 ft. of test-pitting checked drill holes in carbonate ore, 175 ft. checked 
drill holes in sulphide ore, and 2,721 ft. were in advance of drilling. The 
total amount of drifting in sulphide ore was 1,513 ft. The combined 
sinking and raising on drill holes in sulphide ore amounted to 317 ft. 


RESULTS OF DEVELOPMENT 


The sinking, drifting, and raising proved that the value of ore indi- 
cated by drilling was very accurate. The channel samples of test pits 
in carbonate ore averaged 0.005 per cent. lower than corresponding dia- 
mond-drill samples; the test pits and raises in sulphide ore averaged 
0.05 per cent. lower than corresponding diamond-drill samples; and the 
drifts in sulphide ore averaged 0.26 per cent. higher than the assay value 
of blocks of ore through which the drifts were run, as indicated by drill 
holes at the corners of the blocks. In making the ore estimate, diamond- 
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drill samples were accepted wherever drilling was done, and channel 
samples of test pits were accepted where sinking was done in advance of 
drilling. 

OrE ESTIMATE 


The estimate of ore developed on the property of the New Cornelia 
Copper Co. at Ajo by the Calumet & Arizona Mining Co. is as follows: 


Copper, 
Ore estimate: Tons Per Cent. 
Chena say 2 a es eS ee Oe ee eee ae 11,954,400 1.54 
SULA Coat ec crane A Ee ae A ame a 28,303,600 1.50 
Tecate eet eee eet ee eh 40,258,000 1.51 
Available by steam shovel: 
Carbon aLeaarame qin ier naa RUT cher Ssasee Moka. 11,954,400 1.54 
SHAGR Tc Oh, eae GOT soo RA Ogee okey See 20,526,800 1.54 
ARTY, Se Ak as Ag = BIR RN a ae 32,481,200 1.54 
Not available by steam shovel: / 
SHUI ORINTG icine Sa. ren ae-acte AnSree bie ec ROC aR OLE eres oes 7,776,800 1.40 
Rock which must be removed to make steam-shovel tonnage available: 
Lack PpNECAT DONA LeLZOMe wutae oeiuct Senn oa ease Soe 708,400 0.65 
Rocka sulphide: zonGmss sha: of 0 enn we sok oe 2,600,000 0.63 
PANO GT OC Keen gem tae ee adie Pte ee. soecain iv c breast kos tea 3,308,400 0.63 


The gold and silver content of this ore is very low, generally amount- 
ing to less than 15c. per ton. 

In computing the ore tonnage, no ore was included which assayed less 
than 1 per cent. copper. The estimate of ore available for steam-shovel 
mining depends, of course, on the assumed maximum grade of tracks in 
approaches and pit, and on the amount of lean rock in the sides and bot- 
tom of the pit which it will pay to move in order to give access to deep ore. 
The proportion of the Ajo ore mined by steam shovel will probably be 
greater rather than less than that given in the above estimate. 

The fact that the Ajo ore outcrops at the surface, with no barren over- 
burden, not-only will do away with the high initial stripping cost which 
generally attends steam-shovel mining, but also will prevent a loss of ore. 
or a vitiation of grade through a mixture of ore with capping. This 
feature should make the mining grade and tonnage agree very closely 
with the estimate. 

TREATMENT OF ORES 


While the question of the treatment of the New Cornelia ores has not 
as yet been fully settled, enough work has been done to prove that the 
ore can be treated at a good profit by processes in use in other districts. 
Experiments on ore treatment have been carried on in Douglas and else- 
where for about a year and a half. This work has been under the direc- 
tion of John C. Greenway, General Manager, with the advice of Dr. 
L. D. Ricketts. The first important tests were made by Stuart Croasdale 
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on leaching carbonate ores. These tests showed that over 80 per cent. 
of the copper in carbonate ore crushed to 4 in. can be leached out by 
sulphuric acid in from 36 to 72 hr., and that this copper can be precipi- 
tated at a reasonable cost by scrap or granulated pig iron. Good percola- 
tion was secured in leaching tanks with an ore column over 10 ft. high. 
Owing to the very high insoluble content of the ore, the acid consumption 
was low enough so that regeneration of sulphuric acid or ferric sulphate 
from the solutions from which the copper has been precipitated is not 
necessary to the success of the process. When it had been shown that 
leaching with fresh sulphuric acid and precipitation on metallic iron 
would yield a fair profit on the carbonate ores, experiments were directed 
toward lessening the cost of leaching and precipitation by using processes 
in less common use. The making of sponge iron for a precipitant by 
metallizing the calcines obtained by roasting pyrite ores was successful 
only when tried on a very small scale. A process developed by F. L. 
Antisell, of the Raritan refinery, involving electrolytic precipitation 
with an insoluble anode made largely of coke, and regeneration of ferric 
sulphate, has been very successful on a small scale. A. D. Jamieson, 


who was associated with Mr. Antisell in these experiments, is now testing - 


this process on a larger scale in Douglas. Thus far the work has been 
successful. Utley Wedge has met with encouraging results in a process 
involving a sulphatizing roast of mixed carbonate and sulphide ores, with 
subsequent leaching. It seems reasonably certain that one of these newer 
processes will make possible a great saving in cost of copper iy simple 
leaching with sulphuric acid and precipitation on iron. 

The Ajo sulphide ores can be concentrated by ordinary wet methods, 
but the thin flakes of bornite and chalcopyrite slime badly, and the re- 
covery is low. The chalcopyrite and bornite ore is beautifully adapted 
to flotation, and tests made by the Minerals Separation Co. show a high 
recovery. Very fine crushing is necessary to allow the separation of the 
sulphides, and the hardness of the ore will make the crushing fairly ex- 
pensive. It seems certain, however, that sulphide as well as carbonate 
ore can be mined and treated with a good recovery at great profit. 


Future PLANs or THE New CorRNELIA Copper Co. 


With a great tonnage of ore developed, and the general outline of the 
method of treatment in sight, the most important problem at Ajo is the 
development of a sufficient supply of water for the mill. To solve this 
question, two deep wells were drilled in the large valley northeast of Ajo. 
Water was found in both wells at depths of from 550 to 750 ft. A boiler 
plant and compressors were installed at one well, and the water was 


pumped from the drill hole by an air lift. The limit of capacity of the . 


lift was about 175 gal. per minute. A pumping test at this rate lasting 
over two weeks did not exhaust the water from the hole. With this flow 
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from an 8-in. drill hole, it is reasonably certain that a shaft, with a little 
drifting, will furnish an ample supply of water. A shaft has been started 
for this purpose. ; 

To determine the details of treatment, a large experimental plant is 
being started at Ajo. The units in this plant will be of practically the 
_ Same size as those in the final plant. Large leaching tanks will be erected, 
and an electrolytic precipitation plant. Probably both the Antisell 
process and another process involving electrolytic precipitation, devised 
by Messrs. Pope and Hahn, of New York, will be tested in this experi- 
mental mill. Since it will be several years before mining of the carbon- 
ate ores proceeds far enough to expose sulphide ore, the development 
of a process for treating sulphide ore can be carried on more leisurely. 


- Fig. 3—New Cornewia OrEBopy, Aso. Looxina Norra. 


A railroad will be the next step in bringing the New Cornelia property 
to the productive stage. Preliminary surveys have been made from Ajo 
both to Gila, on the Southern Pacific Railroad, and to Tucson, the junc- 
tion point of the Southern Pacific and the El Paso and Southwestern 
systems. The distance to Gila is about 44 miles, and to Tucson about 
130 miles. Both lines are through gently sloping desert country, and 
railroad building should cost less than $20,000 per mile. It has not yet 
been determined which route the railroad will follow. 

The orebody already developed at Ajo will supply a 4,000-ton: mill 
for over 26 years, or a 6,000-ton mill for 18 years. The indications are 
that the life of the mine will be greatly lengthened by the development of 
a large tonnage of deep ore along the fracture zone in the center of the ore- 
body. The vital points in the question of ore treatment have apparently 
been successfully solved. For the next quarter of a century the Ajo will 
be one of the great copper districts of the Southwest. 
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Leaching Experiments on the Ajo Ores 


BY STUART CROASDALE, DENVER, COLO. 


(Salt Lake Meeting, August, 1914) 


Nor long ago I was called upon to conduct some experiments on the 
treatment of ores from the New Cornelia copper mine, Ajo mountains, 
Arizona, for the Calumet & Arizona Copper Co. The problem was a 
very interesting one and contained some unusual features. Incidental 
with this problem was the utilization of a large amount of low-grade 
pyrite in the Bisbee mines of the company, provided this could be ac- 
complished by any feasible method. 

The New Cornelia mine is situated 45 miles south of Gila Bend, the 
nearest railroad point, on the Southern Pacific Railroad. It is about 
160 miles, almost due west, from Tucson. This section is one of the 
most arid in the United States. The normal annual precipitation, as 
given by the United States Weather Bureau covering a period from 1870 
to 1901, is 3 to 5 in. During June and July, 1913, the records kept 
by the company gave the following results. These are all I have avail- 
able, but they show the enormous evaporation that can be expected, 
which may be a factor in leaching-operations on a large scale. 


Temperature, Degrees F. 


High Low Average 

JOM ee eee? cesta ste 62 84.0 

NULLS orate es tke derekeisteee fase le 115 71 87.8 
Evaporation June July 
Concrete tank, inches........... A ey 10.72 
Tron tank, inches... 2......0.% 14.8 13.07 
Ramfall" in chea: sme sites aie None 0.77 
Cloudy Gays; ear on eens ee None 10.00 


Aside from several springs about 10 miles from the property, the 
nearest known water in quantity at the time these experiments were made 
was the Gila river at Gila Bend, 45 miles distant. Part of the develop- 
ment of the property of course included drilling for water in the valley, 
which was in progress at the conclusion of my experiments. 


The ore deposit itself is unusual. It consists of an intrusive plug ‘of - 


monzonite or granite porphyry. Chalcopyrite, bornite, and magnetite 
are finely disseminated throughout the magma in sufficient quantities to 
make the greater part of the mass commercial ore to a certain depth. 
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Pyrite is also present, and when the proportion of pyrite has exceeded 
chalcopyrite in the oxidized zone the kaolinization of the porphyry has 
been greater, which has an important bearing on the ore treatment. 
Erosion has removed the surrounding country rock and left the plug 
sticking out at the base of the mountains as two or three cone-shaped 
buttes, without overburden of any description. 

Oxidation has taken place in situ. Owing to the aridity of the 
country, there has been no leaching and no secondary enrichment. In- 
stead of following the contour of the surface, as might be expected, the 
drill records (in the mine model) show oxidation to have taken place quite 
uniformly downward throughout the mass and the division between the 
oxidized and sulphide ores is almost a horizontal plane. The transition 
zone, or partly oxidized zone, between the oxidized and sulphide ores 
is likewise shown to be quite narrow—much narrower than would be 
expected. 

The oxidized ores amount to about one-third of the total ore de- 
veloped. The greater part of the copper exists as carbonate, although 
there is some silicate and some oxides, including cuprite. There is alsoa 
small percentage of sulphide as residual chalcopyrite and intermediate 
forms. 

The oxidized iron exists in both ferrous and ferric condition, both 
soluble in acid. 

While the chalcopyrite is quite generally disseminated throughout 
the magma, there seems to have been a tendency for it to segregate in 
some portions, thus producing a higher-grade ore. The average grade of 
ore used for experimental purposes was placed between 1.5 and 2.0 per 
cent. copper. What the ultimate average grade will be will depend upon 
the cost of treatment. 


MetuHops oF TREATMENT 


From the foregoing it will be readily seen that the conditions of 
the problem demand simplicity of process and large scale of operations. 
Of course a railroad will be built to the mine, but whether the ore will 
be brought to water or water will be brought to the ore are yet factors 
to be considered and may have their bearing to a certain extent on the 
method of treatment adopted, when freight and fuel costs are estimated. 

Methods of leaching with solutions of reducible salts, like ferric 
- sulphate, ferric chloride, and cupric chloride, have some advantage in 
their solvent power on cuprite and chalcocite or other intermediate 
sulphides, but have little action on chalcopyrite. These salts are ex- 
pensive and their value as commercial solvents depends upon their re- 
generation by some cheap method of oxidation after the dissolved copper 
has been precipitated. This difficulty has not yet been overcome and 
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the results from attempts to use these methods have been disappointing 
even in the hands of skilled metallurgists. 
The same may be said of sulphurous acid and ammonia processes. 

Two methods of treatment, however, are available, and both are 
entirely reliable and feasible under the conditions involved. One of 
these is the old Henderson process of roasting with salt, and the other 
is leaching the raw ore with sulphuric acid. Under the head of “Chlo- 
ridizing Roast with Salt,’ I include the so-called sulphatizing roast 
of Mr. Wedge, in which he finds the addition of a small percentage of 
salt very beneficial; and also the modification used by Mr. Laist at 
Anaconda, in which he reduces the consumption of salt, as well as the 
losses by volatilization, by giving the ore a preliminary roast before 
adding the salt.! 

A comparison of these two methods may be made briefly as follows: 

By using the chloridizing roast, all ores on the property could be 
treated by the same process—oxidized, sulphide, and intermediate. 
This would mean the construction of only one plant. The average ex- 
traction of the copper would probably be higher than that obtained 
from acid leaching and the small amount of silver in the ore would be 
recovered to a large extent. By mixing the ores, little if any sulphur 
would have to be added as pyrite. The only chemicals required would 


be salt, to the extent of 5 to 10 per cent. of the ore treated, and possibly a> 


small amount of pyritic ore. Both of these could be transported in 
ordinary freight cars. There would be less corrosive solutions to handle. 
There would be a minimum amount of iron and alumina passing into 
solution. There would be no appreciable absorption of copper by slimes. 

On the other hand, this method would require dry crushing of the ore 
to 20 or 40 mesh, which would be troublesome if not prohibitive on the 
oxidized ores on account of the difficulty in controlling the poisonous dust, 
in addition to the expense of grinding. It would involve a roasting cost. 
It would mean a more expensive plant, and a more extensive plant for the 
same capacity, due to the slower percolation of the fine material, which 
would require a much larger vat area of less depth to hold the tonnage 
required. It would mean a supply of cheap salt. A chemical precipitant 
would probably have to be used to recover the copper. 

By leaching with sulphuric acid, the oxidized ore can be treated raw 
and need not be crushed finer than 3 in. or 2-mesh size, or perhaps coarser, 
as the experiments will show. Owing to the high oxidation of the 
surface ores and apparently small zone of partly oxidized ores, a large 
tonnage can be expected to give a comparatively high extraction by this 
method. Sulphuric acid can be made as a by-product at the roasting 


1 Stuart Croasdale: Bnginesring and Mining Journal, vol. Ixxvi, No. 9, pp. 312 to. 


314 (Aug. 29, 1903); Trans., xlvi, 378 (1913); Mining Magazine, vol. x, No. 3, pp. 
200 to 204 (March, 1914). 
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plant of the Calumet & Arizona Co. at Douglas, or if the calcines are 
converted into sponge iron and used as a precipitant for copper, the 
low-grade pyrite from Bisbee can be cheaply transported and acid made 
at the mine. If electrolytic precipitation can be used, a small percentage 
of the acid consumed can be regenerated. This method of extraction will 
permit of less expensive plant construction for the oxidized ores. 

On the other hand, sulphuric acid alone will extract none of the 
copper existing as sulphide, only half of the copper existing as cuptite, 
and may be indifferent about the silicate of copper. It will extract none 
of the precious metals. Owing to the character of the oxidation of the 
ore, already mentioned, considerable iron and alumina pass into solution 
as readily as the copper, which will seriously interfere with any form of 
* electrolytic precipitation and render the amount of acid regenerated a 
doubtful asset when compared with the amount consumed. As an offset 
to this objection, some of the iron is in a ferric condition, which assists 
materially in the solution of the minerals mentioned above. 

If acid is made at Douglas, it will have to be transported several hun- 
dred miles in tank cars, which will have to be returned empty. If acid is 
made at the mine from low-grade pyrite, a gain will be made in trans- 
portation, but the cost of an acid plant will be added to the cost of the 
leaching plant and the calcines will have to be utilized. Almost an en- 
tirely new plant will have to be constructed for treatment of the inter- 
mediate and sulphide ores. . 

The problem is clearly one in arithmetic as’well as metallurgy, so 
laboratory experiments were made on both methods. 


LABORATORY EXPERIMENTS 


The ore furnished me for these experiments came from the earlier 
development of the property and the oxidized ores were from very near 
the surface, but were less kaolinized than those received later for the 
larger experiments. 

The analyses of the ores were as follows: 


Oxidized Sulphide 

. Per Cent. Per Cent. 
SIO) seta ne yes Sane te agonal 66.23 66.08 
INKS hoo eae Sees eee eee oe 6.40 4.50 
HOES 3 obs Bota cee Oe didn s i IS 
CaO, total. . 5 oe ena 0.56 0.55 
CaO sol. in dilate acid. Se 0.31 0.15 
ET CTOULa (o ce cg eRe iar aa ies Bea 0.19 2.09 
Smasweulplabennces yr. 0.ce ac! seit <n: 0.03 0.03 
VARESE WONG BD oO ETO EES 0.10 0.10 
(OUPPIROUEIIS | aes cue See rene amare 2.03 PATS 
Cu sol. in 10 per cent. H2SOu.... 1.84 0.22 
Au, oz. per ton.. é Set 0.01 0.01 
BAO OZ el FO Mer enrabtatel seis ojo sara 0.22 0.18 
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On a2 per cent. ore, a variation of 0.01 per cent. in the percentage of 
copper in the tailings makes a difference of 0.5 per cent. in the percentage 
of extraction. This must be kept in mind when comparing the results 
of these experiments, for several hundredths of 1 per cent. may be 
within the limits of error in sampling and chemical analyses. 


Chloridizing Roast with Salt 


Oxidized Ores.—The ore was crushed to 20 mesh. The experiments 
were conducted in an assay furnace at a low red heat or at estimated 
temperatures of 1,000° to 1,300° F. No attempt was made to condense 
the volatile copper chloride fumes. 

The roasted ore was leached 24 hr. with a 1 per cent. sulphuric acid 
solution which was supposed to correspond to the solutions from the 
condensing towers at the Pennsylvania Salt Works, Philadelphia, where 
this method of copper extraction has been in use for a long time. 

In a Wedge, or other multiple-hearth furnace, a particle of ore remains 
in the roasting or chloridizing atmosphere several hours. My first ex- 
periments were on variation in time of roasting, which ranged from 1 
to 6 hr. 

Sulphur was added, in the form of pyrite, in slight excess of that 
necessary to combine with the copper as CuS, or 1.2 per cent; 10 per cent. 
salt was added, which is twice the amount necessary to form the normal 
chloride of copper, but this might be of some advantage, as will be 
mentioned later. 

At the end of 1 hr., 11.8 per cent. of the copper had volatilized and 
65.8 per cent. had been rendered soluble in the roasted ore, which gave a 
total extraction of 77.6 per cent. 

At the end of 6 hr., 69.0 per cent. of the copper had volatilized and 
7.3 per cent. remained soluble in the roasted ore, which gave a total ex- 
traction of 76.3 per cent. 

The tests, at 1-hr. intervals between these extremes, showed a gradual 
increase in the percentage of copper volatilized, with substantially the 
same total extraction. : 

Jn the next series of experiments the sulphur was varied from 1.2 to 
2.5 per cent. The salt was kept constant at 10 per cent. and the time of 
roasting in each case was 1 hr. 

With 1.5 per cent. sulphur the results were 15.5 per cent. volatilization 
of the copper, and 70.3 per cent. soluble copper in the roasted ore, or a 
total extraction of 85.8 per cent.; 2.1 per cent. sulphur gave 21.1 per cent. 
volatilization and 64.7 per cent. soluble copper, or a total extraction of 
85.8 per cent. Both higher and lower sulphur contents gave lower total 
extractions. 

In the third series of experiments the sulphur was kept constant at 
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1.5 per cent. and the time of roasting at 1 hr. The salt varied from 5 
to 15 per cent. : 

The lowest volatilization and highest total extraction were obtained 
with 10 per cent. salt, which, as stated above, were 15.5 and 85.8 per cent., 
respectively. 

The result with 5 per cent. salt was a volatilization of 46.2 per cent. 
and a total extraction of 71 per cent. This amount of salt is near the 
theoretical quantity necessary to form the normal chloride of copper. My 
previous work on the volatilization of metals as chlorides proved that, other 
conditions being equal, volatilization greatly increases as the relations 
between the metal, salt, and sulphur approach theoretical proportions. 

The use of 15 per cent. salt gave 23.2 per cent. volatilization and a 
total extraction of 80 per cent. Other proportions of salt gave inter- 
mediate results. 

The foregoing experiments gave the best results when the ore, con- 
taining a little more than 2 per cent. copper, was roasted 1 hr. with 10 per 
cent. salt and 1.5 per cent. sulphur. 

As a final test, these factors were all raised as follows: salt, 12.5 per 
cent.; sulphur, 2 per cent.; time, 1.5 hr. The results were, 24.2 per cent. 
of the copper volatilized and 62.3 per cent. soluble, or a total extraction of 
86.5 per cent., which is substantially the same as before. The tailings 
from this test were leached an additional 24 hr. with a 5 per cent. sulphuric 
acid solution containing 7 per cent. salt, which increased the extraction 
to 90 percent. In all probability a total of 48 hr.l eaching with the weaker 
acid would have accomplished the same result. 

Sulphide Ores—The average analysis of these ores has been given. 
The copper existed as chalcopyrite. The experiments were conducted in 
a manner similar to those on the oxidized ores. The ore was crushed to 20 
mesh. Nosulphur was added. The percentage of salt ranged from 10 to 
15 per cent. and, the ore being higher grade, the time of roasting was ex- 
tended to 1.5 and 2 hr., although this was probably unnecessary. Owing 
to difficulty in controlling the furnace, the temperatures used were higher 
than they should have been. 

The results were: 


’ 1 he 3 
Per Cent. Per Cent. Per Cent. 
SHU Wise lot ca Oe occas SO (eee me LO sO 12.5 15.0 
Copper volatilized:........:... 68.8 44.1° 56.0 
Solublereoppetdercres cs sts 1 t's 20.0 47.9 BT2 
Motaliextrachionkeeeyo. wh. sak. LOOTS 92.0 93.2 


Leaching these tailings an extra 24 hr. with 5 per cent. sulphuric acid 
solution containing 5 per cent. salt, extracted no more copper. There was 
no difficulty in extracting all the soluble copper in the roasted ore with 
a 1 per cent. acid solution. 
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While the temperatures, as stated above, were higher than they 
should have been, these results confirm those made a number of years 
ago, when I found that copper is more readily volatilized from chalco- 
pyrite by the chloridizing roast than from any other mineral. 

Mixed Oxidized and Sulphide Ores.—The following experiments were 
conducted by the Wedge Mechanical Furnace Co., at Philadelphia, to 
determine the merits of a sulphating roast. Their report is as follows: 

Test No. 1. The oxidized ore was ground to 20 mesh and the sul- 
phide to 40 mesh. Two parts of sulphide were mixed with one of the 
oxide and the mixture was roasted 3.5 hr. at temperatures increasing from 
550° to 1,180° F. The roasted ore was leached with 2° B. sulpburic acid 
solution. The extraction was 85.5 per cent. 

Test No. 2. The same mixture of ores: was roasted 3 hr., with 5 per 
cent. salt added, at temperatures ranging from 400° to 990° F. The 
roasted ore was leached with 2° B. hydrochloric acid solution, which gave 
an extraction of 94.4 per cent. 

Test No. 3. The same ore mixture was used as before, and 5 per cent. 
salt was added. The mixture was roasted 2.5 hr. at temperatures from 


500° to 860° F. The acid wash was 2° B. hydrochlcric acid. The ex- | 


traction was 96.0 per cent. of the copper. 

Test No. 4. The preceding test was repeated with the addition of 2 
per cent. pyrite (containing 47 per cent. sulphur) to the mixture. The 
ore was roasted 2.5 hr. at 600° to 900° F. and the roasted ore leached 
with 3° B. hydrochloric acid. The extraction was 93 per cent. 

Test No. 5. Equal parts of oxidized and sulphide ore were used and 
5 per cent. salt added. Other conditions being the same, 94 percent. ex- 
traction was obtained. 

Test No. 6. Both ores were ground to 40 mesb and mixed in equal 
parts with the addition of 5 per cent. salt and 2 per cent. pyrite. The 
extraction was 94 per cent. 

Test No. 7, Test No. 6 was repeated, except that 3 per cent. pyrite 
was added instead of 2 per cent. The mixture was roasted 2 hr. at tem- 
peratures from 400° to 900° F. The extraction was 98 per cent. of the 
copper. ° 

Summary of Results —These experiments are sufficient to show that an 
extraction of 90 to 95 per cent. of the copper can be expected by a chlorid- 
izing roast on all the ores whether mixed or treated separately, but it 
would be preferable to mix them in order to secure the advantage of an 
excess of sulphur in the sulphide ores. If they are not mixed, from 1.5 
to 2 per cent. sulphur will have to be added to the oxidized ores in the 
form of pyrite. 

The ores will have to ie crushed to 20 mesh, or finer. 

The salt required will be 5 to 10 per cent. 


‘ 
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The temperature of roasting should not be above 900° F. to avoid ex- 
cessive volatilization. 

Large furnaces, where air supply and temperatures are under better 
control and where the benefits of mass action can be obtained, should give 
as good if not better results than the laboratory. At low temperatures, 
the slight volatilization losses are easily recovered by scrubbing towers, 
together with sufficient acid for washing the ore. 


Leaching Experiments 


These were made only on the raw oxidized ores. The crushing varied 
from 8 to 2 mesh sizes. The experiments were conducted in glass and 
stoneware jars provided with small air-lift pumps for circulating the 
lixiviants. Both standing and circulating lixiviants were tested. The 
strength of acid solution varied from 8 per cent., or just enough to dissolve 

‘the copper in the ore, up to a 10 per cent. solution. Sulphuric acid was 
used. All references to this acid mean 100 per cent. H.SO, and not com- 
mercial acid. Only enough lixiviant was used in each experiment to cover 
the ore. F 

The results were as follows on 24-hr, treatment: 


8-Mesh Ore 
Standing Lixiviant Circulating Lixiviant 
Per Cent. Pee Conk Ce Lb. Acid Used Per Cent. Cu Lb. Acid Used 
Acid in Extracted per Lb. Cu Ticuettod per Lb. Cu 
Lixiviant Siac, Dissolved a Dissolved 
3.0 46.8 3o2 48.7 3.3 
4.0 547 one a0 QA, 
4.7 56.1 2.8 85.2 ome 
10.0 81.8 Diss 88.6 3.5 
4-Mesh Ore 
Standing Lixiviant Circulating Lixiviant 
Per Cent. Per Cent, Cu Lb. Acid Used Hee ConeeCa Lb. Acid Used 
Acid in ‘Putracked per Lb. Cu Tete ted per Lb. Cu 
Lixiviant iboe Dissolved Dissolved 
3.0 42.9 2.4 70.4 © 2.0. 
4.0 44.3 EET is As (AA 23 
hf 48.3 4 AG 82.3 2.4 
6.3 58.2 Dad 80.8 2.8 
10.0 78.4 2a2 8577 2.8 


, These experiments showed that circulating the lixiviant increased the 
extraction of copper without seriously increasing the consumption of 
acid; that crushing to 8 mesh increased the consumption of acid without 
materially increasing the extraction of copper; and that increasing the 


618 LEACHING EXPERIMENTS ON THE AJO ORES 


strength of the lixiviant increased the extraction of copper and also the 
consumption of acid when the lixiviant was circulated through the ore. 
The fine ore produced in crushing to 8 mesh seriously interfered with the 
percolation of solutions. 

Further experiments were made on 4-mesh material by increasing the 
time of leaching, with the following results: 


5 Per Cent. Acid Lixiviant 10 Per Cent. Acid Lixiviant 
i . Aci d 
Time of Per Cent. Cu Lb. Acid Used Per Cent. Cu Lb. Acid. Use 
Tekohine Eeteaeied per Lb. Cu Tadexoend per Lb. Cu 
eee eee Dissolved ar: Dissolved 
24 82.3 2.4 85.7 2.8 
48 83.7 2.6 90.1 2:6 
ee, 84.2 Oa 87.6 4.2 
96 86.7 89.1 4.0 


Additional time with 5 per cent. acid lixiviant increased the extrac- 
tion very slowly—probably from the fact that the acid was nearly 
neutralized. The 10 per cent. acid lixiviant always had plenty of free 
acid remaining after the copper was all dissolved. 

By referring to the analysis of this ore, it will be seen that the copper 
soluble in 10 per cent. sulphuric acid solution is only 90.6 per cent. when 
the sample is crushed to pass 100-mesh screen, so that a 10 per cent. acid 
lixiviant on a 4-mesh material for 48 hr. extracted about all of the copper 
that could be expected. 

The above experiment was repeated on ore crushed to pass 0.5-in. 
or 2-mesh screen. Only a 10 per cent. acid lixiviant was used. The 
results, given below, were as good as those obtained from finer crushing. 


Time of Leaching Per Cent. Cu 
Extracted 
48 hr. without change of lixiviant................. 86.0 
48 hr. Lixiviant changed after 24 hr,............. 87.5 
72 hr. Lixiviant changed after 48 hr.............. 90.0 
96 hr. Lixiviant changed after 48 hr.............. 87.0 


As already stated, the oxidized ore contained some cuprite. When 
clean sulphuric acid is added to this mineral, one-half the copper is set 
free in metallic condition, which remains insoluble in the acid. As 
nearly as could be determined by averaging a number of analyses, the 
amount of copper thus set free was about 0.2 per cent. of the ore, or say 
10 per cent. of the total copper. 

Analyses of the lixiviants from a number of leaching experiments 
showed that a certain amount of iron passed into solution simultaneously 


with the copper. This averaged from one-third to one-half of the amount ’ 


of copper in solution, or from 0.8 to 1.1 per cent. of the solution. Some- 


eee ether, Geman: 
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times, with high iron and much kaolinized ores, it amounted to more 
than this. The iron was about equally divided as ferric and ferrous 
sulphates. 

Using 10 per cent. acid, the lixiviant passing from a charge of leached 
ore contained from 4 to 6 per cent. free acid in addition to the copper, iron, 
alumina, ete. 

This combination of circumstances enabled me to use the partly 
neutralized lixiviant from a leached charge of ore for the first lixiviant 
on a new charge of ore and thereby not only neutralize the free acid in the 
lixiviant and at the same time enrich it in copper, but have a solvent 
for the cuprite (or metallic coppper if formed) in the form of ferric sul- 
phate. Since ferric sulphate was always present and the lixiviants were 
always circulated, it is scarcely possible that any cuprite could escape 
solution. : 

As soon as the first lixiviant was neutral, it was sent to the precipi- 
tating vats. If it was left on the ore beyond the neutral point, some of 
the copper was reprecipitated in the ore. A new 10 per cent. acid 
lixiviant followed the first and finished leaching the ore, which in turn was 
neutralized on a new charge of ore. 


EXPERIMENTAL PLANT TESTS 


The Chloridizing Roast 


- The chloridizing roast and the subsequent leaching of the ore with 
water and scrubbing-tower solutions is a well-established metallurgical 
process and has been in commercial operation for a number of years on 2 
per cent. copper ores. 

Laboratory experiments told what could be expected from this process 
and there is little danger of unlooked-for difficulties in larger-scale 
operations. The questions involved are therefore more of relative costs 
of construction and operation than of metallurgical experiment, so, for 
the time being, no experiments were conducted on a larger scale. 


| Acid Leaching 


Percolation Experiments.—A pipe 10 in. in diameter and 183 ft. in 
length was used for an experimental percolation vat. For convenience in 
testing the various columns of ore, it was made in sections. The lower 
end of this vat was closed with a plate in which there was a 3-in. opening 
which served as a discharge gate for the ore and also for pipe connections 
to measure the flow of solution. This could also be attached to a cen- 
trifugal pump for circulating the solutions to the top of the vat if de- 
sired and in this way the working conditions of a commercial plant 
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could be produced. Aside from a small screen to protect the valves, 
no filter was used in the vat. The ore itself corresponded to the gravel 
filter that was expected to be used in practice. 

The height of any ore column in this vat was the same as that used in 
any commercial plant. The filtering area was 78.54 sq. in., or 0.545 sq. ft., 
which corresponded to the same section of a full-sized ee The area of 
any commercial vat divided by this area and the result multiplied by the 
number of gallons per minute flowing through a given column of ore would 
give the approximate amount of solution that would have to be handled 
by circulating pumps in a large plant. 

All percolation experiments were continued for three or four days if 
possible, inorder to detect any irregularity in the flow of solution by the 
segregation of slimes or from other causes. 

- Since 8-mesh ore was found to be of no advantage in the laboratory 
leaching experiments, it was not used in these experiments. 

The facilities at Douglas for crushing ore for experimental purposes 
at that time were very poor. There was no opportunity for stage crushing 
with intermediate screening. The ore was reduced so that it would 
nearly all pass a 2-mesh screen in one operation with one crusher and one 
set of rolls. This undoubtedly produced a different product than would 
be obtained in the usual practice. 

With 4-mesh ore. A screen analysis of this material gave 


Mesh Per Cent. , 
CS eR es eee Sree s C One 30.6 
SS) COy LORE aaah. ry ei rene Rete ene 22.4 
LG0O 20 enceekn rah oem eae 8.4 
20 BUG GNOr ss cn Rae eae ae 38.6 


Between 3 and 4 per cent. of this product was a colloidal slime that 
could be suspended in water. This slime assayed 4.5 per cent. copper. 

Ore crushed to this size absorbed 11 per cent. of its weight in water or 
26.4 gal. per ton. This amount of water will be lost in tailings. 

The additional quantity of water required to fill the interstices and 
cover a given quantity of ore in the vat was 15 per cent. of its weight or 
36 gal. per ton. This will be known as one volume of water, or solution, in 
the experiments which follow, and its complete replacement will represent 
one cycle in the circulation of lixiviant, or one washing of the ore with 
water. 

Experiment No. 1. The ore was charged into water to get tue coarser 
particles on the bottom and form a better filter bed. Height of ore 
column, 5 ft. ine ore and slime soon settled on top of the charge and 
practically stopped the percolation. 

Experiment No. 2. Ore was charged into the vat dry. Height of ore 
column, 5 ft. Water was added on top of ore. Rate of percolation, 1 
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gal. in 15 min. To the charge, 2.5 ft. of ore was added, making the 
total column 7.5 ft. Rate of percolation, 1 gal. in 15 min. Another 2.5 
ft. of ore was added, making the total column 10ft. Rate of percolation, 
1 gal, in 15 min. At the end of 72 hr. the rate was 1 gal. in 23 min., after 
which it gradually decreased. 

When the charge was drawn, the fine ore was found to be more or less 
segregated, which was perhaps due to the method of charging. 

Experiment No..3. The above experiment was repeated. With a 
5-ft. column of ore the rate of percolation was the same, 1 gal. in 15 min. 
The ore column was increased at once to 10 ft., in which the rate of per- 
colation was 1 gal. in 10 min. The rate remained the same when the 
column was increased to 12 ft. 

Experiment No. 4. The ore was charged dry and the height of the 
column was 18 ft. Water was introduced into the bottom of the vat 
until the ore was covered, in order to remove the air more quickly. It was 
then circulated from the bottom of the vat to the top by means of a 
centrifugal pump. Rate of percolation was 1 gal. in 8 min. At the end 
of 72 hr. it was still 1 gal. in 8 min. The height of the ore column was 
then reduced to 12 ft. and at the end of 120 hr. the rate of percolation was 
1 gal. in 9 min. 

Experiment No. 5. Upward percolation. The ore was charged dry. 
Height of column, 12 ft. Water was introduced from the bottom of the 
vat and upward percolation was maintained with a 9-in. head of water 
above the ore from a stand pipe outside the vat. The rate of percolation 
was 1 gal. in 6 min. 

With an ore column of 15 ft. and a 10-in. head of water above the ore, 
the rate of percolation was 1 gal. in 7.5 min. 


With 2-mesh ore. The screen analysis was ; 
Mesh Per Cent. 
DECORA MDS ICM Peete Marthe wikge ae 40.0 
AL OSS eRe oe Tn aus ake artncko tena ee 25.8 
SECC One eickaicel S cacdh | vii ciewaupeal tate sta 14.2 
EBT PADS seat Rare een ood 6.0 
PA Vpn(e | Vahavere), Sac foes Oe RON Re eeSeRoasioo alana 14.2 


The colloidal slime was about 2 per cent. of the ore. 

This ore absorbed 6 per cent. of its weight or 14.4 gal. of water per 
ton. a 

The volume of water necessary to cover the saturated ore was 27.7 
per cent. of its weight or 66.5 gal per ton. 

Experiment No. 1. Height of ore column, 12 ft. Water was circu- 
lated from bottom of vat to top by means of pump. Rate of percolation 
was 1 gal. in 30 sec. At the end of 96 hr., it was 1 gal. in 35 sec. 

Summary.—The height of the ore column with 4 and 2 mesh ore has 
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no retarding effect on the rate of percolation, unless the ore is very much 


disintegrated and produces a good deal of slime. If anything, the rate » 


is increased with increased height. Vats can therefore be constructed 
with any convenient depth, but will probably not be practicable beyond 
10 or 15 ft., depending of course upon the character of ore and method 
of crushing. 

The ore should be charged dry or only moist. 

Lixiviants can be introduced best from the bottom of the vat or down 
one side of the vat from the top of the ore. This allows the free escape 
of air and carbon dioxide gas and permits a rapid saturation of the ore 
and filling of the vat. After the ore is covered, the percolation of the 
lixiviant through the ore should be downward. This permits better 
control of solutions and the washing of the ore with the minimum quan- 
tity of water. 

By keeping the ore covered with solution and having the pumping or 
circulating capacity a little above the rate of percolation, channels 
through the ore can be detected and remedied. 

The rate of percolation in this experimental vat may appear slow, 
but when the proper calculation is made for a large vat, it will be found 
that considerable pumping capacity will be required to take care of the 
solution. 


Leaching Plant Construction 


To meet the conditions at Ajo, reinforced concrete seemed to offer 
many advantages for large-sized leaching vats. This material has been 
used for a long time at the works of the Pennsylvania Salt Co., at Natrona 
and at Philadelphia, for leaching small tonnages of chloridized copper 
ores. The solutions there are a mixture of sulphate and chloride of cop- 
per and contain from 1 to 2 per cent. of free acid. No protective coating 
or lining has been used for the concrete although the new vat constructed 
at Philadelphia is lined with chemical brick laid with cement. 

The stronger acid solutions used in leaching the Ajo ores necessitated 
some protective covering for the concrete. A paint of this character is 
made by Toch Brothers. It is known as “R. I. W. No. 44’ and is 
advertised to have the following properties: 


‘1. It stands heat up to the point of carbonization. 

“2. It withstands sulphuric acid, 20° strength, for two months without showing 
the slightest sign of decomposition. 

“3. It withstands the action of 15 per cent. sulphuric acid, 10 per cent. copper 
sulphate, at a temperature of 135° F., for six months, without showing any sign of de- 
composition. Withstands influence of caustic soda up to about 10 per cent. strength. 

‘4. Two coats will last for several years on the interior of stand pipes. Steel 
must be clean and dry before material is applied. 

“5. Has a record of three years and four months on the interior walls, floors and 
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ceilings of storage battery rooms where the vapors of sulphuric acid are condensed 
twice a day. Three coats were applied. 


“The dates of its longevity are simply minimum dates, as the material lasts much 
longer than our statements indicate.” 


The protection of these concrete vats was submitted to Toch Brothers 
and they recommended the following specifications: 


‘““Make your concrete a 1:2:4 mix, using an aggregate graded up to 1} in., 
adding 3 lb. of ‘Toxement’ for each bag of cement necessary to complete the opera- 
tion. After the concrete has set up thoroughly dry, clean the surface and then apply 
one coat of R. I. W. No. 89, allow about 36 hr. for it to dry, then apply a second coat 
of R. I. W. No. 89. Care should be taken after the first coat is applied so that every 
particle of the surface is thoroughly and completely covered. R. I. W. No. 89 is 
constructed slightly different from R. I. W. No. 44 in order to meet your specificaticns.”’ 


To make a concrete vat acid proof, it must first be made waterproof. 
For this purpose they recommended “'Toxement,”’ a patented preparation 
of their own which is advertised to be ‘‘a colloidal double resinate and 
silicate of calcium and aluminum.” 

A second method of waterproofing concrete was obtained from 
Bulletin No. 46, U.S. Department of Agriculture. In this method crude 
petroleum or preferably residuum is mixed with the concrete as follows: 


“For most purposes where damp proofing is required, 5 per cent. of oil based on 

the weight of the cement in the mixture is all that is necessary. For each bag of 
. cement (weighing 94 Ib.) 4.7 Ib. or about 24 quarts of oil are required. 

‘‘Mix the concrete in proportions of 1 part cement to 2 of sand and 4 of broken 
stone or gravel. Add water and thoroughly mix until no trace of oil is visible on the 
surface. If oil-mixed mortar is desired, prepare in the same manner without the gravel. 

‘“The use of 5 per cent. of oil increases the time of the initial set by 50 per cent. 
and the time of the final set by 47 per cent. 

“Concrete with 10 per cent. oil has 75 per cent. of the strength of plain concrete at 
28 days. At the end of one year the strength of 1 : 3 mortar suffers but little from the 
addition of oil in amounts up to 10 per cent. 

‘‘Oil-mixed mortar containing 10 per cent. of oil is absolutely water tight under 

- pressures as high as 40 lb. to the square inch. Oil-mixed mortar is effective as a water- 
proofing agent under low pressures when plastered on either side of porous concrete.” 


Tests were also made on the acid-resisting qualities of the following 
bricks, which might be used for lining concrete vats: Ordinary wire-cut 
shale brick from El Paso; “‘acid-proof tile” from El Paso; low-temperature 
fire brick from El Paso; ‘‘Star’”’ fire brick from Pueblo, Colo.; silica brick 
from Pueblo, Colo. 

These bricks were allowed to stand three months in 10 per cent. 
sulphuric acid solution; 5 per cent. sulphuric acid and 5 per cent. copper 
sulphate solution; and 10 per cent. copper sulphate solution (10 per cent. 
CuSO, 4- 5H20). 

There was no apparent disintegration or injury to the physical 
structure of any of these bricks at the end of the test. 
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Chemical analysis of the solutions likewise showed that none of the 
bricks had been appreciably attacked by either acid or copper sulphate 
solutions. The solutions from the silica brick contained some gelatinous 
silica, which probably came from the decomposition of the sodium silicate 
used as a binder, but this did not weaken the brick. 

Two concrete storage tanks were made for holding wash water, in 
order to bring it up to normal strength (about 10° B.) of acid to be 
used as a lixiviant. In practice it would be better to build these tanks 
of steel or wood and line them with lead, but in this experimental plant 
concrete was used to determine its efficiency as well as that of acid-proof 
paints. Both of these tanks were made of oil-mixed reinforced concrete. 


SAME REALE 


A) RS 
Bo Bh Ls 


‘as 


Livbber Hose 

z tributing Loypder 

2 Leod Fipe, 
Common Brick far in 
sond ond aspholf mixture 
Vind Resisting Print 
Wooden Plug with Cashed 
Greve! ond Brick Filter 


Wey uy 


Hate Secrion- Brick Lininé 
Harr Section - Paint Lining 


Fig. 1.—ExprrimentAL LEAcHING TANKs. 


They were 5 ft. in diameter and 5 ft. in depth, with walls 8 in. thick. One 
was plastered inside with “Toxement” mortar and the other with oil- 
mixed mortar. Both were painted inside with R. I. W. No. 89 paint as 
specified. For better protection from abrasion, the bottoms of these 
tanks were covered with } in. or more of hot asphalt and sand, troweled 
smooth and compact with a hot iron like street paving. 

Five leaching vats were constructed according to the general design 
shown in Fig. 1. 

For convenience in subsequent work these vats were designated as 
A, B, C, D, and #, and their individual construction was as follows: 

Vat A. Five feet in diameter and 5 ft. in depth. Concrete, mixed 


eee seh ie ree ae i ale 


ee 
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with “Toxement” according to the Toch specifications. Plastered inside 
with cement mortar mixed with ‘‘Toxement.” Painted inside with three 
coats of R. I. W. No. 89 paint. A false lining of wood was made to set in- 
side this vat, but it was impracticable to retain this lining without 
scarring the paint, so it was abandoned at the start. It was also im- 
possible to keep the paint from being worn off by the ore, so the vat 
was given one coat of asphalt dissolved in gasoline and then lined with 
El Paso common brick. The bricks were laid in hot asphalt, and hot 
asphalt and sand were poured between the brick lining and the concrete. 
The bottom was covered with asphalt and sand, troweled smooth while 
hot. 

Vat B. Same construction and dimensions as Vat A. This was 
given two coats of hot asphalt, which was difficult to apply and on 
cooling it contracted and left pin holes of uncovered cement. A thin 
paint was then made by pouring hot asphalt into gasoline and a coat of 
this was applied to the above. The bottom was covered with asphalt 
and sand, troweled smooth while hot. 

Vat C. Same dimensions as Vats A and B, but made of oil-mixed 
concrete and plastered inside with oil-mixed cement mortar. A priming 
coat of R. I. W. No. 89 paint was applied to the concrete. On top of this 
was placed a coat of hot asphalt followed by a coat of asphalt paint as 
described under Vat B. The bottom was made of hot asphalt and sand, 
as already described. 

Vat D. This was rectangular, 5 by 8 ft. and 5 ft. in depth. It 
was made of oil-mixed concrete and plastered inside with oil-mixed 
cement mortar. The protective coatings were one coat of R. I. W. No. 89 
and two coats of asphalt paint as described above. The bottom was 
covered with hot asphalt and sand. 

Vat E. Made of oil-mixed concrete and plastered inside with oil- 
mixed mortar. Diameter 5 ft. and depth 10 ft. Protective coatings, 
one of R. I. W. No. 89 and one of asphalt paint. Bottom covered with 
hot asphalt and sand. ; 

The capacity of Vats A, B, and C was between 3 and 4 tons, respec- 
tively. Vats D and £ each held a little more than 8 tons. 

Three solution or precipitating tanks, 5 ft. in diameter and 5jft. in 
depth, were made and protected in the same manner as Vat L. 


Leaching-Plant Operation 


These experiments were made on about 300 tons of oxidized ore 
shipped from the various shafts and test pits and during the develop- | 
ment of the property. 

Test 1.—This was made on two cars of ore, or Lots 1 and 2, which 
were crushed and mixed for treatment. As already stated, owing to 
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limited crushing facilities, it was necessary to crush with one crusher 
and one set of rolls, as much as possible to 2 mesh and finer in one opera- 
tion. The result of this was only 7.25 per cent. of oversize and probably 
a greater production of fines than would be obtained in practice. 

Lot 1 was hard unaltered ore similar to that used in the laboratory 
experiments. Lot 2 was considerably altered by weathering and pro- 
- duced a great deal of fine material and slime. 

A screen analysis of the mixture gave the following results: 


Mesh Per Cent. 
2 tO A496 sical dt nlete tisk tee ne 29 
AGO S8 oct e Ae ae ee ee eae 14 
SOU Geta, Ss Rony oo ae eee ears 18 
16 and finer seta sone ooo ee 39 


The chemical analyses of the two lots are given below: 


Dry Weight, Copper, 
Pounds Per Cent. 


Lotil eae. Pee Aa Pee oes ee 62,172 1.84 
TOE 2s tae ok tata ice ae eee 94,570 UE Ts 
156,742 1.55 
Chemical Analyses 
Lot 1 Lot 2 Lot 1 Lot 2 
Per Cent. Per Cent. Per Cent. Per Cent. 
SO ote c Sti do ae 65.7 63; 6.2 Gu otal omer sees 1.84 1.37 
eine nih, ete cea 4.0 4.7 Cu sol.in 10 per cent. 
EPS Oacceun tees ' 1.66 1.27 
TAU OF oan ieee a ee 14.3 13542 COss AR ARR eee LeZ0 1.33 


Ounce Ounce 


CaO sol. in acid...... 0.8 OG AUS Pacate mantener 0.01 0.01 
Pi MUOLAL States eacta cranes 0.3 OSH AG oak, cies Peter eat oes 0.20 1.18 
S as sulphate........ 0.08 0.1 i 


The leaching was conducted in the manner described under laboratory 
experiments, namely, the partly neutralized lixiviant from finishing one 
charge of ore was neutralized and enriched by using it as the first lixiviant 
on a new charge of ore. 

The details of this test are summarized as follows: 


Totaivore Jagched, POUNGs:: mais Retire sauna cere ee 125,857 
Average copper contents, per cent... 0... copes ccs ele cess stvevev ees 153 
Average time:of ‘acid leaching, hours) sa) 24 Wis oa fae kalba eee 70.6 
Averagetimeroiwashin om hoursess'.h whe clams copeve ule mianpau oe ee 5.0 
Finalstailines focal copper, per, Cen tutunk wancvieiie cen iuietinc omelet 0.30 
Final tailing, soluble copper, per cent.................... Lhe tle atee ah 
Copper extracted per ton of ore, pounds................-.0+-eeceeee 24.4 
Per cent? extractioneShisracks <. > Scere a eae ene tera eRe eae 80.0 


re 


re ee ie ne ll 
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Total weight of material extracted from the ore, per cent............. 3.5 
Actual percentage of copper extracted. .............00ccccecceeeeee 81.0 
Percentage of available copper extracted............ 0.000 cc ceeeeeee 91.0 
Tixiviant used per ton of ore; gallons. .... 2... .0s. ccc cee scesvevcces 132 
awerage per cent. of acid in lixtviant.. 200..........c0.se cscs cca ee 9.24 
Acid consumed per pound of copper dissolved, pounds............... 3.4 
Wash water used per ton of ore, gallons..............0 0. .ccc cc ceees 138 
Rate of percolation in inches per hour, measured in inches of solution 
Pere CROLGHNN VAG Up saci iow Be ySat tical st hha e oc aldanleie x ioviiebon 90 
Copper accounted for in solution, of the total amount extracted from the 
ore by difference between heads and tails, per cent................ 92.2 
Average value of nearly neutralized lixivium sent to precipitating vats: 
Coppermperacen (aap titer nok ce | 2a Serna Ad 2.22 
THON DEACON Lege Wray wee eats. meter eis ae oe ose eth eee alee 0.42 
PUMA OLA COIL baer Re earay he carina sku ue accion Set MG bah ne. cis 0.47 


The average grade of the ore in this test was lower than that used in 
the laboratory tests. There is, however, not likely to be a corresponding 
decrease in value of the tailing from a 1.5 per cent. ore, below that ob- 
tained from a 2.0 per cent. ore, so the percentage of extraction decreases 
rapidly in proportion to the decrease in the grade of the ore. 

The ore was charged dry into the vats. The lixiviants were ad- 
mitted on top of the ore but at one side of the vat, and no faster than 
could be absorbed by the charge. By making a little dam on top of the 
charge, the lixiviant passed immediately to the bottom of the vat and 
saturated the charge from below, thus permitting the escape of air and 
gas. 

The soluble copper in the tailing was determined by boiling the 
laboratory sample (100 mesh) in 10 per cent. sulphuric acid. The copper 
not soluble by this treatment must exist as sulphide or as other minerals 
in the ore, not capable of being extracted by sulphuric acid and therefore 
is not available by this metallurgical process. 

Tests 2 and 3.—These were made on car lots 3 and 4 treated separately. 

The ore was soft and much the same in character as Lot 2. It pro- 
duced considerable fine material on crushing. 

Lot 3 was crushed to $-in. mesh. 

Lot 4 under similar conditions crushed almost to }-in. mesh, as 
shown by screen analyses. 

Lot 3 Lot 4 


Mesh Per Cent. Per Cent. 
Bea A one e Vee Sete ie tara eee aici oie a: 6 aoe tye wi alaeien es ese eae 2 16 6 
Ee Sh ere mn aAy A se Rte bs ody rsiseh atte ier Sl saa sa.o TGS “sian sual artaye Banged ovals 27 27 
Se lead (5 PE RE ete Mer gece ol Niaits)/a cuonar es acoeus wesle/Aisy pe cher sbslons- suet 17 21 
HSS, Se Ss SC id aiolely ct eS Se OS Oe OE em aeiiae. Roet eert ic 40 46 


Dry Weight Copper 
i Pounds Per Cent. 
Tap Geo attrsce cen Guts thor MO bait, LAER Re CRORE ae SE ca RICE 111,230 1.48 . 
Linc Ae Pe Ry oat cree oid ob scion al nite heuer 89,670 1.44 


é 
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Chemical Analyses 


Lot 3 Lot 4 Lot 3 Lot 4 
Per Cent, Per Cent. Per Cent. Per Cent. 

SIO astern ot st ante 64.00 635305, Cu totalig. = 4c ee oe 1.48 1.44 
Gera iaticus esses: «tee 4.20 Cusol. in 10 per cent. 

ATS Gel). care aaneye sve tre 14.30 159.10 eH SOs es te eee 1.32 1.30 

CaO sol. in acid..... 0.45 0160. "CORI SYS,, hes eee 1.42 1.43 

Ounce Ounce 

SS tO Lal ce hraet nT eal 0.20 ON ZO UWAUS oo cotta mens 0.01 0.01 

S as sulphate....... 0.04 O06 TRA gsi 3a ae iam 0.19 0.17 


: Test 2 Test 3 
Pounds: ore leached. siarwtitenit ae nie restate item tse 90,533 80,458 
PEP’: Cent COPPER S a eta oes. 40. ee esl aeternies ade esl -be ra es 1.44 1.43 
Average hours acid leaching. 32) 2c). stews els eh elae isis 70 100 
Average nours WASMINE..), <0 srs sre asa cece sirisladele le aie gil re 23 
Final tailing, per cent. total copper.................... 0.27 0.40 
Final tailing, per cent. soluble copper.................. 0.23 0.38 
Pounds copper extracted per ton of ore................ 23.3 20.6 
Percentage of copper extracted...............-0.-2e08- 81.2 71.8 
Total per cent. of material extracted from ore........... 3.0 3.0 
Actual percentage of copper extracted................. 81.8 72.7 
Percentage of available copper extracted............... 83.5 73.0 
Gallons lixiviant used per ton of ore..................- : 123 137 
Average per cent. acid in Jixiviant..................00. 9.5 a0 
Pounds acid consumed per pound copper dissolved...... 3.5 3.3 
Gallons wash water used per ton of ore....... Fast ataleavheke 135 177 
Rate of percolation in inches per hour, measured in inches 

Ob solution above the ore in Vat. oc. cules sice sreeiente 43 11 
Copper accounted for in solution Combined with Test 4. 
Average value of nearly neutralized lixivium sent to pre- 

cipitating vats: : 
COPDEr DOL. GONG sire dscns cc halen ems ere ete 2.41 2.90 
TFOD POM COMG. aa skier kare teen ction eitte ee aes 0.56 0.70 
Alumina ;per' cent, eae cok rere cae Seiten 0.53 0.73 


These results show very clearly the effect of finer crushing on the 
same grade and character of ore. Both of these lots were substantially 
the same character of ore in every respect. They were very much altered 
by oxidation and contained practically no insoluble copper in the tailing, 
although the ore itself showed 0.08 to 0.10 per cent., probably as cuprite, 
which dissolved in the ferric salts extracted from the ore. ; 

The extraction on the 4-mesh material was 9.4 per cent. lower and the 
rate of percolation dropped to one-quarter of that on the 2-mesh material. 
Hence much more time was consumed in leaching and washing the ore, 
with poorer results. Even on the 2-mesh ore the rate of percolation was 
only half that of the harder ore in Test 1, showing the effect of increased 
kaolinization of the ore. 


x 


| 
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In order to determine the relative value of samples from the top, and 
other parts of the charge, and also to determine whether the charges 
were leaching uniformly or in channels, a number of samples were taken 
from different charges at each foot in depth. This was done by removing 
half the charge from the vat and sampling the standing face of the remain- 
ing half of the charge across each foot of vertical section at a point half 
way between the center plug and the side walls of the vat. 

A general sample was also taken in this manner, to check, not only 
the sectional samples, but also the one-tenth portion of the entire charge 
which was quartered in the usual manner for a tailing sample. 

These results show that the leaching is very uniform throughout 
the charge on evenly distributed 2-mesh material, and that samples 
taken from the top of the charge may be used for preliminary tailing. 


Charge 22, Charge 24, Charge 25, 


Lot 3, Test 2 Per Cent. Per Cent. Per Cent. 
Cu Cu Cu : 
Sample 

CEM OOh, LODE eA Ais STO sins oles bs 0.26 0.35 0.25 
ECON GMOO bt eee A Shee a RRL inten. aeeieitts 0727 0.30 0.25 
A UOWNES! GOveY tstedemrcttes chs ca aed cites ae Se 0327 0.23 0.30 
Out hOOtEN eerie ee eal. cee etna 0.29 0.26 0.35 
HANSA STUSTENS) od te inten oe ioe Ea a 0.27 0.28 0.29 
‘One-tenth portion of charge.............. 0.26 Os26 0.26 


Similar samples from’ the 4-mesh material (Car Lot 4, Test 3) did 
not give as uniform results. This contained not only much more fine 
materiah, but about 5 per cent. colloidal slime, as compared with 2 per 
cent. colloidal slime in the hard ore. Even though the ore was charged 
dry, this fine material was found to be irregularly segregated from the 
charging and apparently not from the action of the lixiviants. This 
segregation produced irregularities in the extraction by interference with 
the percolation and washing. 

The results from the sectional sampling are given below: 

Charge 26, Charge 27, Charge 28, Charge 29, Charge 32, 


Zep Per Cent. Per Cent. Per Cent. Per Cent. Per Cent. 
Cu Cu Cu Cu Cu 
RIGS tOO us tODer cree ne aoa 0.24 0.31 0.23 0.46 0.24 
Second tootspaceseter oe Soe KORA 0.38 0.44 0.75 0.44 
MERIrG OO te. 00,8 yoke casas tees 0.33 0.40 0.27 1.10 0.34 
MOUrtitOOts.wt. actors ete 0.34 0.33 0.78 0.83 0.35 
REL OOLM SSR RT eR ee Ne Se Sissy ce age eta Sate OR3 eat 
PESUHCOOT OR Ee ait Pl rh ere eo Pl Ree OMAS ema ts, 
SevenchelOOusene MEInae ees a TSSGENON | agar sietlyer Pile Bate hood OPAC eas 8 
Bap ta hOO aa ete Re Behe del cin | a eve 1S en ee (Oats Pr ei eS 
NaaithelOO tier enn ire thc ISA as Noaicns eT hand OATS ese 
AVCTAGO scisbis ace errs e tea 0.28 0.35 0.43 0.60 0.35 
(Generals. s cree h etet om 0.24 0.28 0.37 0.44 0.35 


One-tenth portion of charge 0.26 ...... LD i ae cle rea 
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The soluble copper in all of the tailings from these two lots of ore 
shows its weathered condition by the almost total absence of copper as 
cuprite or sulphide. 

The difficulty in extracting this copper led to a more detailed analysis 
of the tailings to determine whether the copper was retained by the 
coarse material alone, or whether the colloidal slime also had a tendency 
to absorb and retain copper even after it had gone into solution. 

These results are interesting since they show that the colloidal slime 
absorbs, or retains mechanically, as much copper as is held by the coarse 
material. As anticipated, there is also an increase in the percentage of 
alumina in the fine material. 


Screen and Chemical Analyses of Charge 25, Lot 3, Test 2 
Size of Material, Per Cent. Per Cent. Per Cent. Per Cent. Per Cent. Per Cent. 


Mesh of Weight of Value of Copper Sol. Copper of Silica of Alumina 
+4 9.3 15.2 0.47 0.39 68.0 12.6 
+8 32.5 30.6 0.27 0.20 69.6 12 
+16 23.2 19.5 0.24 0.18 68.5 13.9 
+30 14.0 10.8 0.22 0.17 66.0 14.0 
+60 4.7 4.3 0.26 0.19 66.9 13.5 
+100 7.0 6.6 0.27 0.21 66.3 13.1 
+100 9.3 13.0 0.40 0.37 63.3 16.4 
100.0 100.0 0.28 0.22 67.7 12.6 
Screen and Chemical Analyses of Charges 29 and 30, Lot 4, Test 3 
ae Charge 29 — Charge 30——— 
Size of Material, Per Cent. Per Cent. Per Cent. Per Cent. Per Cent. Per Cent. 
Mesh Weight Cu Sol. Cu Weight Cu Sol. Cu 
+4 11.8 0.65 0.65 7.5 0.62 0.61 
+8 25.9 0.54 0.53 24.6 0.47 0.46 
+16 16.0 0.51 0.50 TORE 0.55 0.55 
+30 16.8 0.54 0.54 17.0 0.58 0.58 
+60 7.0 0.59 0.58 9.4 0.65 0.64 
+100 8.0 0.59 0.59 Loc 0.70 0.70 
—100 14.5 0.57 0.57 Lis 0.77 Og, 
Average........ 100.0 0.56 0.55 100.0 0.60 0.59 
Genera] samples ..... wees Oe fugte 0.42 


This retention of the copper by the slime was also noticeable in 
washing the ore. Although the charges in Lot 4, Test 3, were washed 
a much longer time and with 50 per cent. more water than those inthe 
previous tests, the analyses of the wash waters showed a very slow removal 
of the copper. Where the percolation was slow and the tailings high, 
even the sixth volume of wash water contained a high percentage of 
copper, while the acid was removed as readily as in previous tests. This 


confirms the well-known properties of colloidal or argillaceous material for | 


retaining mineral salts. 


ee ae 


ee 
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The rate of percolation in Test 3, Lot 4, dropped to one-eighth of the 
rate in Test 1. 

The acid consumption in these two tests was substantially the same as 
in Test 1. The average strength of the acid used in Test 3 was 7 per cent. 
as compared with 9.25 per cent. and 9.5 per cent. in the preceding tests. 
In this test partly neutralized lixiviants were used on new ore in every 
charge, which could not always be done in the other tests. This had a 
tendency to lessen the consumption of acid, and neutral or nearly neutral 
solutions could be sent to the precipitating tanks. As stated before, if 
the acid contents of these lixiviants are too low and they become com- 
pletely neutralized, part of the copper is reprecipitated in the ore. It 
would therefore be advisable to send the lixivium to the precipitating 
tanks slightly acid. Lixiviums containing relatively high percentages of 
ferric sulphate, and perhaps aluminum sulphate in the form of alum, 
show an acid reaction that corresponds to 0.2 per cent. to 0.5 per cent. 
of sulphuric acid. 

Test 4.—This was made on Car Lot 5. 


Diyvawerehte pOumds ss ctocsatratr el. sees ntheaie a 96,924 
iRer-centmcoppetenmnimcieteens OF oe eae oes 1.20 


This ore was hard and contained more sulphides and cuprite than the 
previous lots except Lot 1. 


Chemical Analysis 


Per Cent. Per Cent. 

SiO eee ea te a lacsete eo 5 5 65.50 (up Cota lee teeta sf eceen tes ies 1.20 
iB So Gere oe eee eres 3.90 Cu, sol. in 10 per cent. H»SO4. 1.04 
MAO baie Grane 8 Oi cea cate 14.60 COR er eee ees eee ee 0.59 
CaOxzsol in acid...22.5 +... 0.80 Ounce 
IVES Ogee beth cinta ait ects. Ths lS ATI SES eae tee RN aie a Cah fe 0.01 
SeUO Ua sea crchens av satucts eel <2 ee 0.44 Ui Nagar Bet RED COIS Gh OLIN eee 0.17 
S as sulphate.............. trace 


The ore treated was screened through }-in. or 2-mesh screen. Only 
27.5 per cent. was finer than 16 mesh as compared with 40 per cent. in the 
preceding tests. 


Screen Analysis 


Mesh Per Cent. Weight Per Cent. Copper 
ote ae Pe Arc acs tee 26.2 1.04 
PA cae Asse aol oh aso NRO Oe 30.3 Tak 
Soll O paebac nese ete ce hee a abe asa, oan 16.0 1.28 
Tee eee a toe-aie ae cine Ban a Seem meee 11.3 1.40 
SE GOI Noe ie aa hae Regret ys 5.5 27.5 1.07 
EE NOO sean tercs cucu cases ieioensdangi es 5 ses 5.0 1.92 
Sa OOe sect Maca tS oh ate oo pcete se God 1.94 
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The results from leaching this material are shown in the following ‘ 
table. ; 
The oversize from Lots 3, 4 and 5, amounting to 4 per cent. of the : 
total ore treated and ranging from 4 to 1 in. in size, was recrushed to 
pass a 2-mesh screen and leached separately. This oversize was sub- i 
stantially the same in character as the finer material but had passed : 
through the rolls uncrushed due to the irregular hand feeding. 
A screen analysis of the recrushed oversize gave the following : 
results: 
Mesh Per Cent. 
ea as rerdale ept Oe heh nr aes He ao Seah TPR PIA ele caters 32.0 
SCARS EOs SIE ores ae aI aieaeee evan combi ih ma 26.3 
LG Fae AG dhe ciel a. abil ahs s3athge & Chealener ae amiohe dee eric akedeteraes 14.7 
mag i Ree 4 CESS ten Pe TE ATS oe aT, 27.0 
The leaching tests on this product are also shown in the follow- q 
ing table: 
Recrushed 
Oversize 
Test 4) Testé 2, 2 
and 4 
Roundsioreileagched 4...) ae tk eeren ee Rate tig 77,636 10,300 
Pericen ht COPpPel aris te sein gs ne Ravel senate 1.29 1.49 
Aven ge NOUTs Acld leaching’. 1..c.:s,ee cence one Tamera ee 77 90 
Averngonhours.washingicis./<, reiirdteea ue sain tocar = 10 10 
Final tailings, per cent. total copper................... 0.32 0.24 
Final tailings, per cent. soluble copper................. 0.16 0.16 : 
Pounds copper extracted per ton of ore................ 19.3 25.2 
Percentage of copper extracted. . - : wm 75.0 83.8 
Total percentage of material extracted Noni Ney Ooty 3.0 3.0 
Actual percentage of copper extracted................. 75.8 84.4 
Percentage of available copper extracted............... 82.9 91.2 
Gallons lixiviant used per ton of ore................00- 120 145 
Average per cent. acid in lixiviant..................... 9.3 10.8 
Pounds acid consumed per pound of copper dissolved... . 4.3 3.8 
Gallons wash water used per ton of ore.............00 666 712 
Rate of percolation in inches per hour, measured in 
inches of solution above ore in vat.............000005 161 75 
Per cent. of copper accounted for in solution, of the total 
amount extracted from the ore by difference between 
heads and tails. (Combined solutions from Tests 2, 
Fig OME EL Sate «Pei aie's Ain, siniy’ + cMaeeetn aah: | Se aa eee OO. 8 PP Sais Chea 
Average value of nearly neutralized lixivium sent to 
Precipitating vats...4 0 sect ee pee Cee 
Capper, per’ cent. i... Fics RS al a 2.005" (Ee ee 
Tron, perycent r,s; . 00, Ges aac ahh MRT 0: 56 Vise gover es a 
ALUIIMING SHOT CGD tis s*\crjant tesanihecer ert okie Anema 0.66 


The lower extraction in this test is due to the lower grade of the 
I have invariably 


ore and the high percentage of sulphides in the ore. 
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found in experimenting with low-grade ores that the value of the tailing is 
a very constant factor, whether the value of the ore be $5 or $10 per ton. 

In the analyses of the tailings in Tests 2 and 3 we found that prac- 
tically all of the copper was soluble copper and that the extremely fine 
material carried more copper than some of the coarser sizes. 

In this test several charges of the leached ore were washed with as 
much as 1,500 gal. of water per ton, or until the final wash water showed 
no copper or acid, which accounts for the high average volume of wash 
water in the results given above. This extra and complete washing had 
absolutely no effect on the soluble copper in the tailings, which remained 
as high as in charges washed with one-tenth of the water. 

The following screen analyses on the tailings from two of these chargés 
show that even the finest material retains copper soluble in sulphuric 
acid that will not wash out. Charge 41 came from £ vat, 9 ft. in depth, 
and Charge 43 came from A vat, 4 ft. in depth. 


—, 


ems ON TY GK ENE ne —— Charge 43—— 


Per Cent. Per Cent. Per Cent. Per Cent. Per Cent. Per Cent. 
Size of Material Weight Total Cu Sol. Cu Weight Total Cu Sol. Cu 


Mesh 
SEG Ie at geist 27.8 0. 30 - 0.23 23.5 0.32 0.24 
Se Soe eaes che useage 30.9 0.27 0.20 34.7 0.17 0.11 
Sou I vcchanet ile megs 16.6 - 0.32 0.21 16.5 0.12 0.08 
SE GTh eae Aare 10.8 0.34 0.25 9.5 0.18 0.13 
SGU ath Sy 4.6 0.49 0.30 5.2 0.34 0.19 
BIL OO Se tree ivm cee 3.6 0.50 0.33 4.3 0.38 0.19 
SO See ete 5.7 0.55 0.36 6.3 0.55 0.32 
MOtae rr. shes: 100.0 0.33 0.23 100.0 0.24 0.16 
Original tailings ..... .380 (O)avie 9 ee pera 0.24 0.15 


This fact points to the importance of studying carefully the gangue 
of an ore, even if it may not be acid consuming. The ability of argil- 
laceous and some colloidal material to absorb and retain mineral salts 
is well known and these experiments have shown it to be quite a factor in 
leaching raw oxidized porphyry ores with sulphuric acid. 

An effort was made to determine the rate of extraction of copper 
from the ore by the several lixiviants. To do this the ore and lixiviant 
were sampled every 2 hr. The ore samples were taken from the top of 
the charge and the results obtained from them were not entirely 
satisfactory, but were the best obtainable. 

The first charge tested in this way was Charge 20, Test 2. Two 
strong lixiviants were used on this charge—the first containing 14.2 
per cent. acid and the second, 12.7 per cent. acid. The results are 
shown in the following table and are graphically presented in Fig. 2. 


Le TO Ag 
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Percentage of Copper and Acid 


3 7 il 3 7 11 3 7 ll 3 7 ll 3 
P.M. P.M. P.M, AM. A.M. A.M: PM... PM, P.M. ALM ALM. A. Mie P.M. 
Hours of Leaching 


Fie. 2.—RELATIVE VARIATIONS IN CoppER AND Acip Conrrents or LixIviuM AND 
Orn, CHarce 20, Var D. 


: 


a 


LEACHING EXPERIMENTS ON THE AJO ORES 635 


Leaching Experiments on Charge 20, Vat D. Relative Variations in 
Copper and Acid Contents of Lixivium and Ore 


Ore Solution 
Sample Time Per Cent. Cu, H.S8O,, 

Teck Tixiviant Cu Per Cent. Per Cent. 
SRDS 3 a Se ae eee 1.47 0.7 14.2 
Hi [SLATER erg Ree ae ae 0.47 2.0 (LR 
eNO e AA. & inal eS elts eae 0.55 2.8 5.4 
RUapy Ue teens ar aos OS 0.55 3.0 4.0 
1, SO TA SEN shed el a 0.38 3.2 3.0 
ereUaL hic Sece Foo Cilach fore i eaekeeeg ehetens 0.28 3.5 2.5 
SURGE LIN rere rt yea Sc aly, Sor ie aif 0.35 3.6 2.2 
Gea speed ta ee ee hid 0.35 Bah 1.8 
METAS eae pe ors Se Pave anes yt Pip. 0.35 3h Of 1.6 
U1 LED aoe gee Ae aR eRe CE 0.41 fave Of 1.4 
aR yates sete ot: we ate to 0.30 4.0 2 
Ber aeons ek ett ce ta 0.59 4.3 1e1 
Second Lixiviant 

SED liashtctea een see geese. 0.31 0.4 1287 
SR EPATING Sine teticrehe fos) Vag loe? <i 0.31 Moye Sak 
- Sar ey are eR ere 0.32 a 6.8 
ES Pe a ne ee 0.32 2.5 6.2 
“CAS ee eet a eae 0.28 2.7 5.7 
| Ra eee ar eae Cee ee eee 0.32 2.9 4.8 
POA ATIL Behe ee aa me ys laa ee sites 0.28 2.8 4.7 
Li) GMetW is as ONE Head tec See ee pene 0.27 il 4.6 
Tf SCI SS Ree An 0.25 Sth 4.5 
ORO RU Peas BAN Pe rtrd eaey sites Sites 0.35 By il 4.2 
MSBe ATMS Reece. 158 0o. uate sues rotena oe 0.29 3.2 4.0 
EUSTON TU RO aaa acess Sh ets ie) else 6s 0.29 ral 3.8 
eS ETI RaREeS eecS els. 5)aliny 4-2. > 0.34 3.0 3.0 


The next test was made on Charge 38, Test 4. This is more com- 
plete and shows the relative variations in the copper and acid contents 
of lixiviants and ore and also the quantities of iron and alumina passing 
into solution. 

The first lixiviant used here was a partly neutralized one from a 
previous charge. This was followed by two new lixiviants, each contain- 
ing 10 per cent. acid. 


Lixiviums 


2 Fe Fe Fe 
Per Cent. H,SO, Cu, Per Al2O3 ; 
Time of Sample : (Total) (Ferric) (Ferrous) 
3 ait P Cu in Ore Per Cent. Cent. Per Cent. Par Ch Per Ci Per Ct. 
First Lixiviant 


Wiper, Ac ee La NG TATOO) Layig 1's AO tatanher emer ileatiacs ae ere 
Eis een NRK Ws 0.99. 1.99 2.06 0.66 0.88 0.50 0.33 
LG EES ot SLM Oz 139 2.27 0, 70s 0,80 0-4-0259 
Fee ae ees Se se 0.8t “2:40 - “0.74. 7 0:82= -0744-_.-0.38 


OUD Meramec ake sets 1.10 0.34 2.52 0.74 0.80 0.40 0.40 
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—Lixiviums—_ + +3 st 


Per Cent. H:SO, Cu, Per Al.0; Fe Fe Fe 


dh Ferric (F 
Cu in Ore Per Cent. Cent. Per Cent. ah aie beled 


Time of Sample 


Second Lixiviant  ...... 10.31 0.90 0.57 0.62 0.49 0.13 
here 8 Ra eR ea 0.56 6.52 1.68 0.57 0.63 0.30 0.33 
ae Ti eee Oe em ee 0.61 .74 2.18 0.61 0.72 0.38 0.34 
SPL EVEEL hoe aches mere 0.53 onoL 2.40 0.65 Ont 0.35 0.36 
By AeT. Sens epee 0.64 3.02 2.48 0.67 0.72 0-36 0.39 
OTD eo ee een 0.36 2.58 2.52 0.61 0.86 0.45 0.41 
LOC ae mic Weert Be sient 0.35 213 2.54 0.77 0.85 0.43 0.42 
IT amie 2 eer ie eee 0.38 1.78 Pe Mill 0.79 0.81 0.42 0.39 
GS afin abe men cee oats 0.36 1.48 2.69 0.87 0.76 0.34 0.42 
OUD AVR eye Se res 0.28 1.32 ey kes 0.77 0.87 0.43 0.44 
EG of 00 ates eet Sed ak te reer 0.26 1.01 2.90 0.87 0.89 0.38 0.51 
PSS oP saeco Gis ee eh Oe 0.28 0.82 2.99 0.89 0.88 0.38 0.50 
OFT weaned. see 0.29 0.72 3.00 0.94 0.89 0.40 0.49 
Chita Laxivianty owt ccte LO 00; sc OS 40 eer 0.42 0.16 0.26 
gto se Pe bene hale 0.32 6.35 1.38 0.58 0.60 0.28 0.32 
Ieee en A Oe, eee 0.47 4.70 1.84 0.62 0.67 0.31 0.36 
SS AEN EE Ay oe 0.29 3.88 2.02 0.67 0.70 0.29 0.41 
DY DBT la oe Bay eine 0.38 3.44 2.03 0.76 0.74 0.33 0.41 
UG ip Oe Lb aie ie SNe ceaey Ber ce 3.06 2.32 0.77 0.83 0.42 .= 0-41 
OFFS TN ee ene 0.28 2.68 2.40 0.87 0.87 0.46 0.41 
Ars: Tie tite 2oten ce 0331 2.30 2.47 0.89 0.88 0.47 0.41 
DAD TU Meeays sn ae 0.24 2.00 2.54 0.93 0.96 0.53 0.438 
SOMO es mae eee ee 0.29 1.80 2.54 0.96 0.98 0.43 0.55 
ia] 6d Ryne SEMPRE eee de 0.35 1.64 2.54 0.99 1.00 0.49 0.51 
EDI Re era ie 0.32 1.48 2.54 1.03 1.04 0.51 0.53 
OUD TOF: Wntate a tes 0.33 1.44 2.54 0.98 1.09 0.55 0.54 


The percentage of copper dissolved from the ore by the several lix- 
iviants in this experiment, as accounted for by the copper in solution, 
was as follows: 


Hours Pounds Copper Per Ct. of the 
on Ore Taken into Solution Total Copper 


Extracted 
Dig 1 ube a teh ie yy ee ae ee ee 8 31 23.7 
HeconGulisiviants: ve. f45.acke 200% 24 34 ; 25.9 
AT Ge RIVA Gait vcovehes. w cine: 24 61 38.9 
WSS WANEI Chow aicohie s cn fiat, Pf 15 LLG 


LGTAIS IEEE Pet). Aine «inane 63 oil 100.0 


The lixiviants slowly dissolved iron and alumina from the ore, reach- 
ing a maximum of about 1 per cent. of each constituent. About one-half 
of the iron was in the ferric condition, which is of value in dissolving 
copper, as has already been explained. 
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These results are graphically shown by Fig. 3. 

In the foregoing tests the acid consumption was nearly 3.5 lb. instead 
of under 3 lb. as obtained in the laboratory experiments. While this was 
undoubtedly dueto the more decomposed ore used in the larger experi- 
ments, yet it might be possible to secure a selective action of the acid for 
the copper by using weaker lixiviants and leaching the ore a longer time. 
If this is true, less iron and alumina would pass into solution and less 
acid would be consumed. 

The reject from the charge samples of Tests 1, 2, 3, and 4 amounted 


10.3% H,SO,4 : at 
10 10% H, SO, 
an L 
op 2 
@ = 
rod it 
o 8 a5 
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= i [ ig 
@ 
g i A 
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fe) 4 A 
oO ’ eo 
2 a 
my 
ae! 
: ] [ 
8 
or ointion 3.0% ue 
=i and” ieee me ‘Solution 
a rs ord Be Rm 
524 Gar | _ in| Meee | | 2.54% 
rae eens 
‘ | ahs Mae 1.44% 
Pr 
é 0.14 + ie 
F } sata 
ea aS fees RE EES La oom | ger jee Saas 


9 1 5 9 1 5 9 1 5 9 
2 PM PM. ACM. A.M. AIM. P.M. P.M. PIM, AM. “AM. AM. P.M. P.M. PAM, 
‘ Hours of Leaching 


Fig. 3.—RELATIVE VARIATIONS IN CoppER AND Acip ContTENTS oF LIXIVIUM AND 
Orn, CHARGE 38, Var D. 


to 30,345 lb. In order to test the advisability of leaching the ore with 
weaker acid and taking more time for the operation, this reject was 
treated in the experimental plant with an average of 5.25 per cent. acid 
lixiviant. The first lixiviant used on each charge was the partly neutral- — 
ized lixiviant from a previous charge that had been treated with a 10 
per cent. acid, and already contained 1.16 per cent. copper. Each charge 
was also saturated with water before putting on the lixiviant, to determine 
if this would effect any saving in acid. 
The results were: 
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Charges Tailings Extraction Per 
RS a 2 ‘a q Acid 3'o 
: | Beis ed a OG 
Vat rQ Y A aa o oO DA 
“| ALO Sail ad | SNS) Pld as ets es tee) a 

eS ac} 
£ | 8] g\O 8] eB hO 10) Migs arg eee ene 
3 | sl sldelee| |e a8] s Sslh sl 8 | Slee 
EF | O/S/SSISBE| (S564) & (Ga ida| 5 |d/S8 
* ats er pees ak 7 

A Pe isis sc 6,020|1.42| 85} 0.72) 0.60) 43 | 42/14.0 |49.5, 96 bette 's tr.| 3.0 
Bape Be: 7,825|1.40|109| 0.32) 0.23) 25 | 84/21.5 |77.0) 120 |24 hr./5.20/ tr.| 2.0 
De eS ses 16,500 ees 0.40 0.36 66 (234 28.4 |77.2 144 24 hr. 5.10 tr. 2.0 
bu a lees HESS. 
Total 30,345 1.60 484 0.44) 0.37/134 |350/23.0 |72.3) 120 |.....| 21 


The relative percentages of copper, iron, and alumina dissolved by 
the several lixiviants on each charge are shown below. Owing to the in- 
complete extraction and shorter time of leaching on Vat A, those results 
are not comparable and are omitted.: 


Vat B 
Pasi Cactienad Relative Percentages Dis- 
Hours on solved 
Extracted by Ons 4 en | 
Going On|GoingOff} Cu Fe | AlOs 
Hirst lixiviantscaces. «sel: 24 5.60 trace 1.0 0.0 0.0 
Second lixiviant......... 24 5.40 trace 20.3 31.9 17.6 
hirdelixiviant.n seas). 24 5.40 trace Pea 21.3 18.9 
Fourth Jixiviant......... 24 4.79 trace 28.3 > es 29.7 
Hifth lixiviant.......... 24 4.79 trace 27.3 25.5 33.8 
Vat D> 
Pie ea Aaa Relative Percentages Dis- 
Hours on solved 
Extracted by Ore rE = 

Going On|Going Off; Cu Fe Al,O3 
First lixiviant........... 24 5.60 trace 1.0 0.0 0.0 
Second lixiviant......... 24. 5.40 trace 16.4 18.2 8.8 
Phirdsixiviante. tec cis 24 5.40 trace 19.0 10.2 1575 
Fourth lixiviant......... 24 4.79 trace 21.9 21.6 26.3 
Pifth lixtviant. 16s. sens: 24 4.79 trace’ | 20.9 21.6 25.5 
BixthwJixividit sete 24 4.79 trace 20.2 28.4 23.9 
5.10 100.0 100.0 100.0 
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The ore being saturated with water in each of these charges, each lix- 
iviant put on represented one volume of solution, or enough to fill the inter- 
stices and cover the charge. The results in each case show that the first 
lixiviant, containing 5.60 per cent. acid, was but little more than enough 
to destroy the alkalinity of the ore and very little of the copper was dis- 
solved. In fact, the first lixiviant coming from Vat A contained less 
copper than it did going on, showing that the acid was not sufficient 
to destroy the alkalinity of the ore and some of the copper was repre- 
cipitated in the ore. This confirms the results already obtained in the 
experimental plant, where there was usually very little increase and some- 
times a considerable decrease in the copper contents of the first lixiviant 
if the free acid and ferric sulphate in solution were not sufficient to destroy 
the alkalinity of the ore. Therefore it is a waste of time and expense to 
use lixiviants too weak to accomplish this purpose and to bring about a 
maximum solution of copper with the first lixiviant. 

On the other hand, where a 10 per cent. or stronger acid was used, 
75 or 90 per cent. of the total copper dissolved can be extracted by the 
first lixiviant in 36 to 48 hr. 

Each succeeding lixiviant dissolved about the same amount of copper 
and a corresponding amount of iron and alumina. As in the laboratory 
tests, iron dissolved relatively as rapidly as the copper while the alumina 
dissolved in increasing proportions with each succeeding lixiviant. 

The final lixiviants on each charge were made from new acid. 

That the extraction was not completed, even at the end of the sixth 
day on Vat D,is shown by the complete neutralization of the acid in the 
final lixiviums and no decrease in their copper contents. Had the leach- 
ing been continued to the complete extraction of the copper, the increasing 
percentage of alumina, together with the iron passing into solution, 
would no doubt have increased the acid consumption to approximately 
that already obtained in the experimental plant. 

It was found inadvisable to saturate the ore with water before apply- 
ing the first lixiviant. This water must, of course, be replaced by the acid 
before the copper can be dissolved and the interchange takes place but 
slowly through the pores of the ore. 

The acid lixiviants should be applied to the dry ore. 


Summary of Operations 


Analysis of a composite sample of the five lots of ore treated gave the 
following results. 

The average grade of this entire quantity of ore was much lower 
than anticipated and lower than that used for the laboratory experiments. 

All of the ore treated passed through a 2-mesh screen except the 
oversize from Test 1, which amounted to 9,818 lb. This oversize 
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ranged between 0.5 and 1 in. in size and was treated by itself as a special 
experiment to conform more closely to the practice of the Arizona Copper 


Co. at Clifton. 


Calculated Com- Calculated Com- 
from Five posite from Five __ posite 
Samples, Sample, Samples, Sample, 
Per Cent. Per Cent. Per Cent. Per Cent. 
SOK casa ete ae 64.27 63529 Cu, totalena. st ee 1.44 1.45 
BOs cn hee ae 4.18 4.20 Cu sol. in 10 per cent. 
ALOIS ASAE cee 14.73, 1493080 Geet ee 1.31 1.32 
CaO sol. in acid.... 0.63 0.90 CO a sae eesh eee a 1.30 1.26 
MgOe Ae moto Bid tens 0.80 Ounce Ounce 
Win Oe ods sect ea terete eee ees OSTA AW. ae te mare 0.01 0.01 
S, total sere iaecitoa. 0.32 On 2 ee A Siraareng see theee ok gee 0.18 0.18 
S as sulphate...... 0.05 0.10 


The first charge was leached only 20 hr. and gave an extraction 
of 51.7 per cent. The second charge was leached 39 hr. and gave an ex- 
traction of 71 per cent., making an average leaching time of about 30 hr. 
and yielding an average extraction of 61.3 per cent. If the time of leach- 
ing had been prolonged to 70 hr., corresponding to that of the 2-mesh 
material, the extraction of the whale lot would undoubtedly have been as 
good as that of the 2-mesh material alone, for by combining the results, 
we have: 


x } Extraction 
Size of Material, Per Cent. Lb. Cu per | Per 
‘Weight Ton ’ Cent. 
LTO Uh 5.15 ooh Pen CeeRMANASEN cys eee oh ; 7.25 21.6 61.3 
ROSA TOMUN OES pail Sritek Gils vue oats 92.75 24.4 80.0 
OUR eee ace tetas thas on, mo teiet bree en 100.00 24.2 78.4 


Therefore in all probability the ore can be leached successfully if 
not crushed finer than will pass a 0.75-in. screen, which will avoid much 
of the fine material and slime. 

The ore in Test 3, on the other hand, nearly all hat a 4-mesh 
screen. ‘The fine material produced in crushing to this size very seriously 
interfered with the percolation of the lixiviants, and washing the ore; 
consequently it caused loss of time and gave low extractions. 

Had the entire quantity of ore treated been thoroughly mixed and 
crushed to a uniform size, the results would have been better than the 
average of the results obtained by treating each lot separately, so the 
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average results given below are probably not the best obtainable and 
are certainly on the safe side. 


Screen Analysis 


Mesh Per Cent. 
“tip CL 3a seer as etn ace a le a 19 
SIrGb6 take oiaoiGn a cca aick Lone, Cte eee 25 
SONG 5 & call Reta Gaga che oe Oo pee te een 18 
=O. eh os SBE tn tee bee he eee 38 
100 
Biot MmOLGMLE eR LCG) OURUS Seah eA cree shegeiatie cacls «Sorat na cc voles 384,784 
UO TS EE i eg i i ae Pee a 1.43 
BE MEOIs er A OG, POUNAE a). nage ye hoes hoe hone coe levee ety 5,526 
Available copper in ore (soluble in H2SO, and lixiviant), pounds...... 5,097 
MINLeLOlglen Chin orb OUns trae aco air amare ici cleiei wee clone eS ocd obs ce 80 
SSM CTO me ASIN Oa OUTS ee seaa ee aioe Vectael sate tcor cwftasic ci ode he viedo. 10 
Gopperdm tailing, per CeNtie. sa ac oe ens e «tere Pe ane 0.32 
BO eAeCOTPeUMTGbATLUNG DOWNS, «ucianys nm -fy Sot ae aes «fies oie ds coe 1,228 
Satumencopperinetauling periceNtie... fs. kos oa etm Gals dens eee cites Ont 
Mote soluble-copper.in tailing, pounds... <5... 0 «sc... bese ccecees 799 
Copper in tailing insoluble in H:SO,, pounds........................ 429 
Motalycopper extracted from-ore,; pounds’... 525.6). ee os ete n eee 4,298 
Total copper extracted from ore, per cent.............. 0.00.00 eee 77.8 
Copper accounted for in solution including that from oversize in Test 1, 4,269 

ROUSE S er eters emer e mele ce eatiate atc e sow ye aa teres sel ale mk EOP 4s 
Copper accounted for in solution including that from oversize in Test 1, 

CURCET Ue a pact fee PIN ae ete of Ne Seas ha A GU Str caches Sealer ets 6 97 
Total copper extcacted from ore based on weight of tailing at 97 per cent. 

RUMOLE MDOMILES tars Acie. olen (ha sate Sepa tay ss Wie a Pgh ait oe afi alae 5. of 4,336 
Total copper extracted from ore based on above weight of tailing, per cent. 78.5 
Soluble or available copper extracted from the ore, per cent.......... 84.3 
Soluble or available copper extracted from the ore based on above weight 

het rilinp BDCHACEIt ee HAS. chassis Gort Liga skiabasbatlnnns ¢26 84.7 
Copper excracted persion) OfOTe;, POUNAS at i. ajsarsp tase aed tne ee actavos © PD BX 
Copper extracted per ton of ore based on above weight of tailing, pounds 22.50 . 
Average strength of acid used, percent... be ete te ee hoe ee eee 8.9 
Acid used (100 per cent. H.SOu.) per pound of copper dissolved, based on 

the difference in free acid in the lixiviants going on and guing off each 

charge, as found by analyses, pounds............. cee sdeee sive. 3.6 
Acid used (100 per cent. H.SO.) per ton of ore on above basis, pounds. 80 
Acid used (100 per cent. H,SO.) per pound of copper dissolved, based 

on the total combined acid found by analyses in all the solutions sent 

to precipitating tanks, wash waters, and lixiviants returned to storage, 

FROM ee ete Peer Hate t cally nee elas See ole UN ew seis 3.15 
Acid used (100 per cent. H,SO,) per ton of ore on above basis, pounds. 67 
Tavivinnts used sper ton, of ore, gallons....%....0 6 wes von ac emo abeew nes 128 
Wash water used per ton of ore, gallons......... .6e sss ee ee vee eaaee 268 
Solution required to cover 1 ton of ore after saturation, equals one . 

WolamepeallOU Gras ee see ae cess thee eo se walla aswinnvess> 34 
Rate of percolation through ore, inches per hour..................+. 78 
Rate of percolation per square foot of filter area, gallons per hour..... 10 
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Summary of Construction 


Of the two methods recommended for waterproofing concrete viz., 
by the use of ‘“‘Toxement” and by the use of crude oil, the concrete 
mixed with crude oil appeared to be less attacked by the acid solutions 
at the end of two months’ service than that mixed with ‘‘Toxement,”’ al- 
though the difference was scarcely noticeable. 

Both methods require a much longer time for the concrete to set than 
when neither is used. 

So far as could be observed, the acid-resisting qualities of concrete 
and plaster prepared with either ‘‘Toxement” or oil were not any better 


than those of ordinary concrete and cement plaster made with siliceous — 


sand and gravel. 

Acid-resisting paint known as “R. I. W. No. 89” prepared especially 
for this work was of no value whatever in protecting the concrete vats 
from the 10 per cent. sulphuric solutions, the weaker lixiviants in the 
leaching vats, or the neutralized copper sulphate solutions in the precipi- 
tating tanks. 

Asphalt applied hot or as a paint was likewise useless as a protective 
covering for the cement plaster under any of the above conditions. One 
difficulty in retaining this on the walls of the vats was the high temperature 
of the water used for washing the ore, which averaged 100° F. or more. 

The use of such warm wash water may be criticised and would have 
been changed under ordinary conditions, but there was a possibility of 
the water supply coming from hot springs or wells, if developed near 
the mine, so it was thought best to put the asphalt coverings to the 
severest test. Besides, a glance at the atmospheric temperatures dur- 
ing the summer months, as given in the beginning of this article, is 


sufficient to show that even this part of the experimental work required . 


some care in manipulation. Asphalt that would soften and run from 
joints between bricks or from walls under the heat of the sun, might be 
brittle enough to crack at night and allow the acid solutions to get at the 
cement behind it. 

With the exception of Vat A, all the leaching vats, acid and pre- 
cipitating tanks may be considered as operated for the entire two months 
on the cement plaster alone, for at no time did the protective covering 
last more than 24 to 48 hr. on the leaching vats, and on the acid and pre- 
cipitating tanks the paint would come off in patches after a few hours’ 
or a few days’ exposure to the solutions. At the end of two months 
the “Toxement”’ plaster, $ in. thick, was disintegrated to the concrete 
in places on Vat B and the oil-mixed plaster of the same thickness was 
disintegrated nearly to the concrete on Vat C. In the acid storage tanks 
both the “Toxement” and oil-mixed plaster were dissolved in patches 
by the 10 per cent. acid solutions and the solutions leaked through the 
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8-in. concrete walls, These holes were patched with ordinary cement 
and sand plaster and also with straight cement, both of which held the 
solutions successfully for several weeks. 

One of the storage tanks was replastered with cement and sand and 
thoroughly coated with paraffin, which was forced into the plaster 
with a hot iron. When filled with dilute acid lixiviant, the paraffin 
came off immediately and was of no value whatever as a protective 
covering. 

A plaster, recommended by the Standard Oil Co., was also tried on 
the acid storage tanks. It was composed, by omit of 10 per cent. 
litharge, 20 per cent. short fiber asbestos, and 70 per cent. sand. These 
were mixed into a mortar with 40° silicate of soda and applied in the usual 
manner. 

This plaster immediately disintegrated on filling the tank with wa- 
ter. The tank was then replastered with the same materials and filled 
with dilute acid. So long as the plaster remained covered with acid, it 
was a satisfactory protection, but on exposure to air it began to dis- 
integrate. 

Some of the leaching vats were plastered with ordinary cement and 
sand mortar and painted with several coats of crude petroleum. Each 
application of oil was allowed to soak into the cement and become per- 
fectly dry before another coat was applied. This was done at the close 
of my experiments and I had no opportunity to test its merits. 

The brick lining in Vat A proved to be very satisfactory. With 
the exception of where the asphalt was melted from the joints by the 
hot wash water, no deterioration could be noticed. This was due to 
the irregular size and shape of the common brick used for the lining 
and could be avoided by using pressed brick of uniform size which would 
permit of thin joints. In a large vat the brick would also be laid flat 
instead of on edge. 

The sand and asphalt bottoms were entirely satisfactory when they 
were pressed solid with a heavy hot iron muller like that used in street 
paving. If this was not done, they were porous and spongy, and no 
protection against the solutions. 

As now developed by the limited operation of the experimental 
plant, ordinary or oil-mixed concrete will be entirely satisfactory for 
leaching vats, wash-water and neutralized copper sulphate solution 
tanks. These can be made tight and acid resisting by lining with 
pressed brick of uniform size, laid in asphalt and backed with hot as- 
phalt poured between the brick and concrete. Vitrified brick would 
be less porous and preferable if they can be obtained straight and uni- 
form in size, The vats should be plastered inside with cement and sand 
mortar before putting in the brick lining. 

The cement we used in construction came from the regular run of 
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the mill at El Paso and contained more or less free lime. It is my 
belief that with cement and other materials containing no free lime, a 
concrete vat can be built and lined with brick, laid with thin joints 
of cement and sand mortar, that will be entirely satisfactory for acid 
leaching. After the brick soak full of mineral salts, there is very little 
if any transfusion of the corrosive solutions to the concrete back of the 
lining and they form a protective coating for both ore and solutions. 

Oil-mixed cement plaster will last two or three months without 
patching or renewal. A brick lining laid in oil-mixed cement mortar 
would probably last longer than plaster, but the asphalt and brick lining 
is recommended if it can be held in place. 

The cracks that form after construction are the most serious, if 
not a fatal defect in concrete for leaching vats. These are often so 
small that they are scarcely noticeable and yet are sufficient to start 
a leak that is almost impossible to stop. even with asphalt itself. 

The shape of the vats is immaterial, although for economy of con- 
struction and operation a rectangular concrete vat is preferable.. The 
tailings can then be removed from the top, and the bottom of the vat 
made solid with no openings. 

The bottoms of the vats should be paved with sand and asphalt, 
thoroughly pressed down with hot iron mullers or otherwise to make a 
compact covering. On top of this should be a brick paving laid in 
asphalt. 

The storage or acid mixing tanks for the 5 to 10 per cent. acid solutions 
should be made of steel or wood and lined with lead. 

The hard-lead centrifugal pumps used for circulating the solutions 
showed no wear except the steel shafts. It was difficult to keep pack- 
ing tight enough around the shafts to prevent the leakage of solutions, 
and at the same time not crack the lead casing or stuffing gland. The 
shafts on all the pumps were worn out in two months and were replaced 
with bronze. The wear on the bronze shafts is undetermined. The re- 
pairs on the pumps will not be a serious matter since new casings, runners 
and shafts are easily made. 

Low-pressure air-lift pumps offer more advantages, on account of free- 
dom from moving parts in the corrosive solutions, and are recommended. 

The pure-rubber acid-proof hose used for the transfer of solutions 
showed no deterioration at the end of two months. While the initial 
cost is high, it is the only hose that will resist the corrosive solutions 
and it is indispensable for handling solutions from the pumps on top of the 
vats. 

Lead-lined iron pipe is recommended for the rigid pipe connections 
and wooden, lead-lined or concrete launders provide the simplest means 
for the transfer of solutions from one leaching vat to another. 

The tailings will have to be removed from the vats by machinery. No 
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portion of them will run out by gravity unless they contain a high per- 
centage of water. 

Since the tailings will be discharged containing small percentages of 
free acid and copper sulphate, the kind of metal used for disks, plows or 
buckets in the excavating machinery was given consideration, although 
it is improbable that the quantity of acid or copper sulphate in the 
tailings will be sufficient to prohibit the use of cast iron, steel, or perhaps 
a high-silicon iron which has high acid-resisting properties. 

Krupp bronze and “ Monel” metal were both submitted to the follow- 
ing tests. Pieces of each metal were allowed to stand in acid solutions and 
in acidified copper sulphate solutions of varying strengths—the bronze 
for two and one-half and the Monel metal for three months. 

The bronze precipitated the copper completely from all but the two 
strongestsolutions. The Monel metal precipitated no copper, but passed 
into solution to a greater extent than the bronze. The results were as 
follows: 


With Sulphuric Acid 


Strength of Acid Per Cent. Loss in Weight 

Per Cent. H,SO, Bronze - Monel Metal 
0.12 3.22 3.89 
0.25 ; 3.26 5.92 
0.50 Sie iv 8.86 
0.75 3.54 7.62 
1.00 3.64 po 


1.50 4.55 10.07 


With Acidified Copper Sulphate Solution 


Strength of Per Cent. Loss in Weight 


[ae Bronze ~ Monel Metal 
0.05 22 14.50 
0.10 1h 7 7.20 
0.20 0.76 4.73 
0.30 0.82 5.08 
0.40 0.10 daily 
0.50 0.22 : 7.87 


The Monel metal was also allowed to stand about six weeks in the 
following solutions: 


Loss in Weight, 
Per Cent. 
TOperscente sul phurie AGid at, wargia cee at =-ossun lake obtain af 2.81 
10 per cent. sulphuric acid and 10 per cent. copper sulphate 
Che Der COMER NM igia i 8x coors ow wise 20a) s naps Renn merece 4.88 
10 per cent. copper sulphate (2.5 per cent. Cu)........... 1.99 


A high-silicon iron, under the trade name of “Duriron,” was tested 
in a similar manner by these solutions. So far as could be observed at 
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the end of a few weeks this metal was not corroded in the least but the 
experimental work was closed before this test was finished. The acid- 
resisting quality of this alloy is well known but it has the disadvantage of 
being very hard and brittle. : 


PRECIPITATION OF THE COPPER FROM SOLUTION 


I have purposely divided my subject into two parts because there 
have been almost as many methods proposed for precipitation of the cop- 
per from solution as there have for leaching it from the ore, and to-day 
there is probably more uncertainty and more difference of opinion con- 
cerning the methods of precipitation than there is concerning the methods 
of leaching. Of all the methods proposed there is just one that has been 
demonstrated a commercial success, and that is precipitation on metallic 
iron. 

Lime or limestone was used in some of the earlier methods of hydro- 
metallurgy, but this gave a precipitate that was little better than the ore 
itself. 

Sulphurous acid cameinto prominencea few years ago, but it involved 
difficulties of manipulation that have not been overcome, even. in small- 
scale operations. Hydrogen sulphide, produced from iron matte, has 
been tried but has not been developed on a large scale and is likely to 
prove a troublesome reagent under such conditions. 

Electrolytic precipitation is always attractive and has probably re- 
ceived more attention and intelligent experimentation from skilled 
metallurgists than any othermethod While some small plants use this 
method from time to time, it cannot as yet be called a commercial success. 

When working on a metallurgical problem, where the margin is 
narrow, one must always consider the materials at hand as the cheapest 
obtainable and most likely to permit profitable operations. 

As possible precipitants for the copper, I considered the following in 
the order named: Natural sulphides of iron, artificial sulphide of iron, 
sponge iron, pig iron, and electric current. 


Natural Sulphides of Iron 


If acid leaching is used for the oxidized ore some other process will 
have to be used for the sulphide ore. It iv probable that this would be 
some form of mechanical concentration. 

Tests had already been made by the ordinary methods of wet concen- 
tration at the University of Arizona before my arrival. These, by very 
careful manipulation, gave a recovery of 68 per cent. of the copper, 77 per 
cent. of the gold and 63 per cent. of the silver, but the concentrates 
carried only 10.2 per cent. copper from an ore that assayed 2.3 per cent. | 
copper, 0.02 oz. gold and 0.22 oz. silver per ton. 
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By a combination of flotation and concentration I was able to raise 
the recovery to over 76 per cent. and the grade of the concentrates to 
nearly 14 per cent. copper, although the flotation concentrates themselves 
assayed nearly 24 per cent. copper. As is often the case when chalco- 
pyrite has its source in igneous rocks, it is intimately associated with 
magnetite. Even fine crushing to 40 mesh failed to separate the magne- 
tite from the chalcopyrite in this ore and this destroyed the properties of 
the latter for flotation methods to a great extent, as well as lowered the 
grade of concentrates. However, by treating these concentrates on a 
magnetic separator I was able to raise the grade to 18.5 per cent. copper. 
The magnetite itself carried no value. 

This, then, was the product, and probably the best that can be obtained 
from the sulphide ores by the usual methods of treatment. It must be 
shipped to the company’s smeltery at Douglas for treatment, or it must 
be smelted into matte and blister copper on the ground. If shipped to 
the smeltery, it would certainly be advisable to raise its grade if possible 
either with or without removing the magnetite. 

It is generally conceded among geologists that secondary chalcocite 
is formed by the action of copper sulphate solutions on pyrite. Barring 
the recognized but unknown intermediate reactions, the final result is 
supposed to be represented by this reaction: 


5FeS2 a 14CuSO, -b 12H,O = 7Cus +. 5FeSO, + 12H.SO, 


While later investigators have found this reaction ‘incompatible 
with the actual volume relations observable,” there seems to be no 
doubt about ferrous sulphate and sulphuric acid being formed when the 
chalcocite is deposited, and, if the above reaction is true, nearly all of the 
acid originally combined with the copper is regenerated. 

The reaction with chalcopyrite might be very simple, producing cupric 
instead of cuprous sulphide, thus: 


CuFeS, + CuSO, = 2CuS + FeSO, 


I had therefore a recognized precipitant for copper in the concentrates 
from the sulphide ores. Its efficiency as a precipitant was important 
but not essential, since any precipitation of the copper from solution 
and consequent enrichment of the concentrates would be a distinct gain. 
The only factor to make it a commercial success was the speed of the 
reaction and in this it failed. However, having secured sufficiently 
speedy reactions from other natural sulphides of iron on previous 
occasions, I am not prepared to say the last word has been spoken in this 


case. 
Artificial Sulphide of Iron 


Two sources of this precipitant would beavailable. First, the matte 
produced by smelting the concentrates at the mine, and second, the matte 
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that could be produced by smelting the low-grade pyrite at Bisbee. If 
soluble sulphides precipitate cupric sulphide from copper solutions and 
natural sulphides of iron precipitate cuprous sulphide, it is reasonable 
to expect the artificial sulphide of iron to do the same. 

Earlier experiments had shown me that iron sulphide precipitates 
metallic copper and not sulphide of copper from solution. This investi- 
gation was carried further and I found the reaction to be, not a simple 
transposition of the metals, but-the following: 


4FeS + CuSO, = Cu + FeSO, + Fes8, 


I found also that the precipitation of copper stops at this point, 
although free sulphuric acid will readily decompose the Fe;S, with the 
liberation of hydrogen sulphide. Therefore less than 25 per cent. of the 
iron in pure iron sulphide is available for the precipitation of copper and 
the resulting product cannot carry more than 17.7 per cent. copper. 

Increase in the copper contents of a matte decreases its precipitating 
power so much that a matte containing over 30 per cent. copper precipi- 
tates practically no copper from solution. Nevertheless the iron from 
the matte passes into solution to an appreciable extent. The only ex- 
planation I can offer for this phenomenon is a reduction of the cupric 
sulphate to cuprous sulphate and an oxidation of the cuprous sulphide 
of the matte to cupric sulphide, according to the following reaction, but 
I am not prepared to say that this is correct. 


FeSCu.8 + 2CuSO,4 = CueSO,4 + FeSO, + 2CuS 


I could produce no condition that would make a copper matte precipitate 
copper from solution within a reasonable length of time. 

This method of precipitation was pronounced a failure. For further 
details see my original paper on this subject.? 


Sponge Iron 


This was first used as a precipitant for copper in England in 1837, 
although Gossage, in 1859, was the first to use it in connection with the 
wet extraction of copper from ores. It was made by heating a mixture of 
finely crushed iron ore and coal in a reverberating furnace, with a reducing 
flame. , 

Since then a great deal of sponge iron has been produced by iron 
manufacturers and a number of furnaces have been invented for its pro- 
- duction, all of which are described in books on the metallurgy of iron 
and steel. It is now produced commercially at Hoganas, Sweden, by 
heating a mixture of fine magnetic iron concentratés and coal in pots or 
retorts by means of producer gas. 


* Engineering and Mining Journal, vol. xevii, No. 15, pp. 745 to 748 (April 11, 1914). 
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According to Sir I. Lowthian Bell,? oxide of iron is easily reduced by 
solid carbon, but carbon monoxide gas is greatly preferred as a reducing 
agent. 

The reduction of Fe.O3 begins at 420° F. 

The reduction of FeO begins at 1,300° F. and is complete at 1,475° F 

Sponge iron readily combines with oxygen when exposed to the air 
atared heat. It is also capable, at certain temperatures, of splitting up 
the carbon dioxide formed by its own reduction. 

The necessary reaction for the reduction of iron oxide by carbon 
monoxide seems to be 


Fe,03 + 9CO = 2Fe + 3CO2 + 6CO 


or, that there is as much oxygen in the CO escaping as in the CO, formed. 
This reaction is not so simple as it appears, however, for carbon monoxide 
gas is split into carbon dioxide and carbon in the presence of iron oxide 
or metallic iron, thus: . 


2CO = CO. + C 


Hydrogen greatly assists in the reduction of iron oxide. 

Dr. Frankfurter of the University of Minnesota found that finely 
pulverized iron ore begins to reduce at about 300° F. in an atmosphere of 
hydrocarbon gas and is completely reduced below 1,000° F. 

S. H. Stupakoff, in a paper read before the Engineering Society of 
Western Pennsylvania, states that carbon monoxide begins to reduce pre- 
cipitated iron oxide at 285° F., roasted carbonate at 390° F., and is active 
on all ores at 750° F. It is most active at 1,000° F. 

Solid carbon begins to reduce iron oxide at 800° F. 

The reverse action, of COz being reduced to CO by metallic iron, begins 
at 800° to 1,100° F. , depending upon mass action, and is most active at 
1,475° F. 

A mixture of 3COz and 2CO is oxidizing at 1,000° F. and a mixture 
of 1CO2 and 2CO is oxidizing anywhere above 1,500° F. 

My plan for the production of this precipitant was to manufacture 
sulphuric acid at the leaching plant, from the low-grade Bisbee pyrite 
and then reduce the iron oxide in the calcines to sponge iron for precipitat- 
ing the copper. The Bisbee pyrite contains about 38 per cent. iron -and 
1.5 to 2 per cent. copper. The copper would pay for the mining. 

- The freight rate on this material from Bisbee to Ajo would be very 
low and divided equally between the acid and precipitating departments. 
The acid plant would be constructed so as to have the same life as the 
oxidized ore in the mine. In this way the cost of acid made at the leaching 
plant should compare favorably with that made at the smelting plant at 


8 Principles of the Manufacture of Iron and Steel. 
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Douglas, when the cost and maintenance of acid trains and storage 
equipment are considered in conjunction with the high freight rates on 
this commodity. 

The calcines from this pyrite would be in ideal condition for the pro- 
duction of sponge iron. They would contain a finely divided, porous, 
artificial oxide of iron which could easily be reduced at low temperatures. 
The product obtained from the reduction of these calcines would contain 
60 to 65 per cent. metallic iron in a finely divided, porous condition that 
would present the greatest possible surface for the rapid precipitation 
of copper and the copper contained in the original pyrite would all be 
recovered. 

Laboratory experiments were made by mixing iron ore with 30 to 35 per 
cent. coal, both crushed to 16 mesh, and heating in a closed clay crucible 
in an assay muffle for 1 hr. at a temperature of 1,600° to 1,800°F. From 
75 to 77 per cent. of the iron in the ore was reduced to metallic iron. 

These experiments were repeated by mixing calcines with 25 to 30 per 
cent. coal and heating in the same manner; 98 per cent. of the available 
iron was metallized. 

Calcines were then placed in an iron tube and heated to a low red 
heat in an atmosphere of hydrocarbon gas for 1 hr. Over 90 per cent. of 
the available iron was metallized. 

This experiment was repeated and the tube was heated to incipient 
redness for 90 min.; 93 per cent. of the available iron was metallized. The 
gas used for heating the tube in this experiment was the impoverished 
gas coming from the reduction of the calcines. 

The available iron in these experiments was the i iron existing as oxide 
and not that existing as sulphide. 

These experiments were again repeated on calcines from Bisbee pyrite 
crushed to 3-in. mesh instead of 16 mesh. At the end of 1 hr. 76.6 
per cent. of the available iron was metallized and at the end of 2hr. 88.3 
per cent. was metallized. 

Sponge iron has been produced in quantity by iron manufacturers in 
small reverberatory furnaces and, as I have stated, is now produced 
commercially in Sweden from magnetite concentrates in intermittent 
furnaces of the brick or pottery kiln type, so there is no doubt about 
the metallurgical conditions necessary for its production, nor the feasi- 
bility of its production for the precipitation of copper. 

The idea of using calcines as a source of iron is new, so far as I know, 
and was first proposed by me during the course of these experiments in 
the summer of 1912. The advantages of using this material are at once 
apparent from every view point. 

My efforts, therefore, were not to determine if sponge iron can be 
produced commercially, but to devise a furnace that will receive the’ 
calcines hot from the roasting furnaces, reduce them continuously and 
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deliver the metallized product or sponge iron to the precipitating de- 
partment of the leaching plant. The problem is simply one of mechanical 
construction with no impossible or prohibitive features. The produc- 
tion of sponge iron is surprisingly easy, when the conditions are right. 
After trying several small furnaces of different designs, I erected a 
Wedge double-function roasting furnace of special design to meet my 
conditions. This furnace was 9 ft. 9 in. in diameter, had six roasting 


Fia. 4.—WepGE DovusLE-FuNcTION ROASTING FURNACE. 


hearths, one drying hearth and one cooling hearth. The three upper 
hearths were of the ordinary type for roasting sulphide ore. The three 
lower were muffle hearths heated with oil from outside fire boxes. The 
two sets of hearths were sealed from each other by automatic cast-iron 
valves. The entire furnace was sheathed with sheet iron except the top 
and bottom. Luting rings were placed around the center shaft, and every 
effort was made to make the furnace as air tight as possible. Each hearth 
was connected with the flue so the gases could be controlled as desired. 
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A screw feeder was attached to the side of the furnace to deliver pulver- 
ized coal on the upper muffle hearth. 

A general but incomplete idea of the furnace may be obtained from 
Fig. 4. 

I expected to be able to roast Bisbee pyrite on the three upper hearths 
and deliver the red-hot calcines on the top muffle through the automatic 

valves, where they would be mixed with powdered coal from the feeder. 
In this way no heat would be lost and reduction would begin at once. 

I soon found that I had made a serious mistake in trying to put 
two furnacesinto one, for I had neither a roasting nor a metallizing furnace. 
With all six hearths for either purpose, I would have obtained better 
results. 

The spaces for the passage of hot gases under the muffles were too small. 
In order to maintain the temperature that was desired on top of the 
muffle,the heat directly opposite the fire boxes was high enough to soften 
the clay tiles and cause them to warp. This allowed the calcines, already 
reduced to ferrous oxide, to drop into the joints and form a fusible slag 
which soon made a hole through the muffle and admitted air and products 
of combustion just where I wanted a reducing atmosphere. 

My greatest trouble probably came from air leakage through the bottom 
or cooling hearth and around the central shaft. The bottom hearth was 
made of brick arched in the usual manner. It was plastered on the under 
side with cement, but with the constant contraction and expansion of the 
furnace it was impossible to make it air tight. I would frequently get 
metallization well started on the middle muffle hearth and the iron would 
oxidize again before discharging. 

The luting rings around the central shaft, which were supposed to seal 
by dipping into the ore on the hearth, were not satisfactory for this 
purpose. 

I endeavored to overcome these difficulties by producing a gas 
pressure inside the furnace from the combustion of the coal. In this I 
was partly successful, and for short periods of time, until Cmee 
broke or temperatures fell, I got’ encouraging results. : 

The highest temperatures I was able to obtain on the muffles were as 
follows: 


Degrees 

Fahrenheit 
LO DIANUMOR. ott. 5 hae ee ee eee a ee ee 1,000 
pecondhmufilesich. |... 2ST eRe. eee 1,320 
PE PMEC MEICOG ot... «i -pats sok pha ieee ena ee ee ea 1,460 
(oolmeebear th 5... x ixtosie aie keeictena aatercite ns, ene 1,040 


but these were maintained only a short time before a muffle gave way. — 
When reducing with coal, I should have had higher temperatures 
or at least 1,400° on all the muffles. The soft coal used I thought 
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had a tendency to deposit soot on the calcines at low temperatures, 
which retarded the reducing action. I tried lignite coal, but with so 
many other adverse conditions to contend with, I could not notice any 
difference. I also tried powdered coke, but at that time other conditions 
were unfavorable and the test was not completed. 

I was anxious to use producer gas, but had no opportunity to do so. 
My own laboratory experiments and those of all other investigators have 
proved that iron oxide can be reduced much more easily with gas than 
with solid carbon, and producer gas made from lignite or oil (which 
would be the cheapest fuels obtainable at Ajo) would contain the most 
active reducing agents known for this purpose. 

I regret that my work in this direction was stopped before it was 
carried to a conclusion, but enough was learned to satisfy me that 
it will be entirely feasible to metallize calcines for copper precipitation 
at a cost of not over $5 per ton of metallic iron. Our estimated costs 
at Ajo were not much more than this, and they included half the cost of 
the pyrite. 

I believe a muffle type of furnace can be made practicable for met- 
allizing calcines continuously, but it must be made gas tight. The 
top and sides should be sheathed with iron and the calcines fed through 
a double bell as on an iron blast furnace or through a screw feed that 
would always be kept full. The bottom of the furnace should be made of 
‘cast iron or, preferably, water-jacketed segments. The central shaft 
should be water-sealed top and bottom. 

Other material than the 3-in. thick clay tiles used in the Wedge 
furnace could no doubt be found for the floors of the muffles. It should 
be some basic material. If producer gas is used for reduction, it might 
be possible to make these floors of cast-iron sections, because the tempera- 
ture of reduction is much lower with gas than with solid carbon. 

Producer gas should be used for reduction and the impoverished gas 
used for heating the furnace. The Mond Nickel Co. has been reducing 
nickel oxide by means of carbon monoxide for years in a similar type of 
furnace, without accident or difficulty of manipulation. 

Subsequent experiments lead me to believe that a shaft furnace 
can be developed that will also do the work with much less complicated 
operation. 

In any case the metallized product must be cooled in air-tight hoppers 
that will seal the furnace, or discharge from the furnace directly into 
water. The fine iron oxidizes immediately when exposed to the air 
ata red heat, but if cooled in a reducing atmosphere or in absence of 
air and kept dry, it will remain unaltered for months. If it is discharged 
from the furnace into water, it must be kept under water until used. It 
is difficult to take it from the water and dry it without some oxidation, 
but it will not oxidize under water within any reasonable time. 
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Pig Iron 


When iron is mentioned for copper precipitation, no one in this 
country seems to consider anything but scrap iron as available for this 
purpose. It takes but a small amount of investigation, however, to 
find that pig iron is not prohibitive in cost at almost any point in the 
United States not remote from the railroad. It is reported that pig iron 
can be delivered on the Pacific coast from China or India at a cost of $10 
to $12 per ton. 

The use of ordinary pig iron requires long launders and more or less 
handling of the iron to effect complete precipitation of the copper. Of 
course the rapidity of precipitation depends upon the surface exposed, so 
I granulated the pig iron I used. This can be done best by shattering a 
small stream of molten iron with a jet of steam, and then cooling in a 
stream of water. The product was very hard and compact and most of 
it was in the form of shot or pear-shaped drops. It contained 93.5 per 
cent. iron. A screen analysis gave the following results: 


M Individual Cumulative 
esh 

Percentages Percentages 
= ae STORET ot oS cpesmepeal Chat Stece ete ts 2.0 100.0 
TOO OR aT A oscty cram eae omens 20.0 98.0 
ALG Aer peeratnttba! siaia the PEE onde oatete 31.0 78.0 
SO ret iia esse fist Acuna Ieieys hieiere mes 28.6 47.0 
ALGO Re Potteries «ot ais easVereuegces helen 12.4 18.4 
== OO toe tertnars ain Migtonierd tis oo eiiis 6.0 6.0 


The relative precipitating values of the different sizes of this product 
were obtained by treating equal weights of each size with equal quantities 
of pure copper sulphate solution and also with lixivium obtained from 
leaching the oxidized ore. Each test covered the same period of time, at 
the same temperature, and was made under the same conditions. 


Copper Sulphate Solution Lixivium 
Relative Relative 
Grams Cu Grams Cu 
Mesh art Speed of Ki Speed of 
; Rreolpiteted Precipitation Precipitated piecilete 
RAM ae wee OAL es, «6 0.050 1.0 0.06 1.0 
Fe Aaa Gat Oe 0.105 Pan 0.11 1.8 
POT Bias eat vets en wad. c 0.385 fail Beane 
FESO). tertemme ogee 0.540 10.8 0.59 9.8 
1-6 Zain bistauc Satoh aaxs 0.925 18.5 1.05 17.5 
as pny Aye Weleie Lali 23.5 1.31 21.8 


At the Gumeshevesky mine in Russia 12 tons of granulated iron is 
reported to have the same precipitating capacity as 120 tons of iron 
plates. 

‘The method of using granulated iron as a precipitant was also a 
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small problem. Sponge iron from calcines or even from iron ore is at- 
tacked inside and out by the copper solutions and each particle, large 
or small, is soon a mass of cement copper. Granulated iron is attacked 
only on the surface and unless agitated continually during precipitation 
it soon cements together into a solid mass which retards further action. 

To overcome this difficulty, I made a tube mill out of an iron pipe 
10 ft. long and 20 in. in diameter. It was fitted with 6-in. openings at 
each end for the admission and discharge of solution. It was filled to 
these openings with granulated iron and revolved at the rate of 12 rev. 
per minute. 

The solution going into this tube mill was a neutralized lixivium 
from leaching the oxidized ores. It contained 


Per Cent. 
CUE TA SOO er ee one ath oes 1.64 
Hemera See ree SR ELS 0.34 
BRC GnaCl peed ere tetiies eet bos Sticn AM trace 


It was passed through at different rates of speed to get the precipi- 
tating capacity of the mill. The results obtained from the solution 
passing out of the mill were as follows: 


Rate, Gallons per Minute 4 6 id 10 12 
US DCTICOD Mew sin atuiie s.c.eiep eee: none none none 0.06 0.09 
BSB CI COM Ursa cp tirastorens ae oc, nickels tet oteFroi bl cess eeu) « 1.98 1.88 1.84 
neeIACIdn PCINCENtsss acca csGeesGles's cseee © oh nalan ¢ Z trace trace trace 
Tron (100 per cent.), pounds con- 
sumed per pound copper precipitated .....  ..... 1.00 0.97 0.97 
Granulated iron, pounds consumed 


per pound copper precipitated.....  ..... 0 see. 1.07 1.04 1.04 


The copper precipitate contained 73.6 per cent. copper. Ina previous 
experiment, it contained 86.8 per cent. copper. 

By this method of precipitation the iron remained in the mill, always 
bright and clean, while the precipitated copper passed out with the 
neutral solution, from which it settled rapidly and could be removed by 
decantation. The operation is continuous. 

As seen by these results, the consumption of iron need not exceed 
1 lb. for each pound of copper precipitated, provided the solutions are 
neutralized before precipitation. 3 

In a large plant these mills should be made longer and of less diameter 
than an ordinary tube mill. The shell should be made of copper and lined 
with silex, to prevent abrasion. The galvanic current set up by the 
copper and iron would hasten the precipitation. 
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Electrolytic Precipitation 


As usual, before starting a series of experiments, I compiled all the 
data available on this subject. These were obtained not only from 
published works, but from private notes and correspondence. 

The vital factors governing this method of precipitation are cost of 
power, material for anodes, and interference of other metals. 

The power required for deposition from clean copper sulphate ‘solu- 
tions is about eight or ten times that required for refining purposes, or 
about 1 kw. per pound of copper deposited. The most economical 
current density is between 10 and 11 amperes per square foot and the 
voltage required is about 2 volts, although with magnetite anodes itis said 
a current density of 15 amperes can be used. With an average cost of 
electric power of not more than Ic. per kilowatt the power costs for this 
method of precipitation need not be prohibitive. 

The anode material heretofore has been confined to lead or antimonial 
lead. Fused magnetite is now being tried and is said to be very satis- 
factory, although fragile and expensive. Its merits are yet to be demon- 
strated on a large scale. Lead anodes are gradually consumed, forming 
the peroxide of lead, which can be collected, reduced and used over again 
if necessary. 

Interference of other metals has proved the chief stumbling block 
in most of the attempts to use the electrolytic method for the recovery 
of copper. Arsenic and antimony are troublesome, but are seldom found 
in appreciable quantities in leachable ores. Iron is the principal source 
of trouble and with it may be considered manganese if present, for its in- 
fluence is substantially the same as that of iron. Iron, by its alternate 
oxidation and reduction, consumes electrical energy without the deposi- 
tion of copper. It must, therefore, be rendered innocuous by one of 
the following methods: Removal by precipitation, the use of dia- 
phragms, or the use of depolarizers. 

Removal by precipitation on a large scale may be discarded at once 
as impracticable, for any effort in this direction would enable one to 
precipitate the copper direct by means of the same amount of chemical 
reagents and at about the same expense. 

The use of diaphragms has been tried rdpedteaen but never success- 
fully, on long-continued, large-scale operations. Under the conditions 
involved, it is improbable that they can ever be made to, operate success- 
fully, for diaphragm material that does the work required, increases the 
electrical resistance beyond commercial limits. 

The use of a depolarizer seems to offer a way out of this difficulty. 
The most feasible depolarizer and perhaps the only one sufficiently | 
cheap for this purpose is sulphur dioxide. This has some advantages and 
some serious disadvantages. Theoretically, sulphur dioxide used in this 
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manner will regenerate 3 lb. of acid for each pound of copper deposited. 
In experimental practice, 2 Ib. has been the maximum obtained, owing to 
difficulties of manipulation. A certain amount of electromotive force is 
also generated in the direction of the current used, which reduces power 
consumption. These advantages, however, are more apparent than real. 
If much iron and alumina pass into solution from the ore, the actual acid 
regenerated in the electrolytic cells is relatively too small to be of any im- 
portance. On these Ajo ores, granting the best possible regeneration of 
acid from electrolytic cells, I estimated that 75 per cent. of the acid used 
will have to be made in an acid plant. In actual practice it would no: 
doubt exceed this amount. 

The mechanical difficulties in making the copper lixiviums absorb 
sufficient sulphur dioxide gas to produce the desired results have not 
been solved. Introduction of the gas into the electrolytic cells at the 
anode secures a very small absorption and renders the electrolytic plant 
uninhabitable for human beings. Acid makers of experience do not offer 
much hope of success for absorption of this gas by means of scrubbing 
towers. 

Those who have tried to make sulphur dioxide act as a depolarizer on 
a commercial scale report these claims a fallacy. 

Moreover, it has been found that when electrolytes containing sul- 
phur dioxide are used the current density must be reduced to the neigh- 
borhood of 3amperesper square foot in order to get a satisfactory deposi- 
tion of the copper. This means an electrolytic plant installation three 
times the size ordinarily required. 

It has been found impracticable to deposit copper from electrolytes 
containing less than 1 per cent. copper. The average lixivium including 
enough wash water and acid to maintain a standard electrolyte will 
average between 1.5 and 2 per cent. copper. Assuming then, for the 
sake of argument, that 35 to 50 per cent. of the copper can be deposited 
in good form by electrolysis (35 per cent. is actually the case in the only 
plant in operation), if relatively large quantities of iron and alumina pass 
into solution at each cycle of the lixiviant it will be necessary to discard the 
entire lixiviant in a short time or a portion of it at each cycle, in which 
the copper will have to be precipitated by a chemical reagent. This 
discarded lixivium will either-be strongly acid or, if neutralized by fresh 
ore, will carry its full quota of copper. In any leaching operation, there 
will be also a gradual accumulation of wash water or weak solutions, which 
will have to be treated with a chemical precipitant. 

The conditions governing the successful deposition of copper from solu- 
tion by electrolysis have been determined quite conclusively after long 
and careful experimentation by men skilled in the art. 

With ores that will yield lixiviums free from interfering elements, this 
method will no doubt prove a commercial success in spite of its expensive 
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installation, but with ores like these where the iron passes into solution as 
readily as the copper, when the raw ore is leached with acid, it is doubt- 
ful if electrolytic precipitation can be made a commercial success or be 
used advantageously. 

A much more feasible method of overcoming this difficulty with iron 
would be to keep it from going into solution in the first place. This 
might be done by roasting the ore after crushing to the size required for 
leaching. The expense would be small. While there might be some 
danger of forming insoluble ferrites of copper, the iron and alumina would 
be rendered relatively insoluble in acid, the ore would be made more 
porous for leaching, there would be no argillaceous slimes to absorb valu- 
able constituents, the copper sulphides and cuprite would be rendered 
soluble and the lixiviums might be clean enough for electrolysis. 

My work was finished before this was tried. 


4See my discussion, Engineering and Mining Journal, vol. xcvii, No. 17, p. 871 
(April 25, 1914). 
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The Treatment of Copper Ore by Leaching Methods 


BY W. L. AUSTIN, RIVERSIDE, CAL. 
(Salt Lake Meeting, August, 1914) 


Tue advance made in recent times in this branch of metallurgy is 
indicated by the attention the subject is receiving from important Ameri- 
can copper-producing companies. Reference to the files of publications 
devoted to the mining industry discloses that some 20 American companies 
are actively investigating the amenability of their ore, or other material, 
to leaching methods, and that plants of varying capacities up to 10,000 
tons per day are under construction or are projected. Several leaching 
works are in commercial operation. 

It has been frequently pointed-out that no method of leaching is 
universally applicable, for the reason that each ore differs in some par- 
ticular from apparently similar ore found elsewhere, and also because 
local conditions are rarely the same even where the ore closely approxi- 
mates in character that being worked at some other point. For this 
reason the older companies are approaching the matter in a conservative 
manner, experimentally determining for themselves the salient features 
in each instance. 

In considering a leaching proposition three factors at once fix the 
attention: (1) disengaging the metal from mineralized forms in which it 
is found in nature; (2) recovering the metal in a commercial state after 
it has been dissolved; (3) the apparatus best adapted to carrying out the 
several operations. 


Bringing the Metal into Solution 


This feature has been found to present no serious difficulties. Nu- 
merous solvents for copper are known, and it has been repeatedly demon- 
strated on a commercial scale that from 80 to 90 per cent. of the metal 
contained in an ore can be rapidly brought into solution. It is interest- 
ing to note, however, that all of the companies above referred to have 
- gelected sulphuric acid as the basis for a lixiviant. Where oxidized ore 
practically free from precious metals is treated simple leaching with 
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sulphuric acid has been adopted in every case reported, less than an hour 
sufficing for the operation under favorable conditions. 

When the copper to be extracted is found mineralized as a sulphide 
the use of sulphuric acid as lixiviant necessitates breaking up the sulphur 
combinations by roasting in order that the metal can be brought into 
soluble form. This operation, however, instead of being-a drawback, 
presents advantages. The expense of roasting is light, for it is very 
effectively and cheaply carried out in modern mechanical furnaces, and 
the lixiviant itself is thereby obtained with which the copper is subse- 
quently removed from associated gangue. In some cases it has been 
found that the addition of a little salt at certain stages in the roasting 


assists in bringing copper into solution and facilitates the extraction of 


any silver present. 

The degree of comminution necessary in order to obtain a high extrac- 
tion depends upon the mineralogical and physical characteristics of the 
ore. In the case of a sulphide requiring a preliminary roast, reduction 
to 16 mesh has usually been found sufficient. Where an oxidized ore 
is concerned, as the copper minerals for the most part lie along fracture 
planes in the matrix, comminution to } in., or even § in., often exposes 
the cupriferous portion sufficiently to permit satisfactory extraction. 

If time isan element of importance, asin the case of small mines where it 
is not desirable to have considerable capital tied up in ore undergoing 
treatment, or where a high percentage of extraction is essential, fine 
grinding accompanied by agitation may sometimes be advantageous; but 
the benefits accruing from fine comminution disappear where large de- 
posits of low-grade ore are handled. Naturally, the finer the grain, the 
more readily the acid solution attacks copper minerals, and the less time 
is required to bring the metal into solution. Then the question arises 
whether or not it is more economical to crush to } in. and leach in large 
vats by percolation, or whether the ore should be reduced to 16 mesh, or 
finer, and subjected to agitation. 

For instance, a certain ore when crushed to ¢ in. was found to yield 
70 per cent. of its contained copper in three days by the use of weak acid 
solution. The same ore crushed to 16 mesh permitted 85 per cent. ex- 
traction in 4 hr., using a much stronger acid lixiviant. With a 2 per cent. 
ore this means a saving of 6 lb. copper per ton of ore treated, together with 
economy in time. Offsetting these advantages are: greater first cost of 
crushing and agitating machinery; higher maintenance charges on plant; 
and difficulty in washing the finer tailings. Almost any ore may be 
treated by percolation when properly prepared. It has been frequently 
noted by metallurgical writers that solutions will percolate more freely 
through a roasted ore than through one treated in its natural state.. 


Agitation of course brings copper more quickly into solution than per-_ 


colation, and one advantage of this rapid action is that sulphuric acid 
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solutions manifest a selective action, attacking oxidized copper minerals 
before the iron and alumina content of an ore. Hence, in leaching by 
agitation the resultant lixivium is apt to be less contaminated by these 
elements than where percolation is applied. This is of importance when 
copper is to be subsequently removed from leach liquors by electrolysis, 
using cells based upon copper-refinery practice. It is not so important 
when depolarizers and moving electrodes are employed. 

Many oxidized copper ore bodies occur in what are known as contact- 
metamorphic deposits, the gangue of which is largely composed of garnet 
and associated minerals, wollastonite, vesuvianite, epidote, etc. Analyses 
of such ore disclose large amounts of calcium oxide, which may lead to 
erroneous assumptions and possible rejection of leaching processes as 
unsuitable in such cases. The facts are, however, that these calcareous 
minerals are not attacked by weak acid lixiviants in the length of time 
necessary to extract the associated copper. It is not always safe to base 
a verdict upon the evidence of analyses alone when considering the 
appropriateness of this or that method of reduction. 

When leaching with sulphuric acid lixiviants, and if the ore contains 
no sulphides or sulphates, the acid cost may constitute a preponderating 
proportion of the expense, and a source of cheap acid becomes a vital 
factor. On low-grade ore treated in the raw state the consumption of 
acid varies between 2 and 4 lb. per pound of copper produced, and when 
this reagent costs $0.014 per pound the outlay for this item alone may 
equal one-third of the total cost of the operation. This expense may be 
greatly reduced, or even wholly removed, when sulphides are available, 
for by roasting the latter and passing the gases containing sulphur dioxide 
into electrolyzing cells the amount of current required to deposit copper 
is reduced and an excess of acid accumulates for use in leaching new 
batches of ore. With the exercise of some ingenuity sulphur dioxide 
may be applied in this manner without delaying the operation and without 
causing annoyance to those working around electrolytic cells. 

In leaching roasted mill tailings the consumption of acid appears to be 
small—about 50 Ib. acid per ton of tailings handled—even with very fine 
material. This illustrates the benefit derived from roasting substances 
containing colloids, such as mill slimes, when the copper is to be sub- 
sequently extracted by lixiviation. Roasted porphyritic ore also re- 
quires very little acid, partly because aluminous colloid compounds are 

dehydrated in the process, and partly because such ore contains few in- 
gredients soluble in the strength of solutions employed. 

Referring again to the fouling of liquors made use of in cyclic leaching, 
experimental data recently published, as well as unpublished, indicate 

. that the matter is not as serious as was formerly thought. In one instance 
where considerable quantities of ore containing large amounts of lime and 
soluble iron were treated experimentally with copper sulphate solutions, 
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ferrous sulphate was present in such quantities that it crystallized in the 
pumps and pipe lines, at times completely stopping the flow, and yet the 
results were considered satisfactory; that is, in a series of six tests 1,082 
Ib. of copper are said to have been deposited, under conditions mentioned, 
with an expenditure of 1.5 kw-hr. per pound of copper. All of these 
tests except one were made without use of adiaphragm. The experiments 
were carried out at the Greenawalt ore-testing plant in Denver. 

The height of ore column permissible in percolation has been the sub- 
ject of much investigation. Garnetiferous ore crushed to { in. percolates 
freely, even when the coarser material is mixed with much fine. An ore 
which contains such a proportion of fines that solutions will not pass 
through it when crushed to } in. and thrown into a vat, can be rendered 
permeable by dampening and thoroughly mixing before charging. By 
this operation the finer particles are made to adhere to the coarser, and do 
not collect in impervious layers, which is apt to occur when the material 
is charged in a dry condition. 

It has been found in leaching an ore carrying large amounts of lime 
and‘iron that when the lixiviant becomes weak in acid, basic iron salts and 
gypsum separate and clog the interstices between the ore grains, causing 
the flow to cease. This does not take place when sufficient acid is present 
to retain iron salts in solution. With proper precautions an ore column 
of average oxidized copper ore 10 ft. or more in height can be percolated 
without difficulty; in one recently described ore-leaching plant the per- 
colation vats are being built 16 ft. high. 

Heating the lixiviant, of course, always renders it more active, but this 
is not always desirable in copper-ore leaching using sulphuric acid, be- 
cause under such conditions combinations of elements other than those 
of copper are attacked and their bases are brought into solution. It is 
seldom found necessary to heat the liquors in leaching proper, the strength 
of acid lixiviant used being sufficient to effect solution of the copper at 
ordinary temperatures. 

Most ores amenable to the leaching process carry such small quantities 
of the precious metals that they can be neglected. Where gold and silver 
are present in amounts sufficient to warrant their extraction, they are 
either converted into chlorides in the roasting furnace and afterward 
dissolved in brine, or other solvents, from which solutions they may be 
removed by any one of several well-known methods, or else they may be 
recovered from the residues in separate operations after the copper has 
been taken out by acid lixiviation. 


Recovering the Metal from Leach Liquors 


There have been many processes brought out for removing copper from’ 
solutions containing that metal, and some of these may find application in 
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special cases, but there are only two which have met with extended com- 
mercial use—precipitation by means of metallic iron, and deposition by 
the electric current. The first mentioned still has its advocates, but 
electrolysis is meeting with more and more favor as that method becomes 
better understood by men in the field, although the apparatus now in use 
is still poorly adapted to the purpose. 

At the present time the practice so long in use at electrolytic copper 
refineries is being closely followed, but it is doubtful whether these meth- 
ods of procedure are best suited to the requirements of ore leaching. The 
necessity for improvement becomes obvious when the conditions in an 
electrolytic cell employed in removing copper from an ore lixivium are 
closely studied. In copper refining the bath is kept fairly constant with 
regard to copper content and free acid present, fresh metal being taken 
up from the anodes as fast as that in the electrolyte is deposited upon the 
cathodes. Inore leaching, on the other hand, copper is being constantly 
removed from the electrolyte, and the latter has to be returned to the 
ore for a fresh supply. It is manifest, therefore, that conditions differ 
essentially in the two operations and the premises seem to call for modifi- 
cations of the apparatus used. 

In treating an ore lixivium, at the electrode where current enters the 
bath an acid radical (SOx.) is being constantly disengaged which decom- 
poses water and combines with the hydrogen set free to produce H2,SO.. 
This reaction is made apparent by the formation of oxygen bubbles on 
the anode; if these are not in evidence it is because the gas is entering into 
combination with some salt or element present in the electrolyte, a feature 
usually, though not always, detrimental to the process. _ Nascent oxygen 
produced in this way may attack the material of which the anodes are 
composed, wasting them, or it may oxidize ferrous salts in the electrolyte 
to ferric, thereby bringing into action a solvent which corrodes the copper 
being deposited on the cathodes. Ferric salts are then being formed at 
the anodes and reduced to ferrous at the cathodes, wastefully consuming 
electric current. Or anions and cathions liberated at their respective 
poles may set up counter currents working in opposition to the main 
current. To overcome complications introduced by formation of ferric 
salts attempts have been made to keep the anolyte separated from the 
catholyte by means of diaphragms, but this recourse has not met with 
much success in commercial operations. 

It is therefore evident that in electrolysis of copper lixiviums there is 
urgent need of a cell in which oxygen forming at the anodes may either be 

‘removed as fast as produced, or rendered innocuous by chemical combina- 
tion, operations to which the type of electrolytic bath found to meet the 
requirements of copper refiners does not readily lend itself. Ingenious 
forms of apparatus have been devised by means of which the liberated 
gases are shaken from the electrodes as fast as set free, and corrosion of 
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lead anodes is said to be thereby reduced to about 10c. per ton of copper 
_ deposited. This is an advance in the right direction, but in such cells 
impoverishment of the electrolyte at the cathode still assumes adverse 
proportions, and solutions have to be returned to the leaching depart- 
ment with copper content only slightly reduced. 

In electrolysis, economy is effected by facilitating the supply of cath- 
ions to the negative electrode so as to avoid as far as possible waste of 
current in doing work other than that desired. If left to the magnetic 
attraction of the electrodes alone the movement is too slow to prevent 
impoverishment and its attendant evils, at least in commercial electrolysis 
of ore lixiviums. 

Circulation of the electrolyte is the means usually taken for supplying 
necessary copper ions to the cathodes; the more rapid the movement, the 
more efficient the supply. Also, adhesion of oxygen bubbles to the anodes 
is lessened by a current of electrolyte impinging against them. Circula- 
tion alone, however, does not go far enough, as is apparent from the fact 
that only comparatively rich copper lixiviums can be treated in the com- 
mon type of electric refining cells, and that the liquors must be returned 
to the ore-leaching department in some instances when only about one- 
fifth of the copper content has been removed. This method of operation 
calls for continuous pumping of liquors, which serves no useful purpose 
other than taking up a small amount of copper in one department and 
depositing it in another, both operations being incomplete. More of the 
copper than was just stated may under favorable circumstances be 
removed from a rich lixivium in a refiner’s cell, but only by applying a low 
current density, which means a large plant for a given production. For 
example, an electrolyte may be reduced from 5 to 1% per cent. or less, but 
the first cost of such a plant will be large. The desideratum is a cell which 
will rapidly deplete a 13 per cent. electrolyte to about 0.3 to 0.4 per cent. 
with the same energy efficiency as in the former case, turning out at the 
same time a high-grade metal. 

Experimental data on a fairly large scale have been obtained through 
application of the two factors—moving electrodes and depolarizing 
agents—which give a hopeful aspect to the solution of the problem 
involved. It is practical to get rapid deposition of metal of excellent 
quality from impure lixivium, but at the expense of power. However, 
considered from the commercial standpoint, results ranging from 1.2 to 
2.3 kw-hr. per pound of copper deposited are encouraging. Energy 
efficiency must, of course, always be taken into account in addition to 
current efficiency when the respective merits of different cell types are 
considered, but first cost and speed are also commercial factors; the 
greater the current density, the less the size of electrolytic plant. 


Deposition of metal on cathodes is affected by current density - 


perhaps as much as by any other factor. This is the same as saying that 


eenitieny Nees sont oe 
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deposition is in a large measure dependent upon the amount of copper 
carried by the electrolyte, or which can be brought into contact with the 
cathodes in a given unit of time, for current density must be progres-. 
sively reduced as the electrolyte is depleted of its copper if pulverulent 
precipitation is to be avoided. A firm deposit of copper may be obtained 
at current densities running into thousands of amperes per square foot, 
provided impoverishment of the liquors immediately adjacent to the 
cathodes is prevented. Arborescent accretions also are markedly absent 
when circulation is properly adjusted to current density. 

There are other well-known causes which bring about disturbances 
during electrolysis, but if copper ions are supplied to the cathode as fast 
as needed, thereby focusing the current on the work desired of it, irregu- 

_larities disappear. Whatever the origin of pulverulent deposition may 
be thought to be, the fact remains, that a firm bright deposit of copper 
can be obtained from an impure (1.5 per cent.) electrolyte when copper 
ions are properly supplied to the cathode, and provision is made for 
counteracting the injurious effects produced by liberated gases, whereas 
the same liquor in the electrolytic refining type of cell gives only a loose, 
dark-colored spongy mass which bridges the electrodes and causes short 
circuiting. 

Heating the electrolyte is a questionable procedure, because it ren- 
ders the objectionable components of the liquor more active in corroding 
the deposited copper. It has long been known that a greater quantity 
of copper can be deposited by the same amount of current from a neutral 
copper sulphate solution than from one of the same metallic content but 
carrying in addition free acid. The cause of this is that the acid redis- 
solves the deposited copper. [If ferric salts are present corrosion is still 
more marked. These reactions are furthered by elevating the temperature 
of the bath. Heating an electrolyte always facilitates passage of the 
current; but ore lixivium contains a variety of salts, and as all ions may 
serve the current as a means of transport, a large amount of electricity 
may find passage without depositing copper. A good conducting 
electrolyte is not necessarily economical in deposition of metal. 


Apparatus 


Concrete as a material for construction of vats, launders, etc., in 
leaching works has found application a number of times, but nothing 
is on record as to its durability under working conditions. As the 
cement binder is alkaline in its nature, and as leaching solutions are of 
- varying acidity, it is to be expected that where the two come into contact 
chemical reactions must necessarily follow. In a measure the strength 
of the acid liquors will have an influence, as will also the salts contained 
in the solutions, but 1 ESN much free acid is present ordinary concrete 


will crumble. 
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Concrete has manifest advantages over wooden construction, espe- 
cially in hot, dry countries, and, of course, concrete vats are less apt to 
deteriorate than are wooden ones in case of temporary suspension of 
activities. 'To make the good qualities of concrete available the problem 
is to devise means for preventing penetration of acid liquors into the body 
of the concrete, which sooner or later must result in its destruction. 

There are several ways in which this object may be accomplished on a 
small scale, but their adaptability to commercial purposes has yet to be 
demonstrated. The inner layer of the concrete may be made of some 
acid-resisting composition, or a concrete vat may be lined with brick 
which are not affected by the solutions, or after the vat is completed a non- 
corroding coating may be applied which sinks into the finished concrete 
and protects the binder. Heavy mineral oils, and paraffin applied hot, 
have been used in this manner. Coatings of pitch or asphaltum do not 
seem to answer the purpose well, for sulphuric acid solutions penetrate 
them through minute holes, forming gypsum, with consequent swelling, 
and the asphalt coating peels off as the concrete disintegrates. 

Recently it has been stated that reinforced-concrete vats may be lined 
with mastic asphalt and satisfactory results obtained. The asphalt mix- 
ture had to be specially prepared and the work was done by workmen 
skilled in handling such material. It remains to be seen how this con- 
struction will endure under working conditions on an extended scale. 
It would seem to be subject to the defect common to all linings designed to 
protect corrodible material from the action of strong acids: if a leak starts 
anywhere the alkaline concrete binder will be attacked as a matter of 
course and this will only become known when the structure collapses. 

Mixing heavy mineral oils with the concrete as it is made, affords a 
hard liquid-repelling mass which behaves well with weak acid solutions. 
The oil is incorporated with the cement-sand mortar before the broken 
rock is added, as in the L. W. Page waterproofing process. This method 
renders the whole mass to some extent acid-resistant in that the oil repels 
liquors seeking to permeate the structure. It has the advantage over the 
lining system that leaks are self-stopping and the lining is not pushed off 
leaving the concrete backing unprotected. Still, even oil concrete slowly 
disintegrates when strong (10 per cent.) acid liquors are permitted to act 
on it for weeks at a time. 

Certain kinds of wood—notably the Western fir—have been found to 
resist acid solutions to a remarkable degree, even without lining. Storage 
vats holding cupriferous solutions containing 10 per cent. or more free 


sulphuric acid showed no signs of failure after being in use for several ° 


months. 

With the help of reinforced concrete, leaching vats of large dimensions 
may be constructed. In a plant now being built. the vats are designed to 
hold each 10,000 tons of ore. It is expected that two days’ percolation 
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will suffice to render soluble 90 per cent. of the copper contained in this 
ore. 


Costs 


Extraction of copper from suitable ore by leaching methods is generally 
assumed to cost less than the combined expense of concentration, smelt- 
ing, and refining, and experimental data tend to confirm this opinion. At 
the Butte-Duluth plant, which is handling in excess of 100 tons of oxidized 
ore daily, the copper is said to cost $0.085 per pound. This figure prob- 
ably refers simply to working expenses and does not include freight East, 
marketing, etc. After the contemplated increase in the capacity of the 
plant it may be expected that cost of the metal will be materially reduced. 

Experimental work carried out at Morenci, Ariz., indicated the 
probable cost of leaching tailings slime at $0.0743 per pound copper 
delivered in New York. This includes expenses after the copper leaves 
the mine, with due allowance for interest and depreciation., 

From extended tests made at the Anaconda works, carried out in great 
detail upon a working scale, the conclusion was reached that copper could 
be produced from concentrating-mill tailings for about $0.07 per pound 
copper. 

At the Steptoe mill, in Nevada, a small leaching annex is treating 
oxidized copper ore in conjunction with flue dust at a cost of $0.08 per 
pound copper recovered. 

The actual cost of copper produced by leaching methods is, however, 
not of so much importance as the fact that ore may be handled in this 
manner which is not amenable to reduction by any other process. A 
siliceous oxidized copper ore carrying from 1.5 to 2.0 per cent. metal may 
be profitably leached under favorable conditions; there are no other metal- 
lurgical means known for commercially handling ore of that character and 


grade. 
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Leaching Copper Products at the Steptoe Works 


BY W. L. AUSTIN, RIVERSIDE, CAL. 


(Salt Lake Meeting, August, 1914) 


At the Steptoe metallurgical plant, where ore of the Nevada Consoli- 
‘dated Copper Co. is beneficiated, a small copper-leaching annex has been 
in operation treating flue dust from roasting-furnace dust chambers, 
together with a siliceous oxidized ore. This leaching plant was designed 
to obviate smelting low-grade siliceous flue dust, which interfered with 
the operation of the reverberatories by forming a blanket on the charge. 

The major portion of the copper content of the flue dust accumulating 
in the upper chambers of the roaster flue, and at the stack, is water solu- 
ble, and also contains much free sulphuric acid and soluble sulphates. 
It was found that sufficient acid could be obtained by mixing this material 
with water to provide a lixiviant for leaching the siliceous copper ore 
mentioned. This wasthesole source of the lixiviant used in the operation 
to be described. . 

An analysis of the flue dust showed it to be composed as follows: 


Per 
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Copper soluble in dilute HsSQa.. 3... ec ae see t ek 2.56 


The oxidized ore, locally known as carbonate, has the following 
composition: 
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Per 
Cent 
Copper CEPR MCE eee Ceara Nee oe Tab eSte Cpe inti Gchcca wey OK ee 3.47 
SiO, SPCR SMELIS Mo atie: Locka toMy cw ae swe, oh sn awsls: ie ieilevinl airmen es a Seca care ore een ote TE, 1 
NSS) coos akagelachntsg 5 ee ale a a i ae os PS 
NOR RS Seok ol om eae ee en eg ee ee 0.6 
Exh Pere AMG cc bos Mg aye a eee 9.5 
eS ep ODE SI ee A ea oe ee aera 0.9 
FG Ca een eRe aa eee a el Bee de ye 87.87 
Copper soluble im dilute HoSOy... 005.065. .5 01s a wwe 3.23 


A screen analysis of the “carbonate” ore discloses the distribution 


of the copper throughout the several sizings: 
‘ 


i Weight, Copper, Per Cent. of 
Mesh Pounds Per Cent. Total Copper 
+ 4 ; 19.5 3.86 21.8 
+ 10 20.5 3.85 22.9 
+ 20 ; 11.8 4.14 14.1 
+ 30 9.8 3.82 10.8 
+ 40 5.0 3.50 yA 
+ 60 7.5 3.65 ifete: 

+ 80 4.7 3.47 4.6 
+100 4.4 3.00 3.7 
+150 3.0 2.45 ik 
+200 4.5 2.00 2.5 
—200 9.3 1.76 4.6 

AVIVA T Osos et paie Maehnid is i bate et 3.475 100.0 


It is evident from these analyses that the copper in this ore is largely 
mineralized as silicate, for cryptocrystalline chrysocolla does not break 
into small particles as do the more brittle carbonates. The screen 
analysis shows that when crushed to { in. 70 per cent of the copper 
mineral remains on a 30-mesh screen. It is also interesting to note that 
the copper in the mineral crushed to this degree of fineness is readily 
soluble in dilute sulphuric acid. It has been repeatedly observed in 
other cases when treating ore in which the copper is present largely 
as silicate that a high percentage of the metal may be extracted with - 
dilute sulphuric acid. 

The method of operation pursued at the Steptoe plant consists in 
hydraulicking the piles of flue dust which have been withdrawn from the 
dust chambers, as an economical means of dissolving the soluble contents 
and of transportation to the tanks. The stream of water is conducted 
to vats, or impounded in dams, where the mud is allowed to settle. The 
clear solution resulting, which contains the soluble salts and is now the 
lixiviant, is drawn from these reservoirs to a wooden vat, fitted with a 
filter bottom. This is the ore-leaching vat proper. It is 40 ft. in di- 
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ameter and 10 ft. deep. It is filled with crushed “carbonate” ore to a 
depth of 7 ft.; the ore column through which percolation of {-in. material 
is effected is therefore about 7 ft. high. 

The excess space in this vat is used to store the lixiviant, for the hy- 
draulicking operation is intermittent, while ore leaching is continuous. 
Enough lixiviant is accumulated above the charge in this vat to continue 
leaching during the night. ; 

If the filtrate from the ore-leaching vat (the lixivium) still contains — 
considerable free acid, it is pumped back and passed through the ore 
bed a second time. Otherwise it is allowed to flow through a filter of 
“carbonate” ore, and thence over scrap iron placed in precipitating 
boxes. 

About 85 per cent. of the free acid carried by the lixiviant is utilized 
in the ore-leaching vat, the remaining 15 per cent. being left in the lixi- 
vium flowing over the scrap iron, to prevent formation of basic iron salts 
and insuring clean precipitate. About 2 lb. of scrap iron are consumed 
per pound of precipitate produced. 

The cost of the copper recovered from the flue dust and siliceous 
“carbonate” ore capping is approximately 8c. per pound. 

The above data were supplied by C. B. Lakenan, General Manager, 
and R. E. H. Pomeroy, Acting Superintendent, of the Steptoe plant. 
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Experimental Leaching at Anaconda 


BY FREDERICK LAIST AND HAROLD W. ALDRICH, ANACONDA, MONT. 
(Salt Lake Meeting, August, 1914) 


THE object of the construction and operation of the 80-ton leaching 
plant was to test out the leaching of sand tailings on a large scale and, if 
possible, determine a definite method of operation, and the best construc- 
tion for the larger unit which is now being built. It was also of impor- 
tance to obtain some practical data as regards cost items. The 80-ton 
plant was not expected to be a commercial success. A leaching process 
on such low-grade material necessitates the treatment of a very large 
tonnage. Such a cost item as labor, for instance, is entirely out of pro- 
portion in such a small plant. The amounts of acid, salt, scrap iron, and 
fuel for roasting, however, are the same per ton in an 80-ton plant asin a 
2,000-ton plant. These costs were definitely established. Also the per- 
centages of extraction and grade of tailings were definitely determined for 
a large-sized unit. 

Following will be found the description of the plant, the method of 
operation and the results obtained. A general view of the plant is 
given in Fig. 1. 

The bins consisted of one coal bin with a capacity of 30 tons, one salt 
bin with a capacity of 20 tons, and a ‘mill tailings” or feed bin which 
held 70 tons. ‘The coal and salt bins were placed with their floor level 
even with the firing floor of the roasting furnace. The feed bin, to give it 
greater capacity, discharged about 12 ft. below this point, to a 12-in. 
conveyor belt, which in turn discharged into a pug mill. This fed another 
conveyor belt, which discharged into the top hearth of the furnace. 

The furnace was an ordinary six-hearth MacDougall roaster, 20 ft. 
in diameter. It was equipped with two fire boxes, on opposite sides, 
the flames entering on the third hearth. An induced draft was obtained 
with a Buffalo blower, worked as an exhaust fan. Just above the top 
hearth was an annular flue around the whole circumference of the fur- 
nace. Slots at intervals of about 18 in. led from this flue down into the 
top hearth. The slots were 2 in. wide by 6 in. long. This annular flue 
proved rather unsatisfactory, as it tended to fill up with flue dust and 
choke the slots, thus cutting down the draft. The volume of gas through 
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the furnace was 3,500,000 to 4,000,00 cu. ft. per 24 hr. at standard con- 
ditions of temperature and pressure. The temperature of the outgoing 
gases was about 180° C. 

The furnace was air cooled, 15-lb. air entering the shaft through a 
21-in. pipe. The pressure in the arms themselves was 23 lb. per square 
inch; 850,000 cu. ft. of cooling air at standard conditions of temperature 
and pressure was used for this purpose. This, we believe, was a great 
deal more than was necessary, but we did not want to take any chances 
on losing any furnace arms, before the experimenting was finished. 

There were four drop holes in the wall between the second and third 
floors, and six between the fourth and fifth floors. Four holes seem to be 
ample. The discharge from the furnace to the cooler was an 8-in. pipe 
at the outer edge of the bottom hearth. A nearly dust-tight chute led 


Fig. 1.— View or 80-Ton LEACHING PLANT. 


into the cooler. All dust made in the cooler was, therefore, drawn back 
into the furnace. 

The cooler, shown in Fig. 2, was a rotating drum, built of }-in. 
boiler plate, 19 ft. long and 2 ft. in diameter. It had a slope of 2 in. 
to the foot, and made 10 rev. per minute. At the lower end, cold water 
entered an annular chamber through a stuffing box, and from this chamber 
26 iron pipes 1 in. in diameter carried the water to the upper end 
and discharged into a circular launder 18 in. from the end, and on the 
outside of the drum. 


The calcine entered the cooler at 260° to 370° C. Pdepanding onthe | 


amount of sulphur in the feed, and was esharnee at about 45° C. 
The rate of feed, of course, also affected the temperature of the dis- 


kt 
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charged calcine. At 80 tons of an average feed, the cooling water requir- 
ed to cool the calcine to 45° C. was 25,710 gal. per 24 hr. To cool the 
same to 37.5° C. required 34,666 gal. per 24 hr. The cooler discharged 
into a 6-in. screw conveyor, into which a water spray, to settle the dust, 


The distributing launder extended from the center to the circum- 
ference of the tank, where it was Supported by a small fiber wheel. It 


Fie, 2.—Carcinr Coouer. 


was driven from the conveyor belt, through a series of bevel gears. 
The distributor was an iron launder 6 in. wide by 8 in. deep, with slots 
a the bottom spaced 18 in. apart. There was a slide on each slot, so that 
any or all of them could be closed. A 6-in. screw conveyor, resting down 
in the launder, moved the calcine from the center of the tank, outward. 
Two leaching tanks, 32 ft. in diameter and 12 ft. deep, were placed 
in line with the furnace. A conveyor belt ran over each one, so that by 
moving the distributor from one tank to another, and by means of a 


switch gate, either tank could be filled. The tanks were of redwood. 
- Hach had five discharge gates, 12 in. in diameter, one in the center, and 
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one in the center of each quarter of the tank. Suitable launders were 
provided underneath the tanks, for carrying away the leached tailings. 
Each launder had a stream of water entering through a 12-in. dirty- 
water main, from the concentrator. Valves were provided, so that 
all the water could be sent down one launder if necessary. Three-inch 
dirty-water pipes also led to the top of the tanks to furnish water for 
sluicing purposes. This was done with two 3-in. rubber fire-hose lines. 

The filter bottoms were made with 2 by 4 in. pieces, spaced every 1 ft. 
across the tank, and 1-in. slats placed with 1-in. spaces across the tank 
in the other direction, and nailed to the 2 by 4 in. pieces with copper 
nails. Then the whole bottom was cut into sections convenient for 
handling, when taking the bottom up. A filter medium of two layers of 
coarse cocoa matting was spread over this. The bottom of the tank 
under the filter had a lead lining, which came up the sides 6 in. Suitable 
drains for the solutions were provided under the filter. Pipes for carry- 
ing concentrated acid were provided for each tank, and steam connec- 
tions for heating the solutions, as they went on. 

Two 10 by 10 ft. iron tanks were provided for holding the stock of 
concentrated acid. All connections and fittings for concentrated acid 
were of iron. As a safety, there was a lead plug which fitted into the 
discharge hole in the tank. This was operated from the top with an iron 
rod connected to the plug. There was a gauge on each tank, actuated 
by an air-tight iron float. 


Two 28 by 10 ft. lead-lined redwood tanks held the stock solutions for . 


leaching, and a third tank the copper solution. A heavy lead steam coil 
inside the tank was used to heat the solutions to prevent freezing in very 
cold weather. Drains from the tanks led to the air lifts, of which there 
were three, made of 5-in. lead pipe and lifting about 16 ft. The lower 


elbows were in a 16-ft. pit. The air lifts used 90-lb. air, but only 


because all of the available 15-lb. air was used for the furnace cooling. A 
very slight turn of the valve gave sufficient air. The discharge from the 
lifts was into a lead-lined box above the tops of all the tanks, leaching and 
solution. The launder system was such that it was possible to transfer 
solution from any tank to any other tank in the plant. A circulating 
air lift was provided for each leaching tank. It was not necessary to have 
a pit for these, however, as they only had to actually lift against a pres- 
sure of a few inches. They were connected to the bottom of the tank, 
under the filter, and discharged into the top, over the calcine. Each 
would handle 250 gal. or more per minute. Under the airlift dis- 
charge box was a lead-lined heater box, into which live steam was 
injected to heat the solutions. Some of the launders were lead lined and 


others were not. In some places, the lead would creep and split at the 


seam. ‘The wood launders with no lining were satisfactory for the time 


the plant was in operation, about six months, and are probably good for « 
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a long time yet. We did not try to protect them with paint in any way 
A 28-ft. Oregon fir tank was put up as a spare acid tank. It was slow in 
taking up, but for an unlined tank it did very well. It had been put up 
and taken down twice before this, so it was not in the best condition. 
The iron hoops for 4 ft. from the bottom were protected with lead strips. 

A small 9 by 10 ft. wooden tank, with agitator equipment, was also 
put up for prospective sponge-iron precipitation. It was not lead lined 
and gave no trouble from leaks. 

In two of the large lead-lined solution tanks we added salt directly 
to the solution. It settled to the bottom, and in a day or so the tanks 
commenced to leak. After repairing, we discontinued this method of 
adding salt and were troubled no more. It seems that the hydrochloric 
acid liberated attacked the lead very materially. If a leak does occur 
in a lead-lined tank the wood backing does no good whatever. It is so 
thoroughly dried, of course, that it has no holding power for the solution. 

To each of the solution tanks, there was an acid pipe connection and a 
fresh-water connection. A 14-in. lead pipe with a bend of 1 ft. of its 
length at the bottom of the tank furnished 90-lb. air for agitation and 
mixing. This did not work very well. The air came to the top of the 
solution at the point where it entered, and did not agitate a very large 
proportion of the tank. We could get no swirling effect at all. | 

The lead lining and piping showed no appreciable corrosion in the 

‘six months of operation, excepting, as was stated before, where a large 
amount of salt came in contact with the lead, and.,where live steam 
impinged on the lead in the presence of acid solution. A lead pipe 
carrying steam will not stand up in our solutions when they contain 3 
to 4 per cent. acid, but in the solutions after precipitation, which carried 
1 per cent. or less, no corrosion could be observed in a month’s continuous 
running. The lead air lifts showed no appreciable wear at the elbows, 
where the most corrosion would be expected. The lead pans in the 
bottoms of the leaching tanks were of no benefit, when the scheme 
whereby the acid solution was sprinkled on, instead of the tank being 
saturated, was abandoned. The leaching tanks leaked pretty badly, 
but this was due to faulty construction, rather than to any fault of the 
wooden tanks. In several places it was necessary to protect the hoops 
with lead strips. The air lifts worked very satisfactorily, handling a 
large amount of solution very easily, except when they started “foaming.”’ 
This was something which we could not account for definitely. At 
times, the solution coming up the air lift gave a great deal of trouble 
because of thisfoam. The solutions averaged about 1.22 sp. gr. and were 
more or less viscous. Cold solutions seemed to foam much worse than 
the warm ones, so it seems as though the viscosity was what caused the 


trouble. 
The precipitation launders were two lead-lined troughs, side by side, 
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each 75 ft. long, by 3 ft. wide by 24 ft. deep. The copper solution entered 
the upper end of one Jaunder and returned in the other to an air lift, 
which raised it into the copper-solution tank. It was circulated in this 
way until the copper content was low enough, say, 0.06 per cent., to be 
returned to the leaching system. The precipitating launders were 
equipped with false bottoms 4 in. above the floors to give room for the 
cement to settle and leave all of the iron free. A settling tank was 
provided and, when cleaning up, the end gates were removed and the 
cement washed or pushed out of the launders into it. With fresh, clean 
iron, this equipment will precipitate 8 to 10 gal. per minute from 2 per 
cent. copper to 0.1 per cent. 

Owing to the entirely new and experimental nature of this work, it 
was found necessary to make a great many changes from the procedure 
which had been planned out in advance. This was true in the case of 
handling the material, the roasting, and the scheme of leaching. 

As the plant was originally built, the feed to the furnace, as well as 
the calcine from the furnace to the leaching tanks, was to be handled 
in small bucket elevators. These gave a great deal of trouble. The 
nature of the material to be handled showed very soon that the elevators 
would not do the work. The feed has a good deal of fine material, though 
much coarser than slime, which tends to pack and build up as it drops 
to any surface. In the case of the feed elevator, the buckets would fill 


up and not discharge, and finally would have to be cleaned out. We 


endeavored to moisten the calcine as it came from the furnace, to settle 
the dust, and it acted much the same way as the feed. Unless the cal- 
cine was dampened as it came from the furnace, the elevator raised so 
much dust that it was almost impossible to work in the building. These 
elevators were then discarded and belt conveyors substituted. It was 
necessary to put in two belts to get the feed to the top of the furnace. A 
pug mill was installed between these two belts, to mix in a certain per- 
centage of slime, which was to be roasted and leached with the sand. 

As originally built the furnace was designed for oxychloride roasting 
and salt was added on the fourth floor. All the doors were machined 
and made air tight. There was a combustion chamber between the 
second and third floors. The flames entered this chamber from the 
fire boxes and then traveled down through six holes 8 in. in ‘diameter, 
spaced around the floor of the combustion chamber, to the third floor, 
and up through the drop holes to the second and to the top and out. 
The third floor was sealed from the fourth. A 3-in. drop hole on each 
side of the shaft, near the center, formed the bottom of a small hopper, 
which was set down in the brick. There was an adjustable gate on this 
drop hole, which could be set so the hopper had sand in it all, or nearly 


all, of the time, thus preventing any gases from the fourth hearth being © 


drawn above into the third hearth. A fan furnished the draft for the 
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upper three floors, and another forced the gases from the lower four 
through a scrubbing tower. This was for the purpose of separating the 
chloride or copper- and silver-bearing gases from the sulphur or waste 
gases. 

There was a seventh floor provided. This was nothing but a flat 
water jacket to cool the calcine. There were also copper rakes on the 
seventh floor, in case it was desired to use a water spray to assist in the 
cooling and also settle the dust. 

The bottom floor discharged through a 6-in. hole into a cast-iron 
pipe which contained a screw conveyor. ‘This closed conveyor carried 
the material from the center of the furnace to the calcine elevator. In 
this way no air could enter the lower or chloridizing floors, except 
what was allowed to go in through an open door regulated to suit condi- 
tions. Theoretically, this looked very good, but under operating con- 
ditions a great many difficulties arose. The use of the combustion 
chamber required much more fuel than direct firing into the third hearth. 
At the time the combustion chamber was taken out, the sealed drop 
holes between the third and the fourth floors were also discarded, and a 
regular center drop hole was put in. Then the upper fan was the only one 
used and all the gases were combined. Thefuel percentage immediately 
dropped down to what it should have been. This was due to the greater 
efficiency without the combustion chamber, and also very largely to the 
benefit. derived, on the top two floors, from the hot gases rising from 
the fourth, fifth, and sixth floors, where a large part of the oxidation 
went on. When the furnace was run with the fourth floor at 930° F., 
which temperature gave the best results, there was no oxidation on ans 
second floor from the top. The sand was heated up, of course, and just 
about hot enough to ignite the sulphur as it dropped to the third or 
fired floor. The most of the oxidation took place on the fourth floor. 

When the hot calcine dropped to the water-jacket floor the jacket 
bulged and the rakes cut through, causing it to leak. This caused a 
great deal of trouble, as the water-soluble copper in the calcine went into 
solution and precipitated out on the iron, taking. it into solution. The 
water jacket was also a very inefficient cooler. It was discarded, and a 
discharge hole cut in the outer edge of the sixth floor. 

Then the problem of an efficient calcine cooler presented itself. A 
water jacket 20 ft. long and 4 ft. wide was built, and connected to a 
Wilfley table motion. This scheme worked poorly in a mechanical way, 
as the weight of water in the jacket was considerable, and the jerk of the 
jacket caused a sort of a hydraulic-ram action inside it, which caused 
many leaks. Also, the cooling efficiency was not very good. A layer 
of the finer calcine formed on the jacket and the coarser material merely 
slipped down over the top of this, getting very little cooling. A coil 
of cooling pipes, the whole length and width of the jacket, was laid on 
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top of it, and calcine allowed to run down over these pipes. In this 
scheme the calcine acted the same way, most of the calcine never touch- 
ing the jacket, but sliding down over the top of the lower calcine layer. 
The next method tried was the rotary cooler described in the preceding 
pages. It worked very satisfactorily, giving an efficient cooling and re- 
quiring very few repairs. The cooler discharged into a screw con- 
veyor. About 1 per cent. water was sprayed on the calcine at this point 
to settle the dust. Mechanically the screw worked very well, but the 
water-soluble copper ate out the iron Boe hg and made it necessary to 
replace it often. 

A push conveyor was built te replace this screw. After proper 
adjustment, it worked quite well, mixing in the water nearly as well as 
the screw. In comparison with this, a rotating wooden drum 2 ft. in 
diameter and 12 ft. long, was also tried. This gave the best results of 
any arrangement so far, for a short conveyor, particularly where it was 
necessary to mix in a small amount of water, for dust settling or cooling 
purposes. No iron could come in contact with the moistened calcine, 
and the repairs were very low. It rotated slowly and mixed the water in 
perfectly, about 1 per cent. water being required to prevent the calcine 
from dusting. . 

The scrubbing tower for the chloridizing gases did not work very 
efficiently and an electrical precipitation unit was installed. It was 
put in by Linn Bradley, of the Research Corporation, and was designed 
to handle all of the gases, chloride, sulphur, and coal gases. The treater 
was built after the design of Dr. F. G. Cottrell, of the Bureau of Mines, 
and worked satisfactorily, as 90 per cent. of the copper and a considerable 
amount of acid were recovered from the fumes. 

After a 50-day successful run, it was decided to discontinue the 
feeding of salt into the furnace, for a time, and see what results could be 
obtained. This method offered many advantages. No valuable metals 
were volatilized, and no accretions formed in the furnace to cause trouble. 
The results from the straight oxidizing roast proved to be so good that 
it was continued for 70 days. The extraction on the copper was even 
better than on the chloridizing roast, but the silver recovery was not so 
good. However, the excess silver that would be saved by roasting with 
salt would not pay for the increased expense and bother entailed by a 
salt roast. The leaching solutions carry salt, and a great deal of chlorid- 
izing is done in the tanks. 

The results from the oxidizing roast have this advantage over those of 
the chloridizing period: The oxidizing period was the later one, and 
naturally everything ran more smoothly and better results were more 
easily obtained. Also there was a leaner feed to work on during the 
chloridizing period. 

An attempt was made to roast and leach a 10 per cent. slime tailings 
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mixture. The slime, dewatered on an Oliver filter, was carried by a con- 
veyor belt to a pug mill, where it was mixed with the coarse tailings. 
The mixture was fairly uniform, but some pieces of slime the size of a 
walnut entered the furnace, did not break up, and were roasted on the 
outside only. The slime, even after roasting, decreases the percolation 
rate so much as to make its treatment by mixing with the sand impossible. 

The operation of the furnace, after everything was systematized, 
was very simple. The firing takes a certain amount of skill and expe- 
rience, and the regulation of the furnace also takes some practice. A 
pyrometer was used on the fourth floor, but an experienced man could 
regulate the furnace and keep it within 30° of the required temperature, 
by the appearance of the lower three floors. To do this, of course, the 
same grade of feed must be maintained. A marked change in the amount 
of sulphur in the feed necessitated a readjustment of conditions in the 
furnace. One point is rather important; that is, not to let the tempera- 
ture get too low, say 880° F., on the fourth floor, for if it once starts 
down it is very hard to get it back without lowering the amount of 
feed. The fire caused by the burning sulphur seems to go out, and then 
it has to be ignited again, using a disproportionate amount of coal. 

The feed averaged about 3.60 per cent. sulphur and the calcine about 
0.6 per cent. sulphur. 

It was our experience that the higher temperatures, say 1,000° or 
more, caused a large amount of ferrite or insoluble copper; that is, in- 
soluble in any acid but hydrofluoric; 900° to 930° F. seemed to give the 
best results. 

The feed to the furnace averaged about 5 per cent. moisture, but very 
often went as high as 8 or 10 per cent. When this happened, the material 
on the top floor would bank up over the arms, instead of going through 
between the rakes. This always made it necessary to shut the feed off 
and let the rakes clear themselves. This trouble often limited the 
amount of feed it was possible to put through the furnace. With three 
or four arms on this floor, and with a feed carrying 0.68 per cent. copper 
and a proportionate amount of sulphur, the furnace handled very close 
to 100 tons per day, dry weight. ‘The rakes on the first or top hearth 
were the only ones which showed any appreciable wear during the six 
months’ operation. They were replaced about every four or five weeks. 
The blades and blade holders should be used there, as replacing these is 
much cheaper than replacing the whole rake. 

Fire brick was used in the fire boxes and in the construction of the 
second and third floors. All the rest of the lining and the floors were 
built of ordinary red brick. No special endeavor was made to increase 
the water-soluble copper. It seemed to affect the acid consumption 
very little and electrolytic precipitation is out of the question at present, 
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since the solutions carry chlorides. About 40 per cent. of the copper 
was soluble in water. 

To give a full idea of the experimenting and changing in the leaching 
schemes, it seems best to take them up separately and show what was 
done on each. 

In the experimental work done in the summer and fall of 1912, ina 
small experimental plant, a leaching scheme was worked out which 
seemed to give excellent results. This method consisted of sprinkling 
the No. 1 or weak solution on the charge, then letting it stand a few hours 
and following with the No. 2 or strong solution in three portions. This 
was sprinkled on in the same way, much as a lawn would be sprinkled, 
except that a few hours were allowed to elapse before the addition of 
each portion. The solution was allowed to drain out as fast as it would 
and no hydrostatic pressure built up in the tank. The No. 1 solution 
was precipitated, made up in acid, and used as the No. 2 solution for 
the next leach. The No. 2 solution was returned and used for the No. 1 
- in the next leach. 

Accordingly, an automatic sprinkler was designed for this plant, 
and a lead.pan was put into the bottom of the leaching tank, to prevent 
leakage. 

The first six leaches were all subjected to the sprinkling system, 
and were treated in much the same way, except variations in acid and 
salt strengths. These show in the table of tank leaches. As far as the 
“sprinkling system” goes, it seems to have done about as good work 
as the later “‘ flooding system,” considering the class of caicine used at 
that time. The furnace was not making very good calcine until Oct. 
20, and the first fourleaches had been completed at that time. However, 
the flooding system offers fewer difficulties and dispenses with all auto- 
matic sprinklers, and, if anything, does better work. When a tank is 
flooded with solution, all parts of the calcine are apparently more apt to 
be saturated with acid than by the sprinkler system. However, the 
average results of the first six leaches come as near to the results from 
the Jaboratory leaches as those of the later ones. 

Leach No. 7, the first one in which the flooding system was used, 
gave rather poor results. This was due entirely to improper washing. 
The tailings sample after washing in the laboratory gave a result of 
0.096 per cent. copper in comparison with 0.135 per cent. copper after 
the wash in the leaching tanks. Until this leach, at times there was a 
good deal of fine material and a good deal of slime in the feed. This 
hindered the percolation, and resulted in poor extraction and imperfect 
washing. Classifiers were installed in the mill to give a more perfectly 
deslimed feed. Leach No. 8 was very similar to leach No. 7. However, 


it gave a considerably better extraction percentage on the copper, but © 


a 
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this was probably due to the fact that the calcine was richer. This 
leach did not get a perfect wash. 

In leach No. 9, a new scheme was tried. Air under 90 lb. pressure 
was connected under the filter bottom of the tank. The No. 1 solution 
was added, circulated down to 0.5 per cent. H2SO,, and replaced with 
the No. 2 solution. This was then drained for about 8 hr. In that 
time, most of the solution’ which would drain had come off. The air was 
then turned on for 8 hr. This was repeated three times, the air coming 
up through the warm, moist calcine being about 40° C. and it seemed as 
though its oxidizing action on the calcine was sure to benefit the extrac- 
tion. This was tried in some of the later leaches, but seemed to help 
them very little, if at all. Leach No. 9 gave an exceptionally good 
extraction. However, it is doubtful, from later results, whether the 
aeration was responsible, as the calcine was very good and also the per- 
colation. In this leach, the top and bottom of the tank were sampled 
separately. The bottom showed about 1 per cent. poorer extraction 
than the top. 

Leach No. 10 was made on a 6-ft. depth, or 224 tons, of calcine. An 
attempt was made to determine if the shallower bed would equalize 
the results in the top and bottom of the tank. The extraction on the 
bottom was 2 per cent. poorer than on the top. On leach No, 11, a 
copper and silver balance was made, in which the calcine, tailings, and 
all solutions were measured, sampled, and assayed. This leach was the 
first of the oxidizing-roasted material. It had the same treatment as 
‘leach No. 10, except that one portion of the No. 2 solution was added 
under the filter bottom and forced up through the calcine.~ This 
method gave the bottom of the tank the benefit of the first application 
of the warm strong acid. The results show a much better extraction 
at the bottom than at the top of the tank. There is such a wide 
variation in the other direction, that it looks as though perhaps there 
was an error in sampling or analysis. On none of the succeeding 
leaches where this was tried was the extraction better at the bottom 
than at the top of the tank. This method is worth consideration, at 
any rate. 

Leach No. 12 had two portions of acid added at the bottom and two 
portions at the top. In this case, the top gave an extraction nearly 3 per 
cent. better than the bottom, in spite of adding the solution at the bottom. 
Aeration also was used on this tank and the air heated before going in. 
Leach No. 13 had no aeration and all of the solution was added at the 
top. Leach No. 14 was started with an H2SQ, solution with no salt. 
It was planned to run this solution through, and determine whether it 
would dissolve enough of the copper so that it could be precipitated on 
the scrap iron and all of it be discarded. In this way, the chloride solu- 
tions would not have so much copper to take up, and, therefore, when 
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precipitated, would not take so much iron in solution or become so foul. 
This scheme would cut down the amount of discard solution and salt loss. 
The first soultion only dissolved about one-half of the copper and the cycle 
was prolonged to such an extent that it seemed advisable to abandon the 
idea. A balance was also made on this leach and 98.5 per cent. of the 
copper was accounted for. In this leach the silver extraction was poor. 
An attempt was made to put the wash water on at the bottom; it was then 
changed about and started on at the top. In this way, some silver which 
was held in solution by the salt was precipitated in the tailings, due to the 
dilution with the wash water. The silver results on this leach were 
thrown out when averaging the results. 

Leach No. 15 gave the best results of all the leaches. It had rather a 
high calcine—0.713 per cent. Cu—and percolated very readily and had 
about a six-day treatment. In this case, the strong acid necessary 
to bring the solutions up to strength was added to the stream of solution 
as it went on to the charge; 55 lb. of acid per ton of calcine was added in 
this leach. The No. 2 solution was put on and drained, then another por- 
tion put on to re-saturate it, and to this portion enough acid was added so 
that a zone of 15 per cent. acid traveled down through the charge. 
The repeated draining and re-saturating seem to help considerably in 
the extraction. A new scheme was tried in the washing which seemed to 
give excellent results, and was continued through all the rest of the leaches. 
Salt, to the amount of 1 per cent. of the weight of the charge in the tank, 
was spread on top of the leached calcine just before the wash water was 
added. This strong zone of salt solution traveled down through the © 
charge and dissolved or washed out any silver chlorideremaining. Thesalt 
going down first, went into the solution tanks to take the place of the 
discard solutions; thus no, or very little, salt found its way into the wash- 
water tanks. 

Leach No. 16 wasa very successful one, the percolation being very good. 
About 50 lb. of acid was used per ton of caleine, and added to the No. 2 
solution as it went on. Aeration was used. The No. 1 solution was added 
and circulated down to 0.6 per cent. H»SO,4 from 4.2 per cent. Then it 
was replaced with one-half of the No. 2 solution. This first half was then 
drained, and followed down with the second half of No. 2 solution, this 
portion having part of the strong acid added to it. The tank was then 
drained to about 10 per cent. moisture and aerated for 8 hr. The air com- 
ing up through the calcine, moistened with, say, an 8 to 10 per cent. H.SO, 
solution, was expected to give excellent conditions for oxidation and sub- — 
sequent solution. ‘The air may be, and probably is, of some advantage, 
but it is so small as to be almost inappreciable. Also, aeration tends to 
prolong the cycle considerably. The repeated draining and re-satura- 
tion are thought to be more beneficial than the aeration. Whena charge — 
is drained and then re-saturated, all particles are bound to get a fresh 
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supply of acid, while circulation does not accomplish quite the same end. 
During circulation, the solution travels slowly down through the charge, 
taking the easiest course, and if there are any softer portions they get more 
than their share of the acid, and harder places get less. In thisleach 
there was about 1 per cent. difference in extraction between the regular 
extraction and that using a laboratory washed tailings as a basis for 
calculation. 

Leach No. 17 was treated the same as No. 16, with the exception that 
the whole amount of acid was added to the second half of the No. 2 solu- 
tion asit went on. This brought theacid strength up to about 18 per cent. 
H2SO, for this portion. This was allowed to travel down through the 
calcine, replacing the first half. The charge was then aerated.and the 
first half of the No. 2 solution returned, and the total No. 2 solution circu- 
lated was down to the same acid value as the No. 1 solution had when it 
went on. . There was rather a large difference between the extraction 
on the top and bottom, and the washing could have been improved 
upon also. 

In leach No. 18, the same solutions which were used in No. 17 were 
used without precipitating out the copper. They were made up in 
acid strength, however. The idea was to see if it was possible to run the 
solutions higher in copper content, without interfering with efficient 
leaching. The results were not very satisfactory. Using the richer 
copper solutions made washing of the charge much more difficult and also 
the variation between extractions on the top and bottom was larger 
than it should have been. 

Leaches 19 and 20 were run side by side and at the same time. Both 
were treated with No. 1 solution, and then one had No. 2 solution added 
to it, and its drainage of No. 2 solution was lifted to the top of the other 
charge. The two leaches were see-sawed back and forth in this 
way several times; that is, one was drained as fast as possible and the 
drainage put on top of the other tank, adding, of course, its proportion 
of strong acid. This was to accomplish the large number of drainings 
and re-saturations spoken of above, without the use of spare or sump 
tanks.. The scheme worked very well as far as time and the handling 
of solutions went. It is possible to drain a 10-ft. depth of this material 
to about 10 per cent. moisture in 6 to 7 hr. Leach 19 had 49 Ib. H2SOx4 
per ton added to it and 48°lb. was added to leach 20. 

The sluicing of tailings is a very simple and cheap operation. Seven 
million gallons of water per 24 hr. will sluice and carry away ali the tail- 
ings which two men can sluice out of five 12-in. gates in the bottom of 
a tank. This amount of water was available and used, but probably 
much less than this would be sufficient. The greatest difficulty is at the 
start, when a hole is first opened up. The sand caves in and it takes a 
very large amount of water to carry away this sudden influx of sand 
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into the tail race. ‘Two men could sluice 400 tons from one of the tanks 
used here in about 5 hr. 

There is not much to be said with reference to the precipitating. 
The launders were filled with scrap iron and the solution circulated 
through them. At 30° C., a 2 per cent. Cu solution, carrying 0.7 per 
cent. H.SO,, was precipitated to 0.1 per cent. Cu when circulating at 
the rate of 8 to 10 gal. per minute. 

This strong copper solution precipitated as a very good cement 
copper. It was flocculent, and, on wrought iron, merely touching the 
iron would break the copper off and leave a fresh iron surface. The 
cement ran from 75 to 85 per cent. copper. 

The. hard or cast scrap iron was also tried. At first, the copper 
seems to precipitate on it as fast as on the soft iron, but a layer of copper 
quickly plates on it, and the cleaning up is a pretty expensive operation. 
Every piece must be handled separately, brushed, and most often 
scraped, before the iron is fit for further precipitation. By using mal- 
leable iron scrap, sweeping is hardly necessary, if the iron can be moved 
a little occasionally. The copper drops off and to the bottom of the 
launder immediately. The iron consumption was about 1.15 lb. per 
pound of copper. 


GENERAL 


A copper tube was used for all tailings sampling. Iron cannot be 
used because of_the precipitation on it of any copper in solution., The 
copper tube was closed at the lower end and brought to a sharp point. 
A slot was cut its full length, and one side bent out a little to form a 
cutting edge. A piece of rubber hose was pushed into the sampler, just 
filling it, then it was driven down through the charge, the hose withdrawn 
and the tube turned several times. In this way, the cutting edge filled 
the tube with tailings representing that part of the tank. This sampler 
~ was checked several times, by opening up a hole to the bottom of the 

charge and sampling up the side of the hole with a wooden scoop. If 
there was any abrasion of the copper off the tube, it did not appreciably 
“affect the sample. 

It requires about 20 per cent. of the weight of the calcine in weight of 
solution to saturate the charge. This assumes the solutions at a specific 
gravity of 1.00, while in reality they have a specific gravity of about 1.25. 

It requires about 40 per cent. of the weight of the charge in wash 
water for a reasonably good wash. 

The acid consumption will not exceed 50 lb. H2SO, per ton of charge 
and the salt lost in solution discard will not be more than 1 per cent. of 
the weight of calcine, probably much less. By figuring acid consump- 
tions on each leach, and using acid content of each solution, before going 
on and after coming off the calcine, the acid consumption on the first 


\ 


EXPERIMENTAL LEACHING AT ANACONDA 685 


14 leaches averages about 25 lb. per ton. On the last six, 50 lb. of acid 
per ton was added. This may have given somewhat better results, but 
not very much so. It seems as though perhaps the extra acid of the 50- 
lb. consumption was used in taking up iron and alumina, and had very 
little effect on the copper remaining in the charge. 

The silver has a tendency to precipitate on the lead linings to a small 
extent. This would not offer much difficulty, as the lead rapidly becomes 
coated and precipitation ceases. The solutions, on cooling and on the 
addition of water, drop some of the silver out as silver chloride. This 
forms in the bottom of the solution tank to more or less extent and has 
to be cleaned up periodically. All of the silver in solution precipitated 
in the scrap-iron launders with no trouble whatever. 


SUMMARY 


The accompanying Tables I, II, and III speak for themselves, so 
there is not much to explain about results. 
The feed from the mill averages between 0.65 and 0.70 per cent. 


copper, about 5 per cent. moisture, and about 3 per cent. sulphur. 


Ninety tons per 24 hr. of this feed can be roasted in a 20-ft. MacDougall 
furnace of the type used here with a coal consumption of 2.75 per cent. of 
its dry weight. The calcine will contain about 0.6 per cent. sulphur. 
About 40 per cent. of the copper is water soluble. 


Screen Analysis of the Feed 


Mesh Per Cent. pera 
Onelasios eck oie eles 4.50 4.50 
(Cee Sia cle ae Aiemioiens Gace 50.31 54.81 
One GOR racic doe a cucee ai siate 15.33 70.14 
OneGOP ee het tkene ente 11.45 81.59 
Or Otero errs cits aon tel 6.54 88.13 
OngtOOR Aches ele ie cis = 5.52 93.65 
Ons200 8. ceies mass erdieaiats 2.86 96.51 
Through) 200. ...i002+ 6. bok 101.82 


Under conditions which would apply in a large plant, it is expected 
that an 85 per cent. extraction can be made on the copper, and very 
probably 86 or 87 per cent. A tailing carrying between 2 and 23 Ib. 
of copper per ton should be made. In a plant as small as this 80-ton 
plant, and built for temporary use, a great many petty annoyances are 
encountered, as the running of the furnace, and therefore of the whole 
plant, depended on so many small pieces of machinery in the conveying 


and cooling equipment. Not 10 per cent. of the furnace shutdowns 


were caused by troubles with the furnace itself. Naturally, the furnace 
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does much better roasting, and with a less coal consumption, when it is 
running continuously or nearly so. 

No salt is necessary in the roast for the better extraction of the 
copper. It would increase the silver extraction from 75 to 90 per cent., 
but this extra 15 per cent. of the silver recovered would not pay for in- 
creased cost of salt, installation, and operation of an apparatus to catch 
the values in the gases. This recovery of fume values would probably 
not be much over 90 per cent. The chloridizing of the silver is done in the 
leaching tanks. 


Summary of Results from Laboratory Leaches During Oxide-Chloride Period 


The extraction percentages on both copper and silver assume complete recovery 
of volatilized values. , 

No silver assays were made on the feed, an average result of 0.55 oz. per ton being 
used in figuring extraction. 


Recovery of copper, per cent................ 86.7 
Recovery of silver, per cent................. 94.3 
Pounds copper per ton in feed.............. 12.48 
Pounds copper per ton in tailings............ 1.64 
Pounds copper per ton recovered............ 10.84 
Average feed per 24 br., tons............... 90.8 
Average salt consumption, per cent.......... 1.04 
; Average coal consumption, per cent.......... 2.94 


Summary of Results from Tank Leaches 
Oxide-Chloride Period 


The extraction percentages of silver and copper during the chloridizing period 
are figured by using the copper and silver values in the feed and assuming all volatilized 
values recovered. 


Pounds copper in, feed per ton. us 24k 2 0ay PA kn tee ulioe ee een ae eee 12.04 
Pounds copper im tales per ton... so ses. ass, eked oie Rios Dee 2.54 
Pounds.copper.recov ered per’ tOn >. rs. w ccs eects ayn ctetena nero Be ater erie ee 9.50 
Parmcett. extraction on copper... cata. ashe Sit eee eee aCe eae », 78.9 
Ozer silver wper: TOD WIN Led 2h. +).-cin vac etedaereneeln eit sre eae a een ee ee 0.55 
Cialeliver per hon in tales... 5 4./5./us aie oe ae an a ee 0.15 
Perreant,.cxtractlon On-silvery + ss. ¢ Paes) cb hese i et ee 72.9 
/ 
Oxide Period 
Pounds copner.in: caleine per ton. ;. ):...ss). duu d de bale ed Oe OA ke 13.58 
Pounds copperiini tails per ton) Sf 2cic.chinsaieiteiew oh eae ere eae pe 
Pounas COpperre covered. per tod, visa eaeiceuhenceicene Mic ameniciae teks carne 11.46 
Per cent. extraction on copper—top } of tank.................2..ceeecceee 86.2 
Per cent. extraction on copper—bottom 4 of tank......................-.. 82.8 
Per cent. extraction on copper—total tank............00. 000 cece eeceeeee 84.4 
Per cent. extraction copper—tails washed...../.........0.cc0ccecceevieece 86.0 
Oz- silver in'calciney perton. i: - aint Re eee 0.57 
Oz: silver in bails seri TOs) supcls farce chee Oe ne ae 0.15 
Per-cent,-extractiom,on silver... a; . c-kit dee ee ee eee 70.9 


: 
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TABLE I.—Oxide-Chloride Roast. Results from Laboratory Leaches 


ea es Cha co Os RNs ea I a Ae ols 

a jf | 8)aie le l2 2 leslzaee is le [2 
Glare 7 Ss by S Bae g Bie es Ba} SD _ | Slag 
felas) | ¢ (Og iS Si> 8) 89/86/38 2/95] sa) 38) 88 
Date Aes|a 3| & Baten Ho ibernise Bla A a ei ata eeu deg Ah Mee 
SER eh al se OPES #aleflegls"| 85/8, 
8 by S s 3 mS BS Oe ee ch er lites 8 6 

2 Ss) i = ° S ou ae ea n 3 FA 

aie cael eae ae a aah IE a ee ee 

Ay PUR ee eBay By) a Ax Oe thea Mla 
Oct. 21 84.7) 4.5 | 3.00) 1.16)0.587/0.504/0.083) 1,070'0.048/0.060 0.108! 0.05) 81.7) 91.0 
22 88.1) 7.0 | 3.29) 0.70/0.580/0.539/0.041) 1,050/0.044/0.061/0. 105 0.03) 88.0} 94.6 
23 /101.2) 4.0 | 3.38) 1.24/0.590/0.531/0.059| 1,060/0.045/0.068/0.113 0.05) 81.0) 91.0 
24 |103.1) 6.5 | 2.75) 1.16/0.555,0.478/0.077| 1,000/0.039/0.044'0.083] o 03) 85.0] 94.6 
25 |102.0| 7.5 | 3.00) 0.93/0.501/0.460/0.041) 1,000'0.036/0.029'0.065! Oo 03) 87.0) 94.6 
26 |104.7| 5.0 | 2.81) 0.86/0.478/0.448/0.030| 930/0.040/0.022/0.062] 0 02) 87.1] 96.5 
27 |104.6) 5.0 | 2.82) 0.97/0.5450.521/0.024| 950/0.038/0.025/0.063! o 04] 88.4) 92.8 
28 |103.5) 6.0 | 2.95) 0.94/0.549/0.519/0.030) 1,000/0.043/0.036/0.079] 0.03 85.9} 94.6 
29 /|103.6) 6.5 | 3.16) 0.87/0.555)0.501/0.054| 1,000/0.040/0.039'0.079! 0.02 84.0] 96.5 
30 |104.6) 5.0 | 2.68) 0.86)0.555/0.466/0.089} 1,000/0.044 0.046/0.090} 0.03) 83.8] 94.€ 
31 /109.9) 5.5 | 2.84) 0.84/0.596/0.519|0.077| 1,000/0.044/0.046/0.090! 0.03 85.9) 94.6 
Nov. 1 |108.3) 5.5 | 2.90) 0.86)0.596/0.549/0.047) 980/0.044/0.044/0.088) 0.03 85.4) 94.6 
2 |104.1) 5.5 | 2.94) 1.04/0.614/0.553/0.061) 930/0.043/0.028/0.071| 0.03 88.5) 94.6 
3 |104.7| 5.0 | 2.92) 1.03/0.550/0.516/0.034| 900/0.042/0.024/0.066| 0.03 82.8) 94.6 
4 |105.0) 5.0 | 3.24) 1.14/0.562/0.533/0.029| 900/0.040/0.020/0.060! 0.03 89.4) 94.6 
5 |104.7| 5.0 | 2.96) 1.06/0.550/0.528/0.022) 900/0.050/0.029'0.079| 0.05 85.6) 91.0 
6 |103.5) 6.0 | 2.82) 1.01/0.597/0.562/0.017| 920)6.050|0.020/0.070) 0.03] 87.8 94.6 
10 |100.3) 8.5 | 3.03) 1.16)0.699|/0.643)0.056| 930/0.046/0.026/0.072| 0.03] 89.8 94.5 
11 {103.6} 6.0 | 2.92) 1.15)0.712)0.661/0.051} 930)0.067/0.022/0.089! 0.03) 87.7 94.6 
12 91.9/10.5 | 3.21) 1.26/0.612/0.556)0.056) 960/0.038/0.038/0.076) 0.02] 87.7 96.6 
13 91.3) 9.3 | 3.13) 1.37/0.625)0.556/0.069) 920)0.042/0.033/0.075|) 0.04) 88.1 92.8 
14 91.5) 6.0 | 2.72) 1.25/0.587|0.562)0.025| 930)0.043/0.032/0.075| 0.04! 87.2 92.8 
15 93.7) 6.0 | 2.93) 1.25)0.656/0.619)0.037; 930/0.065/0.027|/0.092) 0.03) 86.0 94.6 
16 96.0) 4.0 | 3.03) 1.10)0.675 0.662/0.013) 1,000/0.076/0.029|0.105| 0.05) 84.5 91.0 
17 86.5) 6.0 | 3.50) 1.22/0.644/0.619/0.025) 1,020|0.060/0.045/0.105) 0.03) 83.7 94.6 
18 | 83.4] 4.0 | 2.74) 1.25/0.669/0.637/0.032| 950/0.045/0.0370.082| 0.03| 87.8] 94.6 
19 | 80.1] 6.0 | 2.80) 1.22/0.700/0.650/0.050| 940)0.064'0.02210.086| 0.02) 87.7| 96.5 
20 | 80.8) 5.0 | 2.79) 1.190.710/0.704/0.006| 930|0.078/0.024,0.102) 0.04| 85.7) 92.8 
21 80.2) 5.0 | 2.99) 1.12/0.761/0.742/0.019| 1,000|0.072/0.034/0.106) 0.05) 86.0) 91.0 
22 | 78.9] 5.5 | 2.97] 1.18/0.692/0.616/0.076] 960|0.054/0.033/0.087| 0.04) 87.6] 92:8 
23 77.0) 4.0 | 2.88) 1.10/0.660/0.597\0.063) 960/0.053/0.025/0.078| 0.02) 88.2] 96.5 
24 76.2) 5.0 | 3.08) 1.19/0.692/0.660/0.032) 960)0.086/0.015/0.101|} 0.03] 85.6] 94.6 
25 75.2) 6.0 | 2.75) 1.24/0.666/0.609|0.057| 1,000/0.048)0.017/0.065) 0.03) 90.4] 94.6 
26 75.2) 6.0 | 3.04) 1.10/0.622/0.560|/0.062) 1,000/0.042/0.023/0.065) 0.02) 89.6! 96.5 
27 | 79.5| 4.5 | 2.58) 0.92/0.684/0.610|0.074| 1,010|0.0550.022/0.077| 0.02) 88.9) 96.5 
28 78.7; 6.0 | 2.91) 0.97/0.912/0.874/0.038) 1,020/0.076/0.031|0.107) 0.03) 88.4) 94.6 
Dec. 2 81.4] 3.5 | 2.60) 0.83/0.595/0.533/0.062) 980/0.054/0.021|0.075) 0.03] 87.5) 94.6 
3 -| 82.1) 3.0 | 2.62) 0.88)0.651/0.620/0.031) 1,020/0.048/0.018/0.066) 0.04) 89.8] 92.8 
4 78.4) 7.5 | 2.77) 0.95/0.620/0.558/0.038) 1,000)0.055|0.014/0.069} 0.03) 89.0) 94.6 
5 82.6] 3.5 | 2.62) 0.77/0.614/0.571/0.057| 1,000/0.038/0.027|0.065| 0.04! 89.3! 92.8 
6 82.0) 4.5 | 3.09) 0.78/0.614/0.601)0.087| 950/0.046/0.028/0.074 0 03) 88.0) 94.6 
a 82.2) 4.0 | 3.02) 0.84/0.614)0.539)0.025) 950/0.047/0.029/0.076] 0.03] 87.8] 94.6 
8 75.7|/11.5 | 3.12) 0.87/0.614/0.595)0.081| 950)0.047/0.031/0.078) 0.03) 87.4] 94.6 
9 | 73.6/14.0 | 2.75) 0.90/0.645/0.558/0.013) 950/0.049/0.048/0.097| 0.02] 85.0) 96.5 
Average 90.8] 5.9 | 2.94) 1.04/0.624/0.578/0.046 0.050!0.032|0.082| 0.03) 86.7) 94.3 
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Taste I1.—Ozxide Roast. Results from Laboratory Leaches 


> © q a D a < 3 
a ea eatery oni 
3. l\aul 61 8.| Be | a2 | a2 | 82 | 3a | S8l ge] £8 | Bs 
. 24 23) 3 | 88 | $4 | é@ |S, | Sal ge | % Bg | BB AS 
QA Sp2) stiles cas 3 CRW sl (ee 52 aA oIraS BES 8° | §a 
oe lea] 8 | a" | gO | $2 | 82 | ge) ds |SalS2| Sa | os 
ste hee ev ay < rw aa A ae 8S | 
Dec. 10 81.0 5.52.720.5800.568 950 0.047.0.0300.077,0.44'0.07/86.7 |84.2 
11 81.8 4.53.110.6000.605 950 |0.044'0.019 0.063,0.450.07/89.4 |84.5 
12 82.6 4.02.72,0.5840.574 960 0.051 0.020 0.071'0.44.0.0887.6 81.8 
13 82.7 |4.02.800.6420.660, 950 |0.055 0.017 0.0720.48:0.08 89.2 |83.3 
14 81.2 5.02.87(0.6720.710 940 0.0740.017/0.0910.620.1087.3 |84.0 
15 |77.2 |5.5'3.54/0.735|0.722) 950 0.078 0.015 0.093 0.590. 1087.0 2 
16 78.7 |4.53.05.0.7100.703' 970 0.079.0.041/0.1200.56.0.09 82.9 |83.9 
17 |78.6 5.5 2.690.641 0.641) 940 0.050 0.032'0.082 0.52.0.0988.1 82.7 
18 81.0 6.02.50.0.7320.707 930 |0.060\0.019 0.079 0.55.0.07 88.8 87.3 
19 |78.7 |7.0.2.73'0.700'0.713' 930 |0.073/0.018 0.091 0.53'0.08 87.0 |84.9 
20 \77.4 |9.02.54:0.6010.601 930 |0.048 0.025 0.073 0.54.0.08 87.9 85.3 
21 179.0 |4.02.3110.583/0.583 930 |0.0510.017\0.068 0.48.0.08 88.2 |83.4 
22 181.1 |5.02.5910.696:0.663 930 |0.063.0.015 0.078.0.56'0.08 88.3 85.7 
23 |80.9 4.5 2.820.6260.632 930 0.050 0.033 0.083 0.54 0.09 86.9 3 
24 |79.4 |7.02.57,0.64510.676 930 0.048 0.027 0.075 0.62:0/1289.0 80.7 
26 68.7 |5.53.74/0.626.0.632 940 |0.062.0.012.0.0740.590.0988.4 \84.8 
27 80.7 5.5 2.900.654'0.666 930 0.0470.024.0.0710.600.08 90.2 86.6 
28 |80.9 |5.02.870.616/0.635) 930 |0.063.0.013 0.076.0.510.0888.1 84.4 
29 |79.2 7.5/2.95'0.5850.610, 920 |0.054'0.023 0.077.0.44.0.07 87.5 84.2 
30 80.4 16.52.54 0.6600.672 920 0.054.0.0200.0740.47:0.0889.1 |83.0 
31 |81.1 |5.02.030.7100.697 920 0.0580.022,0.0800.580.0888.6 |86.3 
Jan. 1 81.1 5.02.69\0.753'0.741) 930 |0.079'0.0170.096 0.63 0.09 87.04'85.7 
2 81.3 |3.5.2.8410.716.0.691 920 |0.064\0.015 0.079 0.46.0.06 88.56. 87.0 
3 83.5 |4.02.49,0.6910.685 910 |0.061/0.023 0.084 0.410.05 87.74.87.8 
4 |81.0 |5.0.2.760.740.0.672 920 0.06510. 023'0.088 0.49 0.08 86.90.83.7 
5 80.1 |5.0.2.8810.722,0.729 920 |0.078'0.022:0.1000.56.0.09 86. 28:83.9 
6 |81.8 |4.0.2.750.735'0.729 920 |0.054'0.016 0.0700.42:0.06 90.40 85.7 
7 81.1 5.02.59|0.6450.676 920 0.C61/0.022'0.083 0.46 0.08'85.08 
8 |82.3 |3.5/2.47|0.657|0.608 920 0.053/0.016'0.06910.48 0.06'88.65 
9 82.1 |4.0.2.50.0.707,0.701, 920 (0.065\0.019'0.084'0.56 0.1088. 02 
10 |79.2 4.5.2.72,0.7070.688 920 (0.061 0.019.0.080.0.5110.07/88.68 
11 |80.8 4.5 2.6210.732.0.756 920 |0.095.0.016.0.11110.56.0.07/85.32 
12 80.7 4.0.2.590.7560.750 920 '0.081 0.0270. 108'0.58.0.09'85.60 
13 78.0 |3.52.940.7500.775 930 (0.085(0.012.0.097 0.55.0.10:87.48 
14 |83.0 |3.0.2.660.8560.818 950 0.1090. 022 0.131'0.700. 12'83.99 § 
15 175.8 |4.53.290.781/0.832 950 |0.107\0.035.0.142:0.700.15'82.93 
16 76.5 3.02.690.7320.725 940 |0.074/0.024 0.09810.62.0.13186 .48 
19 \84.1 5.52.61.0.756.0.738 950 0.084/0.023 0. 1070.75/0.12'85 50 
20 73.2 4.02.920.7870.795 960 0.083/0.023 0. 106'0.6710.12'86.32 
21 72.2 4.53.000.7690.756 960 0.107/0.0110.11810.71/0.13'84.39 
22 |72.3 |4.52.76.0.756.0.775 980 |0.089|0.024'0.113'0.52'0. 10185. 42/80. 
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TABLE II.—Oxide Roast. Results from Laboratory Leaches. (Continued) 


a 
pL esc ln Sg le aks a a 
= 3 ® ® oF | 68 o: os 8 ° 
Bee ieeg 8) GE gat eS | co | we | area | ee | So | Se 
se 88/8 | a | #0) 2/88 | 24) oy [Sola] Be lee 
2 {© }S | 38 | 8 | 8slee | gE) 38 | asia") as | a2 
s i Ay u ke 5? LO Key Z fs £ Be] 
ng ee Beh ee bs (eee I Peet es Oe ROP ea a te 
Jan. 23 |71.7 | 4.5/2.53(0.763|0.781|1,000 |0. 063 0.02610. 099'0.65|0. 17|87.32|73.8 
24 72.3 4.02.94 :0.738 0.732 1,000 0.063 0.029 0.092. 0.58.0. 14,87.43/75.8 
25 71.5 5.02.83 0.692(0.717 1,000 0.048 0.033 0.081 0.700. 18 88.70 74.3 
26 76.3 5.5 2.620.6250.630 960 0.0400.030,0.070.0.55 0.14 88.8874.5 
27 83.8 5.02.70,0.6550.643) 950 0.043 0.021 0.064 0.48 0.08 90.05 83.3 
28 84.8\, 6.52.740.6310.655, 940 0.041 0.024 0.065 0.54.0. 10 90.08 81.5 
29 83.4  5.53.280.5760.643| 950 0.046 0.018 0.064.0.58.0.1290.05'79.3 
30 84.0 | 6.02.710.6130.619) 930 0.042.0.019 0.061 0.48 0.09 90.15 81.2 
31 80.6  6.02.820.6680.625| 930 0.053 (0.012 0.0650.57 0.1089.60 82.5 
Feb. 1 82.7  4.52.620.6860.704 950 0.046 0.025 0.0710.590.1189.9181.3 
2 80.0  6.02.330.6950.775 970 0.057 0.025 0.082 0.66 0.1289. 42/81.8 
3 81.5  5.02.27(0.7020.695 960 0.046 0.0270.073 0.66 0.15.89.5077.3 
4 78.5  7.0/2.500.6910.683| 970 0.046 0.027 0.073 0.78.0.19.89.31|75.7 
5 74.8 4.52.35 0.6410.634 980 0.035 0.032 0.067 0.49 0.15 89.43.68. 1 
9 81.5 4.5 2.560.653 0.671) 980 0.038 0.021 0.059 0.48 0.08 91.2183.3 
10 74.4 12.03.1510.6410.659 960 0.041 0.025 0.066 0.47,0.08 89.98 83.0 
11 [81.0  5.02.44/0.6660.691) 920 0.046 0.0200. 066 0.67 0.12,90.45 82.1 
12 |80.8 5.02.490.703'0.716 930 0.080.0.009 0.089 0.83 0.15 87.57/81.9 
13 81.7  4.02.590.6350.660 930 0.053 0.019 0.072.0.68 0.1189.09 83.8 
14 81.5 | 4.02.890.5940.600 950 0.038 0.019 0.057 0.56 0. 11/90.50.80.3 
15 81.2  4.5.2.920.643'0.643 960 0.041 0.023 0.064.0.67 0.14. 90.05 79.1 
16 [81.3 | 4.52.820.637/0.655, 960 0.035 0.034 0.069 0.610.1189.47/82.0 
17'79.9 5.52.78 0.625 0.637, 930 0.043 0.030 0.073 0.54 0.09 88.54.79.6 
18 [81.3 5.5 2.610.6130.619 930 0.038 0.024 0.062.0.610.11/89.98 82.0 
19 80.0 6.02.73/0.5880.606, 920 0.040,0.023 0.063 0.53 0.09 89.60 79.2 
22 80.6 4.5.2.780.588,0.600 920 0.033 0.031 0.064 0.56 0.09 89.33 84.0 - 
23 80.6 4.5,2.870.6620.643) 920 0.044/0.024 0.073 0.58,0.09 88.65 84.4 
24 80.6 | 6.02.610.649.0.686, 930 0.042 0.027 0.069 0.47 0.08 89.9483.1 
25 89.6 5.5.2.77,0.6370.662) 930 0.042 0.023 0.065 0.38 0.04 90.18 89.5 
Ave. 79.8 | 5.1/2.75,0.675 0.680 0.058 0.023 0.081 0.57 0.10 88.09/82.5 


Ie GOV ELYAOHICO PD CIN Del CONV gin alte ert: 2-05 + tin) aleiaie eo iucte eqs 9)4 eyciole Guleganc. «6 88.09 
Fredowery, Of Silver per CCMts 2 gh sp yee ena we ge aura Neat yn Some te 82.5 
Pounds copper per om Caleinesics sa kiya eh be Me EE alae oc ees 13.6 
Pounds copper per ton in tailings............ EA EM ee Poke oe : 


Pounds copper-per ton recovered... J... sir esse team cial etek oe da ecee 
Average feed per 24 hr. (tons dry wt.).2. ... 6-325, Semmes eee oe Caen 79.8 
Average coal consumption, per Cent... ... 2.1.6.6. esse eee cence ec eee ene 2.75 
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Precipitation of Copper from Solution at Anaconda 


BY FREDERICK LAIST AND F. F. FRICK, ANACONDA, MONT. 


(Salt Lake Meeting, August, 1914) 


Introduction 


In a leaching process, having. obtained the copper in solution, the 
choice of the precipitation method is influenced by the following factors: 

1. Availability of precipitant. 

2. Adaptability to the leaching process. 

3. Final product desired. 

4, Regeneration of leaching solutions. 

5. Fouling of solutions. 

There are three general classes of precipitation mothods: 

1. The use of iron, scrap or sponge. 

2. Electrolytic deposition. ; 

3. The use of some gas or reagent by which the copper is obtained, 
usually in the form of an intermediate precipitate which requires further 
treatment. For example, the precipitation of the copper as CuzCly 
from chloride solutions, with SO». gas. 

The use of iron is adapted to almost any process. It has the great 
advantage of extreme simplicity, and the recovery of the copper and any 
values present in a highly concentrated, easily treatable form. The 
disadvantages are the cost in isolated places, the uncertainty of the scrap- 
iron market, and the fouling of the leaching solutions. The latter is a 
serious factor, when a reagent such as salt is used in them, which makes 
necessary their re-use. 

Where applicable, electrolytic deposition is very attractive. The 
copper is obtained in a form directly marketable, there is a regeneration 
of acid and no fouling of solutions. Unfortunately, chloride solutions 
do not lend themselves to electrolysis. An entirely satisfactory anode 
material has not yet been discovered, although magnetite, apart from 
_ being rather brittle, seems to answer the requirements fairly well. 

The use of a method of the third class is involved in many special 
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leaching processes, and is highly attractive theoretically. Such methods 
usually involve regeneration of leaching solutions, no fouling of solutions, 
and the use of some cheap reagent, as lime, or a by-product of the process 
itself, or of some process such as smelting. Some method of this kind is 
undoubtedly that of the future where electrolytic deposition is not appli- 
cable. 

The copper solution from the 80-ton leaching plant, in which the sand- 
treatment method now being installed on a large scale was developed, 
averaged Cu, 1.91; Fe20;+Al.03, 3.88; NaCl, 8.3 per cent.; Ag, 0.634 oz. 
The copper content of this solution cannot be increased much economic- 
ally. The application of this solution to successive lots of roasted tailing, 
from which about 10 Ib. of copper per ton can be recovered, would neces- 
sitate excessive washing of the tailing. The copper can be precipitated 
from this solution by means of scrap iron, the cement copper going di- 
rectly to the blast furnaces or converters. The use of sponge iron is more 
attractive than the use of scrap iron, however. It can be made from 
calcines which contain about 50 per cent. iron. This makes the process 
independent of the scrap-iron market. But the use of iron necessitates 
the discard of about one-fourth of the solution each time to stop the 
accumulation of iron sulphate, and this leads to the loss of much valuable 
salt. 

Owing to its high chlorine content the solution is not adapted to 
electrolysis. With a view to getting something better than scrap iron, 
experiments have been and are being conducted on precipitation by sul- 
phuretted hydrogen made from matte (also from calcium sulphate), 
sponge iron from calcined concentrates, and sulphur dioxide from roast- 
ing-furnace gases. 

In the following discussion we shall attempt to explain the operation, 
difficulties, advantages and disadvantages, and the results obtained with 
each of these methods. 


Hydrogen Sulphide 


Hydrogen sulphide was used as the precipitant in the work done on 
the experimental plant operated during the summer of 1912. 

The precipitation tank, 10 by 10 by 7 ft., was equipped with an agita- 
tor and a system of lead pipes in the bottom for gas distribution. The 
generator was a lead-lined iron drum 2 ft. in diameter and 4 ft. high. It 
was built to stand 90 lb. pressure and fitted with air and steam connec- 
tions. The iron sulphide was put in through a handhole in the top. 
The acid was introduced through an iron pipe by gravity. The gas passed 
through a lead main to the distributing pipes. When action ceased a 


plug was removed from the bottom of the tank, 90-lb. air applied and the — 


residue blown out. 
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The copper sulphide was filtered in a small hand-made wooden filter 
press, the inside dimensions of the frames of which were 12 by 12 by 13 
in. Ordinary filter paper backed up with heavy canvas was used. The 
copper sulphide was allowed to settle over night, the clear solution drawn 
off and the thickened residue drawn into a pressure cylinder, from which 
it was forced with 90-lb. air through a }-in. lead pipe to the press. 

The absorption of the H.S gas was very inefficient. The gas entered 
under considerable pressure and escaped in big bubbles through a depth 
of 33 ft. of solution. Some of the iron sulphide, which was the com- 
mercial kind, was of very poor quality. It was found that when ground 
to 4 mesh the rate of evolution of the gas was about right. 

A charge was 400 Ib. of water, 100 lb. of 4-mesh iron sulphide, and 
130 Ib. of 66° Baumé acid which was slowly added. The acid strength 
on starting was about 24.5 per cent. and averaged 7.5 per cent. at the end; 
2.4 lb. acid per pound of copper was required for the generation of the 
HS. The efficiency of the acid used in the generation was about 62 
per cent. The efficiency of the FeS in the laboratory was 80.2 per cent., 
but in the plant only 54 per cent. was realized, due to poor absorption of 
the gas. 

About 100 Ib. of matte was made by fusing in proper proportions a 
heavy pyrite ore, an oxidized iron ore, and lime rock, in graphite crucibles. 
This matte decomposed readily and was 97.2 per cent. as efficient as the 
commercial FeS. 


Analysis of Matte and FeS 


Matte, FeS, 

Per Cent. Per Cent. 
OO) Meee Miata te bas doheetnerite ald eves Naeem tale 78.8 81.2 
Boss sob Perea aes Dore eee gee Sh wy! 28.6 
OS Rte giao by eal ca tecle gel oA ocaheos table 2.23 ioe 
TS Cee nar / oy ae SN ELS ee A 0.8 0.4 


The filtration gave some trouble, due to defects in the press. When 
the press was working well the cakes were of about the consistency of 
cheese and assayed: Cu, 58; S, 29.0 per cent.; Ag, 69.5; Au, 0.04 oz. 
The cakes carried 48 per cent. moisture. 

With a generator having an agitating device, and a properly designed 
absorber, there is no doubt but that a high efficiency could be obtained 
by the use of this process. The reaction between CuSO, and the H2S 

liberates 1.55 lb. acid per pound of copper Dee and the reduction 
of the ferric salts also liberates some acid. 

The advantages of this process are, 

1. Regeneration of acid. 

2. No fouling of solutions. 

3. A product which is high grade and can be readily worked into the 


smelter process. 
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4. The matte used in generating the HS is enriched by removal of its 
iron and sulphur. 

Another method of generating H»S which was considered, but not 
experimented with in connection with the present problem, consists of an 
adaptation of the Chance process, which is most successfully used for 
working up the so-called “soda waste,” resulting from the manufacture 
of soda by the Le Blane process. “Soda waste” is largely composed of 
calcium sulphide (CaS). This is finely ground and made into a thin mud 
with water and is then decomposed with carbon dioxide, the reaction 
being as follows: CaS + CO. + H.O = CaCO; + HS. 

Experiments were made on this line by one of the writers several years 
ago and gave quite satisfactory results. The calcium sulphidé (CaS) 
was made by reducing gypsum (CaSO,) with coal in a shaft furnace 
similar to a lime kiln. The gypsum and coal were formed into bricks 
with water. It was found that a very fair quality of calcium sulphide 
could be made in this manner, a yield of about 75 per cent. of the theo- 
retical being obtained. 

The calcium sulphide was decomposed by means of gases taken from 
the reduction furnace. These averaged about 14 to 16 per cent. CO» 
and answered the purpose very well. The calcium sulphide absorbs 
the CO» with avidity. No heat is required. A train of five cylinders, 
1 ft. in diameter by 3 ft. tall, constructed of galvanized iron and connected 
by pipes and valves in such a way that any cylinder could be made the 
first (or last) of the series, was used for the decomposition of the CaS. 
The CO, gas was forced through the cylinders by means of a small com- 
pressor. The gas on leaving the last CaS cylinder was conducted to a 
similar series of wooden cylinders containing copper solution, no inter- 
mediate pumping of the gas being required. The absorption of the H2S 
was perfect. No odor whatever was perceptible at the outlet of the last 
cylinder. ‘The conversion of the calcium sulphide into calcium carbonate 
by the carbon dioxide gas was also perfect. No odor of HsS could be 
detected when the residue from the tanks was dissolved in dilute hydro- 
chlorie acid. 


Sponge Iron 


In June, 1913, a sample of a concentrate high in iron sulphide was 
roasted to a calcine assaying: SiQe, 4.3; FeO, 72.2; 8, 4.2; Cu, 6.2; Fe, 
56.2 per cent. 

Two parts of this calcine were mixed with one part of fine Diamond- 
ville coal, sealed in a graphite crucible and heated to about 1,700° F. for 
: couple of hours. The residue had a copper equivalent of 1.77. (The 


“copper equivalent” is the grams of sponge iron required to precipitate | 


1 g. of copper from a 1 per cent. copper solution prepared from crystallized 
copper sulphate.) A series of crucible tests followed, which gave suffi- 


a 
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ciently good results to warrant the collection and roasting of about 125 
tons of the special high iron sulphide for further experiment. 

The roasting was done in a 16-ft. six-hearth MacDougall furnace at an 
average rate of 16.3 tons per day. Oil burners were used on the lower 
hearths to maintain the temperature so that the roast could be carried 
below 4 per cent. in sulphur. 


Assays of Concentrates and Calcine 


Concentrates Calcine 
Per Cent. Per Cent. 


: 14.0 
TRIS Si PARLOR Geo orca Ren oe rare eae ee Beats 3.4 

A retort furnace was built near the leaching plant and operated during 
October and November, 1913. The equipment consisted of a three- 
retort coal-fired furnace, an elevation of which is shown in Fig. 1, and 
three air-tight cars for cooling the sponge. The retorts, similar to those 
used in gas making, were 83 ft. long, 15 in. deep, and 2 ft. wide inside, 
had 3 in. thick walls, and cast-iron fronts with gas connections. The 
fine reduced iron reoxidized so easily that air-tight cars were necessary 
for cooling. 

The charge consisted of a mixture of 30 parts ground Dintiondeiae 
coal and 70 parts calcine. The first lot was prepared by grinding the 
coal, mixing with the calcine and grinding the mixture so that 96 per cent. ° 
passed 40 mesh. Later it was found unnecessary to grind the calcine. 
The coal was ground in a Hardinge mill so that 90 per cent. passed 60 
mesh, 

‘The first charge, only one muffle used, was left in for 24 hr. and gave 
a copper equivalent of 2.3. This was continued for a couple of weeks. 
The temperature was raised as fast as possible and the pyrometer reading 
was at 1,600° for at least 4 hr. before discharging. ‘The pyrometer rod 
was not anne down in the mixture, but was above it. The results from 
these charges were uniformly good, the copper equivalent varying from 2.2 
to 3.0 g. iron per gram of copper. No special precautions were taken at 
any time in charging or discharging. The samples of material were taken 
with a pipe sampler from a car of cooled material. The charge was always 
dampened to prevent too much dusting. The charges were about 450 
to 500 lb. of original mixture. These gave on an average, 275 to 300 lb. 
of “‘iron.’”’ One charge during this time was rabbled every half hour for 
9 hr. and the temperature worked up as fast as possible. It was dis- 
charged at a temperature of 1,500° F’. and gave a copper equivalent of 


2.7 g. iron per gram of copper. 
At the end of the first two weeks it was deemed Savicable to try to 
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get more material through the furnace, and a scheme was worked out to 
give each charge 8 hr. and work them off faster. This proved unsatisfac- 
tory. It was not possible to obtain more than 1,300° temperature and 
the resulting iron was very poor. About this time the mufiles began to 
erack and let air in. This naturally resulted in the production of a very 
poor grade of iron. 

The best iron which was made under the foregoing conditions was a 
black, dusty material.. It contained considerable coke and was quite 
light. The coarser calcine gave as good results as the ground material. 
None of the pyrometer readings was over 1,620°. In all cases the pyrome- 
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Fia. 1.—ELrevation or Sponas Iron Retort Furnacn. 


ter tube was over and not buried in the mixture. Toward the end of 
the experiments, the muffles had quite a cake in the lower corners and on 
the bottom, which seemed to be more or less fused to them, and was 
impossible to clean out. ; 

It was early recognized that while a good sponge iron could be made 
in retorts, the fuel efficiency was low and the life of the retorts limited. 
So it was decided to try reduction in a specially rebuilt MacDougall 


furnace. The furnace was so equipped that hot partly roasted calcine 


from another furnace was fed to the first hearth by a steel conveyor. 
The roasting was completed and the calcine preheated to 1,700° by oil 
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burners on the third hearth. The three lower hearths were equipped with 
oil-fired muffle floors. Fine coal was fed in on the fourth hearth. The 
plan was to obtain a mixture of the preheated calcine and fine coal on the 
lower hearths under strongly reducing conditions such that the reduction 
would be accomplished. The oil burners directed into the lower hearths 
worked all right, but those into the muffles, due to the necessarily restricted 
size of the muffle, localized the flame too much, melting the bricks in the 
direct path of the flame and depositing carbon on the other portions. 

The oil burners were removed and coal firing was tried. Two fire 
boxes were installed on the third floor, the fine coal being fed on the 
fourth floor. The addition of this cold coal lowered the temperature to 
such an extent that the calcine did not reduce, and on increasing the 
temperature the coal burned off. It seemed impossible to get a high 
temperature and a reducing atmosphere at the same time on the lower 
hearths. It was then decided to add another fire box. At first it was 
connected to the fifth hearth muffle only, but finally to both the fourth 
and fifth hearth muffles. While increasing the heat in these hearths, 
the muffles were poor conductors of heat and the piers and floors above 
burned out. Gas analyses made on the fifth and sixth hearths showed 
CO:, 15; Oz, 2.7; CO, 0.7 per cent., the temperature in the fifth hearth 
being 1,240° F. The best gas sample showed only 2.0 per cent. CO on 
the fifth hearth and this for only a short time. 

Fine coke was next tried and had the same effect of cooling the calcine. 
Though added on the third hearth, it practically all dropped down to the 
fourth hearth before mixing with the calcine. By laboratory experiments 
it was shown that coke did not have the same reducing action on calcines 
as coal or charcoal under the same conditions and its use was discontinued. 
No appreciable reduction was obtained during this period. The product 
made by the furnace was magnetic, but showed no signs of metallic iron 
and would not precipitate any copper. 

While using two fire boxes the coal burned was 4,000 Ib. per 24 hr. 
When the three were in operation it required 7,500 lb. per 24 hr. The 
special iron concentrates fed to MacDougall No. 62 at a rate of 26 tons 
per 24 hr. averaged: Insol., 7.1; FeO, 47.6; and S, 46 per cent. They 
were roasted to 5 per cent. S. » 

Owing to the cooling effect of adding the coal dust to the calcine in the 
furnace, feeding a mixture of coal dust and calcine thoroughly mixed was 
tried. A mixture of two-thirds calcine and one-third coal dust by weight 
was fed into the top of the furnace. No difficulty was experienced in 
obtaining a high heat on the three upper hearths, but the lower hearths 
were cold. No reduction was obtained, due; probably, to unavoidable 
leakage of air. 

In January, 1914, it was decided to start a new series of experiments. 
A series of laboratory experiments had been made in December using, 
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Diamondville coal, Sunnyside coke, and charcoal as reducing agents. 
Equally good results were obtained from the coal and charcoal, but 
practically no reduction from the coke at the temperatures used. The 
significance of these results was not appreciated at the time, as will be 
explained later. 

The retort furnace was remodeled, a scrap cast-iron hydraulic cylinder 
81 ft. long and 18 in. in diameter, with a hinged door, being installed. 
This retort was operated for a couple of weeks with a mixture of 30 parts 
fine Diamondville coal and 70 parts calcine, with indifferent results. 

In the meantime it happened that a crucible run was made, in the 
laboratory, using Jumps of coal about thumb size instead of fine coal. 
To our surprise, excellent results were obtained. A new line of experi- 
ments was started in which calcine was heated and then mixed with coarse 
coal. A charge of calcine was heated to 1,500° in the retort and coarse 
coal was charged and rabbled in. The results were poor because of the 
difficulty of rabbling the coarse coal down into the fine calcine. How- 
ever, some reduction was obtained. 

The great disadvantage of the retort method is the low fuel efficiency. 
This was especially true when Diamondville coal, 38 per cent. volatile 
combustible matter, was used. The gas formed carried off the heat as 
rapidly as applied and the temperature could not be raised above 1,000° 
I. until it was driven off. It was known that efficient reduction did not 
take place under 1,500° F., after all the gas was driven off; also that 
while blast-furnace coke was not a reducer at this temperature, charcoal 
was. So it was suggested that the*coke resulting from the coal must be 
the reducer and that the hardness and character of the coke must be 
factors in its efficiency. 

Diamondville coal assayed in 1912: volatile combustible matter, 
38.38; fixed carbon, 45.28; ash, 10.01 per cent. It is not a coking coal, 
in the commercial sense, coke resulting from it being very soft and friable. 

A charge of fist-size Diamondville coal was coked in the retort at 
1,400° F. A charge of coke was ground, mixed with calcine, and reduced 
in the retort with indifferent success. The next day the remaining coke, 
uncrushed, was charged with calcine into the retort. Conditions seemed 
to be just right this day and an excellent product resulted. The residue 
was a gray spongy mass mixed with coarse unconsumed coke and had a 
copper equivalent of 1.4. It was now decided to preheat coke and caleine 
under efficient conditions and mix them in an air-tight container. 

The retort was shut down and a series of 40 crucible tests made in the 
laboratory to determine conditions of time, temperature, per cent. of 
reducer, hardness of coke, possibility of mixing hot, and other details. 
The results of these experiments showed that if 15 parts of Diamondville 


coke and 85 parts of calcine could be preheated to 1,800° F., mixed, and — 


maintained at this temperature for an hour, the resulting residue would 
have a copper equivalent of 1.5. 
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A double crucible furnace to hold two No. 50 graphite crucibles was 
built. Oil burners were used for heating. The mixer was a sheet-iron 
shell 2 ft. deep and 20 in. in diameter lined with 45 in. of fire brick. 
The mixer was provided with an air-tight cover and three tuyéres, and 
placed on trunnions so it could be dumped. Coke was burned in the 
mixer to preheat it, air being supplied through the tuyéres. When the 
charge was ready the coke was dumped from the mixer and the tuyéres 
closed. 

Charges of calcine and coke were heated in the crucibles to between 
1,700° and 1,800° F. and dumped together into the mixer. There was too 
much cooling in this manipulation and poor results were obtained. Put- 
ting the coke in the mixer and heating it by burning a part of it, using 
air through the tuyéres, was tried. This failed, due to the difficulty of 
getting the coke heated to a uniform temperature throughout. However, 
a copper equivalent of 3.2 was obtained from a picked sample. 

It was then decided to build two small hand-rotated, oil-fired, brick- 
lined cylinders for preheating, from which the charges could be very 
quickly drawn into the mixer. The soft Diamondville coke was heated 
in one cylinder and the calcine in the other cylinder to 1,800° F. The 
charges were so small, however, that when they were transferred to the 
mixer they lost about 300° F. in temperature. The resultant mixture, 
1,500° F. at the start, cooled rapidly and very poor results were obtained. 

Heating a mixture of the coke and calcine in one cylinder to 1,800° 
and then quickly sealing the ends, gave a product with a copper equiva- 
lent of 2.35. This was so promising that a larger furnace of the Briickner 
type was made by lining a section of a White Howell furnace, 5 ft. in 
diameter and 12 ft. long, with 43 in. of fire brick about the middle 
and a 30-in. brick wall in each end, with a 12-in. opening in one end for 
an oil burner and an 18-in. opening in the other for a stack connection. 
A 6-in. charging and discharging door was put in one side midway be- 
tween the ends, and a power drive arranged which gave 1.28 rev. per min- 
ute. This gave a furnace 4 ft. 3 in. in diameter inside and 7 ft. long, with 
a capacity of 2,000 Ib. of charge. Fig. 2 is a photograph of this furnace, 
including the oil burner. 

The sheet-iron box around the middle of the furnace is stationary 
and makes a reasonably air-tight space in which the sponge iron can be 
discharged without excessive oxidation. The discharging door revolves 
inside the box and the iron falls into a rapid stream of water in a launder 
below, where it is quenched and washed into a collecting box. Complete 
data on this furnace have not been obtained. However, the results ob- 
tained so far are satisfactory and no difficulties are apparent which will 
prevent the development of the process to a commercial basis. 

The furnace is operated as follows: 

1,400 Ib. calcine are charged and heated with a fuel-oil flame to about 
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1,300° F. This requires about 1} hr. In a commercial plant the cal- 
cine would be drawn hot directly from the MacDougall hoppers to the 
furnace. About 600 lb. of coal are then shoveled in through the front, 
in small lots. The furnace continues to revolve and in about ¢ hr. 
after starting to charge the coal the hydrocarbons are burned off. “The 
oil flame is again started. In 13 to 2 hr. the charge is up to 1,680° to 
1,700° and reduction is complete. The discharging door is removed and 
the charge quenched. 

We are making sponge iron with a copper equivalent of 1.5 on puntata 
screened through a 14-mesh screen. The coal used amounts to 40 per 
cent. of the weight of the calcine. It is probable that this percentage 


Fia, 2.—Spronar-Iron Furnace. 


can be reduced. Coke to the extent of 25 per cent. of the weight of the 
coal is recovered by screening the product discharged from the furnace. 
This coke can undoubtedly be used again. The quenching works well, 
the quenched product averaging 1.7 copper equivalent. The best results 
are obtained at a temperature of 1,680° to 1,700° F. If the temperature 
is carried much above 1,700° F. there is a tendency for the charge to 
nodulize. The fuel-consumption for heating, 20 gal. fuel oil te a ton 
charge, is very reasonable when it is considered that the process is inter- 


mittent, the scale is small, and the apparatus is still in the experimental 


stage. We expect to present a paper later giving a full account of this 
process. 
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Sulphur Dioxide Precipitation 


When cupric copper in solution is reduced with SOs, in the presence of 
chlorides, there is a precipitation of cuprous chloride, the amount of 


Fig. 3.—Two-ton SuteHuR DioxipE PRECIPITATION PLANT. 


precipitation depending on the solubility of the cuprous chloride in the 
solution. The reaction is, 2CuCl, + SO2 + 2H20 = CuCl, + H.SO, 
+ 2HCl. 
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According to this reaction the equivalent of 1.54 lb. of H2,SOx is regener- 
ated per pound of copper reduced. Actually, from our solutions, 2 to 2.5 
lb. of acid per pound of copper reduced are regenerated, due to reduction 
of ferric salts and a catalytic action of the cuprous chloride. Hither pure 
SOs, gaseous or liquid, or a gas containing 10 per cent. SO2 by volume, can 
be used for the reduction. A gas containing less than 8 per cent. SO2 
by volume does not give satisfactory results. The most satisfactory 
conditions for the reduction and precipitation of the copper, so far as we 
have determined them, are saturation of the cold solutions by passing the 
SO» gas through at 15 lb. pressure per square inch, heating to boiling under 
20 lb. pressure per square inch and then cooling to 60° to 70° F. The 
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cuprous chloride separates as a heavy white crystalline precipitate which 
settles readily. 

Three and one-half tons of the 2 per cent. Cu solution carrying 8.5 
per cent. NaCl have been precipitated in 500-Ib. lots. An average of 80 
per cent. of the copper and 100 per cent. of the silver was precipitated, 
giving a tail solution carrying 0.4 per cent. Cu and 4.0 per cent. H.SOu,, the 
cuprous chloride being soluble in this 8.5 per cent. NaCl solution to the 
extent of 0.4 per cent. Cu. 

The first experiments were made in a lead-lined iron auto-clave, 
holding about 700 ce. The solution was saturated under 10 Ib. pressure 
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per square inch with pure SO, gas, obtained from cans of liquid SO, 
transferred to the auto-clave, and heated to boiling under 10 Ib. pressure 
per square inch. On a leaching-plant solution carrying 1.5 per cent. Cu 
a 71 per cent. precipitation was made. 

The copper solution used in the following experimental work contained: 
Cu, 2.0; Fe:O3 + Al,Os, 4.6; NaCl, 4.8 to 8.5; H:SO., 0.5 per cent.; 
Ag, 0.45 oz. 

A lead-lined pressure tank 1 ft. in diameter and 2 ft. deep, with a lead 
heating coil, was used. The copper solution from the 2,000-ton sands- 
leaching plant will have about this analysis and carry 8.5 per cent. NaCl. 
The solution was saturated under pressure, which was maintained during 
the heating stage. At first pure SO. was used. Later 10 per cent. SO: 
gas made from pure SO: and air was tried. After the details of manipu- 
lation were worked out a 90 per cent. precipitation was made with no 
trouble. Following are the data of one of these runs: 


OMAR SOURCLOTE IER ES 16 cc tis ncn +: Ypas ope giinleg Says > isin 26.5 
erlorntgCw in Wear SOKUION D0.) 10. das. @aeurea soe does 2.0 
Per cent... NaCl in-head ‘solution. =... 2.4 s..4.92-.-<.:+- 4.8 
Percents Guin tatksolutiomes. << ween aalcis oo os ee ae 0.2 
Rerecent.aciaun mead solutiOnasssun ene neeas.@e sso ORS 
Pericentwaed ans talks olutlonie sire ans ptahideadarcr nee eee es 4.0 
IREVACSiN Gre Oa LIN OAS cee ickaniieles Riaiale mea ac detia kom cite 10.0 
A MUa One e THUIMOUN Bi af mgli ces lobes cyawis ets eleys, tails 2 Stall) 
Heating line INOUE cee aire ers sim cme oe sim eee oul aaah 4.0 
Final temperature in degrees F.................0.-----2 195.0 
Saturahion pressure in pounds. |... . cose nso aes se cess 15.0 
Lea ti meepresstre: ll pOUN GS,20...1atraeisiemne ee sede le ers ee 20.0 
IRErZeeMm be PRC CHOI bALI OM erde sents iti <iaiobetnaettOts ocgasklebar c= 90. 


Norr.—Later by a change of steam connections the heating was accomplished in 
2 hr. 


Experiments were made on the operation of a MacDougall roaster 
to give a 10 per cent. gas. The furnace was run hot on a heavy feed of 
undried fine concentrates. The gas, obtained without difficulty at 10 
per cent., was drawn from the second hearth by & small compressor, and 
compressed to 90 Ib. in a 5-cu. ft. oxygen cylinder. This gas gave as good 
results as the mixture of pure gas and air. 

The success of the experiments mentioned warranted a trial of the. 
method on a larger scale, 500 Ib. to the charge. The installation shown 
in Fig. 3 was put in at the MacDougall building. It consists of a water- 
jacketed cooling pipe from the furnace, a dust catcher, a bag box, 
a small compressor, a receiver, the absorber, and two heaters. The gen- 
eral plan is shown in Fig. 4. A section of the absorber and one of the 
heaters is shown in Fig. 5. The absorber is made of sections of lead-lined 
1-ft. diameter pipe with perforated diaphragms between sections. It 
holds about 500 lb. of solution. The heaters are lead-lined cylinders 4 ft. 
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A woolen bag is used to remove the fine dust 


The residue in the bag consists of fine dust, elemental sulphur 
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The absorber is charged with about 500 lb. of 2 per cent. copper solu- 
tion. The SO2 gas is forced in under the lowest diaphragm. A pressure 
of-15 lb. per square inch is maintained by regulation of the vent. The 
gas has been passed through at rates varying from 0.8 to 6.1 cu. ft. per 
minute. The absorption of the SO: gas is almost complete for the first 
hour, and then gradually decreases to about 60 per cent. The solution 
changes from the blue cupric color to a greenish-brown color, and some 
CuzClz is precipitated. Samples are taken every hour, and after 2.5 
to 3 hr. a small portion boiled in an Erlenmeyer flask and cooled has a 
characteristic appearance when the reduction is completed, which we have 
learned from experience indicates that the charge is ready for heating. 
The charge is drawn off in 125-lb. lots to the heaters. The heating time 
averages 35 to 40 min. The pressure is maintained at 20 lb. After 35 
to 40 min. the pressure is gradually reduced and the charge allowed to boil 
several minutes. The four heats from one absorber charge are drawn 
into a barrel, and after cooling over night the supernatant solution is 
sampled for copper. 

The first 18 runs were made on a solution running 2 per cent. Cu and 
4.8 per cent. NaCl. An average precipitation of 90 per cent. of the copper 
was obtained. Then it was decided to increase the salt content of the 
solution to 8.5 per cent., the percentage which will be carried in the solu- 
tions from the 2,000-ton Bude eaokone plant. 

Table I shows the data of 14 runs. In all these runs, 500 lb. of 
copper solution assaying 2 per cent. Cu, 8.5 per cent. NaCl, and 0.5 per 
cent. H,SO.,was used. Thesaturation pressure was 15 lb. and the heating 
pressure 20 lb. per square inch. The absorption of the SO. gas varied 
from 60 to 75 per cent. The average copper content of the tail solu- 
tions was 0.36 and the average precipitation 81.7 per cent. 

A series of runs were made with varying salt percentages. Other 
conditions were about the same as those given in the table. Extra salt 
was added to the regular leaching ‘plant solution to bring it up to the 
desired salt content. 


NaCl, Cu in Tail Solution, Precipitation, 
Per Cent. Per Cent.. _ Per Cent. 
9 0.42 79.0 
9 0.42 79.0 
8 0.32 84.0 
7 0.26 87.0 
6 0.18 91.0 


- The best precipitation ever obtained was on a laboratory experiment. 
The tail solution carried 0.14 per cent. Cu and the precipitation was 
93.0 per cent. 

The operation of this stent was highly satisfactory. The only trouble 
experienced with the plant proper was the failure of the heater linings. 
VOL. XLIX.—45 


PRECIPITATION OF COPPER 


706 


GL°18 | 0°08 | 0°78 | 0°08 | 0°18 | 0'S8 | 0°08] 0°08) O'€8 | O18 | 3°28 | 0°98 | 0°08 | 0°08 0°Z8|"ND Jo UoHeHdroeId “yUe0 Jog 
“U01} 
16° a RUDI aerial loi eta- ane ell Ss ets Leal eAeNS. ave (hers (eave ei ta es terpe- tell Poh os star id fusracte, eh wie le (ae 6'e 1'& GZ'P | -Njos [rey ur FOS" A “490 og 
79¢°0 \or-0 |ze0 |oF'0 |28°0 [ogo |loF'0 lor'0 \se°0 se'0 | Se°0 [82°0 0F'0 0F'0 [S80 |* “TorINIos re} UE ND “Quad Jeg 
1z'8e | 00 | 0'0E | 0'0E | 0'0E | 0-08 | O'S] O'S] O'GF | O'SF | O'SF | O'SF | O'SF | O'SF O'GF|* ““se}NUTUT ‘ou SUTVLEY “Bay 
eh) 1 OFZ 10°68 OTL 020-1. 0 6b ee eee: 0-29 | 0°99 | 0°28 | 0°82 9: 1s bes: eis) e Spt passed *Q9 ‘TOA 
8'FL8| 0°006 0°08 0'OT8 0°0T8| 0°006°°*")"" 0006, 0°0T8| 0°006 0°800'T 0006)" yy “no ‘possed svi ‘JOA 
$0S'S GZ CZ'S o's CS GZ eee ee CZ C°Z GZEZ GZ 8°% GZ see ee . CZ SY okn! ws Sele gy y, smoy ‘passed sex) 
cGg'c 0'9 0'9 CP 0'9 0'9 ee wee ln eens 0°9 0°9 0°9 0°9 0'9 iB Re 16,6 ee oe o4nurut Jed ses rs ng 
S209 2) O78 Ml Okie ne weemeSs ee Soe aye cen 256 2032 Or Gr 8 OL AoC tate Oe ee I°8 | Se peoy ur “Og yUe0 Jed “Bay 
‘Bay [ ge sf Tee 08> Bae Ree We oe esa Got SOcere coe = eee ene ‘ON UNY 
Sn se Se Se 


‘apixoig unyding fq saddoy fo uounpd1901g—J HIAV J, 


PRECIPITATION OF COPPER 707 


The heaters were originally lined with old 6-lb. lead, and both failed. 
The first one which failed, after relining with new 8- Ib. lead, served for 
48 heats and then showed no appreciable deterioration. 


Reduction of Cuprous Chloride 


There are three methods of reduction of the cuprous chloride which 
have been worked out to some extent and which seem capable of develop- 
ment to a commercial basis. 

1. Precipitation with sponge iron. 

2. Reduction with coke with limestone present fa flux and hold the 
chlorine. 

3. Electrolytic reduction. 


Precipitation with Sponge Iron 


Sponge iron, when mixed with cuprous chloride 40 to 50 per cent. 
solids, gives a rapid and complete precipitation, with the evolution of 
considerable heat. The reaction is, CusCl, + Fe = 2Cu + FeCl. It is 
evident from this reaction that only one-half as much iron is required to 
precipitate the copper from cuprous chloride as from a cupric salt. A 
sponge iron with a copper equivalent of 2.30 on a copper sulphate solution 
gave a copper equivalent of 1.20 on cuprous chloride. The cement copper 
from the precipitation of copper from cuprous chloride with sponge iron is 
rather granular, settles readily and washes easily. A sample made from 
sponge iron with a 1.20 copper equivalent on cuprous copper assayed 56 
per cent. Cu and 0.1 per cent. Cl. 

The precipitation of the copper from solutions by the SO, method 
followed by the treatment of the cuprous chloride with sponge iron makes 
an effective combination. Concentrates may be roasted in a suitable 
furnace to make the required SO: gas, and the hot calcine drawn directly 
from the hoppers beneath the roasting furnace into the revolving furnace 
for reduction to sponge iron. In a suitable furnace the concentrates can 
be roasted to under 4 per cent. S and 10 per cent. gas produced. It would 
figure about as follows: 100 tons concentrates assaying, Cu, 5.3; in- 
soluble, 6.4; FeO, 48.6; Fe, 37.8; 8, 44.8 per cent., will roast to a 
calcine assaying, Cu, 8.4; insoluble, 10.6; FeO, 62.6; S, 3.7 per cent. 
About 40 tons sulphur or 80 tons SO: are available. About 60 per cent. 
of this SOz, or say 50 tons, can be absorbed in precipitation of the copper. 
The reaction is, 2CuCl, + SO2 + 2H20 = CueChk + HSO2 + 2HCI. 
It is evident from this reaction that 50 tons SO» will precipitate about 100 
tons copper. 

The original concentrates contain 37.8 tons iron, of which 80 per cent. 
is available, for precipitation of copper, in the form of a sponge iron with 
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a copper equivalent of 1.5 to 1.6 on copper sulphate solution and 0.8 to 
0.9 on cuprous copper. Cuprous copper requires 0.44 lb. pure iron per 
pound of copper for precipitation. 37.8 X 0.80 + 0.44 = 68.7 tons copper 
precipitated. This gives a comfortable margin of SO: for precipitation 
and any excess can be easily wasted. The above calculation is rather 
rough, because, as before mentioned, the complete data of the sponge iron 
process are not yet worked out, but it is probable that it is not far off. 

The combination of the methods has these advantages: 

1. The conversion of a large part of the SO2 from the roasting process 
directly into sulphuric acid in the leaching solutions, accompanied by the 
precipitation of the copper in a concentrated form, from which it can be 
recovered by precipitation with the sponge iron resulting from the reduc- 
tion of the calcine. 

2. The use of only one-half as much iron to precipitate the copper from 
the cuprous form as from the cupric, and hence the return of only one- 
half as much iron into the leaching solutions to foul them. 

3. The precipitation of the copper in a concentrated condition by a 
simple process, in a form easily washed and handled. 

4. The possibility of the treatment of the ferrous chloride which results 
in such a way that the valuable chlorides can be returned to the leaching 
solutions unaccompanied by iron. 


Reduction with Coke in the Presence of Limestone 


By this method the cuprous chloride is directly reduced to metallic 
copper, by a furnace process, with the production of a calcium chloride 
slag from which the chlorides may be leached and returned to the leaching 
process. Cuprous chloride is very volatile at high temperatures. How- 
ever, by having fine limestone about 10 to 15 per cent. in excess of the 
theoretical requirements, in intimate mixture with the coke and cuprous 
chloride, it is possible to accomplish reduction with a loss of not more than 
5 or 6 per cent. of the copper. 

A mixture of 100 parts of slightly moist cuprous chloride, 65 parts 
limestone, and 10 parts coke was melted in a No. 50 graphite crucible and 
the melt poured into a sand mold. The button assayed 97 per cent. and 
the slag 0.88 per cent. Cu; 93.1 per cent. of the copper was recovered in 
the button and 1.4 per cent. in the slag, making a total recovery of 94.5 
per cent. The slag, which carried 86 per cent. of the original chlorine in 
the cuprous chloride, and assayed 35 per cent. Cl, was leached for 2 hr. 
with warm water; 56.6 per cent. was soluble and the residue assayed 1.6 
per cent. Cl. This indicated a recovery of 98.7 per cent. of the chlorine 
in the slag and 84.9 per cent. of the original chlorine in the cuprous chlo- 
ride. This recovery was probably low, due to loss.of slag in cleaning up. 
The insoluble, consisting mostly of lime and carrying some copper, settled 
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readily and could be worked up in the smelter process for its copper value 
without trouble. 

Briquettes were made of a mixture of 100 parts moist cuprous chloride, 
75 parts limestone, 10 parts coke, and 5 parts cement, by hand pressure, 
and with a testing machine at 2,500 to 5,000 Ib. per square inch, in a die 
3 in. in diameter. Excellent briquettes resulted in all cases, assaying 
about 26 per cent. Cu. A charge of briquettes was melted down in a 
small reverberatory about 12 in. wide and 20 in. long, using the flame of 
an oil burner for heating; 94.1 per cent. of the copper was recovered, 87.6 
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Fic. 6.—Puan AND Cross-SECTION OF 6-In. REDUCTION CELL. 


per cent. in a button and 6.5 per cent. in the slag. A charge of briquettes 
wasalso fused ina small cupola; 93.9 per cent. of the copper was accounted 
for, 90.8 per cent. in the button, which assayed 96.1 per cent. Cu, and 3.1 
per cent. in the slag, which assayed 1.65 per cent. Cu. 

In all cases there was considerable fume given off and the flame had a 
characteristic bluish color. It is very probable that with a suitable 
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installation 95 per cent. of the copper could be recovered in metallic form 
and in the slag, and that 75 per cent. of the volatile copper could be caught 
in a Cottrell treater or a milk of lime absorption tower. 


Electrolytic Reduction 


The reduction of the copper from cuprous chloride by electrolysis 
requires only one-half the current which would be required to precipitate 
-it from the cupric form. However, it is difficult mechanically, because 
the cuprous chloride is a solid and the strongly oxidizing gases given off 
at the anode must not come in contact with it. This makes necessary 
the use of a horizontal diaphragm cell and a circulating depolarizing solu- 
tion. The solution resulting from the SO: precipitation after the cuprous 
chloride settles out is strongly reducing and makes an admirable depolariz- 
ing solution, which on oxidation gains the equivalent of about } lb. of 
sulphuric acid per pound of copper reduced. This makes the combination 
of this method with the SOz2 precipitation method very attractive. The 
early experiments were made in a cell 6 in. square, shown in plan and sec- 
tion in Fig. 6. It consisted of a wooden box (a) with a copper-plate 
bottom; a tray (b) with wooden sides and a sheet-copper bottom; a canvas 
diaphragm; a graphitized carbon anode; and intake and outlet pipes for 
the depolarizing solution. The cuprous chloride, filtered and washed, 
was mixed with about 10 per cent. NaCl, which made it thin enough so 
it could be readily poured into the tray. The reducing solution was cir- 
culated until there was a noticeable smell of chlorine from about the anode. 
As the run approached completion there was considerable evolution of 
gas from under the diaphragm. Part of the copper was deposited firmly 
adhering to the starting sheet and part in a loose form. The data of one 
of these runs were: 


Depth of cuprous chloride, inches...........5.....<.... 2.0 
AVerage AMpPErAgel.«/s14 ie ease ee emiae etree bias Mees 3.32 
AV OTaAgervOltawe.s. Sie. , ahi us betaree easenticle Recttiate sake een 2.67 
Current density, amperes per square foot............... 19.14 
Theoretical copper deposited, grams................... 537.4 
Copper actually deposited: : 
Adhering to starting sheet, grams................. 225.2 
TOOSe WET ATAS sc) cnc cp cies tin cemarih oars ene Se LIE 229.0 
Assay of copper: 
Adhering to starting sheet, per cent................ 99.56 
TiS 080; Der COND... yeatarets recta lal aftue Oeceen ce eee cea 97.03 
Pure copper deposited, gramsa is. sy once oe ee 446.4 . 
Current efficiency, per centers. wince eiea eae ee rete 83.06 
Power consumption per pound of copper, kw-hr......... 0.615 
Volume depolarizing solution, liters.................... 15.27 
Average acidity of head solution, per cent. H»SO4....... 5.23 


Average acidity of tail solution, per cent. H,SO,......... 6.97 
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i A combination of three cells similar to those shown in Fig. 7 was then 
tried. Graphitized carbon immersed electrodes were used, the anode 


of one cell serving as the cathode of the one above it. 
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Fig. 7.—PuLAN AND Section or Two Exrectrrotytic Repuction Canis oF THE 


1-rr. sq. 10-Deck INSTALLATION. 


Inside dimensions of trays, inches...... ee Ae lby 4 by 4 
Depth of cuprous chloride, inches..................... 1.0 
Total time of passing current, hours................... 36.16 
ASV Crag CLAMP CLAS Oi iid scale) sacle ctes sos a aas aos ee Ga: 2.41 
ANOLE CVV Ol CAROn ser rahe wants ex cise selection ovis damineee ae 7.46 
Average voltage per cell..............0.0 00. et upvc es 2.49 
Current density, amperes per square foot............... 2L12 


Theoretical amount of copper deposited, grams......... 620.1 


Each cell had its 
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Copper deposited: 


Adhering to starting sheet, grams..............+-- 256.0 

Loose; @Tamas:.\c.: sisciliea.e geste BO ses bites epee eta 193.7 
Assay of copper: 

Adhering to starting sheet, per cent..............-. 95.18 

Loose, per contasy sae everest oem onan etek 794.04 
Pure copper deposited, crams eens pteteets sors siete ai cter 425.8 
Current efficiency, per cents: sence + sas owe ale eerie oe 68.66 
Kew-hr. “per=pound/oficopperiy..c- su... ces oe estes pate 000 
Volume depolarizing solution, liters.................... 18.74 


Avg. acidity head depolarizing solution, per cent. H2SO4. 4.07 
Avg. acidity tail depolarizing solution, per cent. H.SO4. 5.64 


It was then decided to try the method on a larger scale. Ten cells 
as shown in Fig. 7 were built and set in a frame so that a cell would slide 
out from over the one below it, exposing the tray of the lower cell for 
filling or removal. The cells were set on an incline of 3 in. to the foot, 
the overflow side being the high side. This made unnecessary the use of 
a dam on the overflow side to bring the solution in contact with the anode 
surface. 

As yet the cell has not been worked out to an entirely satisfactory 
basis, but it seems capable of development. 


Corclusion 


At present it seems advisable to precipitate the copper directly from 
the copper solutions of the 2,000-ton sands-leaching plant with sponge 
iron. The precipitation of the copper from such solutions with sponge 
iron is being worked out and promises to be simple. Until the leaching 
process is established on a definite operating basis it does not seem advis- 
able to introduce a complicated precipitation method. 

The acid plant now building will have ample capacity for the first 
2,000-ton leaching unit. When the time comes to build further units, 
the installation of an SO2 precipitation plant will depend on considerations 
of first cost of acid and precipitation plants, cost of operation and other 
factors which undoubtedly will develop. 
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The Leaching of Copper Ores 


Discussion of the papers of Sruarr CroaspaLE, p. 610; W. L. AUSTIN, pp. 659 
and 668; Frepertck Last and Haroxp W. Aupricu, p. 671; Frepertck LAist 
and F. F. Frick, p. 691. 


R. C. Cansy, Wallingford, Conn. (communication to the Secretary*). 
—Apropos of the experimental reduction of copper from cuprous chloride 
by fusion with ground limestone and coke, as described by Messrs. 
Laist and Frick, and also proposed for use at Chuquicamata, it might be 
of interest to refer briefly to the experience at Argentine, Kan., in the 
smelting of the suboxide of copper (as produced in the Hunt and Douglas 
process) containing appreciable quantities of chlorides. 

In the Engineering and Mining Journal of June 10, 1911, I gave some 
account of what had appeared to be crucial difficulties with the Hunt and 
Douglas process, and how the filter-press difficulty had .been so ‘rapidly 
overcome after my discovery of the effect of the sodium salts in the 
leaching solutions. I also described the effect of the cupola-furnace gases 
upon the lime rock with which I had replaced the coke in the absorption 
tower, which apparently showed the presence of considerable chlorine, 
due to the imperfect conversion of the subchloride to suboxide, as well as 
that due to the difficulties of washing thoroughly the suboxide with the 
means provided, and also to the presence of chlorides in the cement copper 
which was smelted with the suboxide. 

The fumes from the cupola, when issuing direct into the atmosphere, 
were very dense and white, except when a hot furnace top caused a 
reddish tinge due to dust. Thesefumes hada peculiarly suffocating effect, 
so that when they were blown over into the town the population suffered 
the greatest actual distress, not the mere annoyance which would have 
been due to a disagreeable odor. The absorption tower had been built 
at the instance of the city authorities to abate this nuisance, and not with 
the idea of making any additional metal savings. 

A serious feature in connection with the Argentine experience with the 
Hunt and Douglas process was, that it had been implicitly assumed that 
there could be no metal loss in the Hunt and Douglas process itself, and 
that all attempts to locate the ruinous copper losses which were accumu- 
lating in the metallurgical accounts were devoted to the roasting depart- 
ment. It is possibly unfortunate for metallurgical advance along these 
particular lines that just about the time of this discovery of this previ- 
ously unsuspected volatilization loss, in the smelting of the suboxide, 
the Kansas City company made a contract with the Western Union 
Telegraph Co. for its supply of copper sulphate and the Hunt and Douglas 
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process was abandoned, the plant being remodeled into a copper sulphate 
works. I regretted this, as I had confidence that by a more suitable 
manipulation these volatilization losses could have been overcome, thus 
giving an ideal treatment for lead-furnace matte, in which the lead, 
silver, and gold values were so promptly converted into bullion, and in 
which the copper was equally prompt in being placed in marketable form. 

It is obvious that the conditions attending the proposed reduction of 
the cuprous chlorides by admixture of lime and smelting with coke are 
very different from those which obtained in the smelting of the suboxide, 
but the metallurgical experience at Argentine was such as to indicate that 
in the practical application of the proposed treatment of the cuprous 
chloride the greatest care must be taken to maintain the proper condi- 
tions, otherwise there undoubtedly will be very considerable volatiliza- 
tion losses. 


LawreENceE Appicks, Chrome, N. J.—I think this question of whether 
a process shall be wet or dry is a good deal of a temperance one. Some 
ten or fifteen years ago there was a good deal of intoxication over wet 
methods, which was not justified, and the result was that the use of 
liquor became rather unpopular for a while, and we had a prohibition 
period. I think now it is largely local option. We have to realize that 
every one of these cases has to be dealt with as a particular problem, 
and there is no fixed process that will apply to all cases. 

I felt, in looking over these papers, that electrolytic deposition -was 
in need of a champion, and I want to say a few words on that subject. 
I have been particularly interested in this subject the last three months 
in doing some work for Phelps, Dodge & Co., and I have been astonished 
to find under what adverse.conditions it was possible to get good de- 
posits. A coherent deposit premises a sufficient number of copper 
ions in contact with the cathode to satisfy the current. You can get 
this by having a solution very heavy in copper, or a solution considerably 
lighter in copper, but with a very rapid circulation. The ordinary 
electrolytic refiner has a handicap which is entirely absent in leach 
liquors: namely, the presence of gold and silver slimes at the anode, 
which cannot be disturbed by any violent circulation, or there will be 
prohibitive silver and gold losses in the cathode. I believe also that 
we are wrong in looking at this problem as a cyclical one, rather than a 
continuous one, and that it would be better to consider the use of liquor 
quite high in copper, say 3 per cent., take it down to 2 and 2% per 
cent., run that back into the tanks and make up the half per cent. that 
is missing, and then back to the electrolytic tanks. In this way you 
get better depositing conditions, and, when studied over, it is not so bad 


from the leaching point of view. Of course, that means counter-current 


washing of the ore in order to bring the liquor up to the necessary strength 
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for the depositing tanks, and indicates the use of Dorr thickeners, or 
something of that kind. 

The question of the wash water bringing up the bulk is very say 
dealt with in the very dry climates out West, by using a cooling tower 
and evaporation, to get reduction of bulk. ) 

Now as a depolarizer, using a carbon anode, iron is the real depo- 
larizer in most cases, even though sulphur dioxide may be introduced. 
Tron is almost always present, and it is a very efficient depolarizer. We 
found in the experiments at Douglas that it is quite possible to con- 
sider working voltages as low as 3°; and jy volt. The depolarizer 
requires circulation in order to bring fresh iron sufficiently close to the 
surface of the anode. With such voltages we aim to obtain a recovery 
of 3 lb. every kilowatt-hour. 

There were one or two questions that I wanted to ask, in case any- 
body could give me any information. One is regarding the appar- 
ently remarkable wood out in this country, which seems to hold acid 
liquors, which wood won’t do in the East. I am used, in all my ex- 
perience in electrolytic work, to see wood after an exposure to sulphuric 
acid reduced to a soft charcoal, which you can poke your finger through. 
If redwood will stand acid to the extent which my brief observation in- 
dicates, I don’t see that there is any problem entailing the use of as- 
phalt mixtures and other protective coatings for this work. 

The other question I wanted to put was whether any one here has 
had experience in the restraining of the solution of impurities by carry- 
ing the liquor with which you leach very high in those impurities. The 
real problem in Arizona is one of alumina, and what to do with it after 
it gets in solution. My idea was that we might take a solution so high 
in alumina that the amount dissolved from ore would be very little 
additional. I might also say we have worked with solutions and elec- 
trolytes as high as 7 per cent. alumina, and that we are using in our 
standard work 3 per cent. Al,O3 and 3 per cent. Fe in the liquor without 
any trouble with the deposit. 


SruarT CROASDALE, Denver, Colo.—Messrs. Laist and Frick have 
made an excellent, summary of the conditions which govern the selec- 
tion of a precipitation method .in leaching processes for copper ores. 
The importance of a careful consideration of these conditions is apt 
to be overlooked by investigators who are over-anxious to develop one 
idea. The conditions in Anaconda are quite different from those in 
Chile or even those in Arizona, and a method of precipitation that is 
adapted to one set of conditions might be quite impracticable in another. 

From my own experience, I believe the authors could have obtained 
a better absorption of hydrogen sulphide by introducing it through a 
diaphragm of burlap, or of perforated sheet lead like that used for fil- 
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tration in chlorination barrels, or through a “silica sponge” that was on 
the market a few years ago for cyanide vats. Any sort of a diaphragm 
is much better than perforated pipes, provided the column of solution 
is not too high. With this arrangement, the depth of solution should 
" not be over 6 in., and 3 in. is better. The gas bubbles then have a 
chance to hit each other and collapse, thus forming a foam with the so- 
lution, whereas if they have to go through a greater depth of solution 
they are forced together into large bubbles and of course escape like so 
many balloons. A launder, through which a shallow stream of solu- 
tion could flow over the perforated bottom, would no doubt be a more 
efficient precipitating apparatus than a tank. : 

I believe it is possible to make hydrogen sulphide in quantity by a 
more direct method than by the decomposition of a solid sulphide with 
an acid. I have produced it quite readily by passing illuminating 
gas over pyrite at a low red heat, but this probably utilized only one . 
atom of sulphur. 

When pyritiferous lignite or bituminous coal is used in a gas pro- 
ducer, considerable hydrogen sulphide is generated. 

These facts suggest that both hydrogen sulphide and power gas 
might be obtained from a gas producer by charging pyrite with the 
fuel and introducing steam in the proper proportion. A modifica- 
tion of the Hall process for desulphurizing might also yield the desired - 
results. 

In making sponge iron it is unfortunate that these gentlemen wasted i 
time and money in duplicating my experiments with the multiple-hearth 
furnace without making any progress in that direction. 

During August, 1912, I made a number of laboratory experiments 
on the reduction of calcines and iron ore, by using coke, coal, and gas | 
for reducing agents. These were so encouraging that I went East in j 
September, 1912, with Dr. Ricketts and the officials of the Calumet & | 
Arizona Co., to investigate Jones’s methods and those that had been used | 
by the various iron companies for making sponge iron. . 

While visiting the Pennsylvania Salt Works, in Philadelphia, we | 
learned that Professor Crabtree, of the University of Pittsburg, had . 
been experimenting along this line a year or two before with the Wedge 
muffle furnace, but he had neglected to make his furnace air tight, and, 
after securing a reduction on the upper hearths, his product oxidized on | 
the lower hearths. 

After explaining to Mr. Webb, Secretary of the Furnace company, 

that we wished to roast pyrite for etd making and then reduce the cal- 
cines to sponge iron for a precipitant, we decided to order an experi- 
mental furnace of the Wedge double-function type, whereby we could 
roast the pyrite on the three upper hearths and deliver the hot calcine 
on the upper of three muffle hearths, where it would be mixed with 
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powdered coal from a feeder attached to the side of the furnace, and be 
reduced to sponge iron on the three lower or muffle hearths. This 
furnace was set up and operated in Douglas, Ariz. We reached the limit 
of its possibilities, and completed this set of experiments by August, 
1913. We learned what not to do and where our furnace was weak. | 
The only thing to do was to build a new furnace along the lines I have 
already suggested in another paper before the Institute. 

It seems that several months later Messrs. Laist and Frick dupli- 
cated our furnace in every essential detail, obtained the same results, 
and stopped their set of experiments where we were forced to stop. - 
Could they have taken advantage of my experience, the time and money 
spent in duplicating my work would have made substantial progress in 
making sponge iron from calcines with a continuous furnace. I have 
gone somewhat into detail on this subject because it emphasizes once 
more the advantage of more centralized research among companies in 
the same line of metallurgy. 

The days of secrecy have passed, and every metallurgical company » 
in the country keeps open house for the continuous stream of managers. 
superintendents, and engineers of other companies that go the rounds 
“swapping information.’”? Some engineers still entertain an imaginary 
value of patents, but these values have less chance of becoming real 
as the exchange of information becomes more common. It-seems to 
me, therefore, that under these conditions much greater and more 
intelligent progress could be made in all branches of metallurgy, whether 
it be copper, lead, or zinc, if metallurgical companies, or at least closely 
allied companies, would segregate their research work into common 
departments in their respective lines and employ a competent force of 
engineers, metallurgists, electro-chemists, physical chemists, and others, 
as might be needed to meet the requirements. 

This idea has been objected to as being destructive of individuality, 
subject to the petty jealousies of human nature and subject to the loss 
of unbiased viewpoints from independent research. It seems to me 
these are all offset by lack of progress and loss of time and money from 
the detailed duplication of work which it has been my experience to 
observe. 

To secure cheap iron from calcines, I think efforts should be directed 
to the development of a continuous furnace. Encouraging results 
are now being obtained from a shaft type of furnace and some experi- 
ments of my own, made in September, 1913, lead me to believe that a 
cheap and efficient continuous furnace can be made after this pattern. 

I do not see how sulphur dioxide can ever become a commercial pre- 
cipitant for copper from solutions on a large scale. It may be, as the 
authors state, “highly attractive theoretically,” but in leaching large 
tonnages of low-grade material, as now planned, I do not see how it 
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can be made practicable to introduce a precipitant into cold lixivium 
under pressure, then heat the entire lixivium to boiling under pressure, 
and again cool to ordinary temperature, in order to get a product that 
has to be treated by another reagent in order to precipitate the copper. 
I need not mention the other difficulties that have been encountered 
when using this precipitant in straight copper sulphate solutions. It 
is, of course, an acid maker, but I believe acid can be made more cheaply 
by ordinary methods. 

In fact, with the average leachable ore, where more or less iron, 
aluminum, and other elements pass into solution with the copper and 
the lixiviants soon become foul, I doubt if much advantage can ever | 
be obtained by any method of dual precipitation. The regeneration 
of the lixiviant is seldom complete, and such a method involves the 
construction and operation of two distinct plants where cheapness and 
simplicity of operation are of primary importance. 


Dorsey A. Lyon, Salt Lake City, Utah.—The following statement 
appears on p. 660: ‘When the copper to be extracted is found mineral- 
ized as a sulphide the use of sulphuric acid as lixiviant necessitates 
breaking up the sulphur combinations by roasting in order that the 
metal can be brought into soluble form. This operation, however, 
instead of being a drawback, presents advantages. The expense of 
roasting is light, for it is very effectively and cheaply carried out in 
modern mechanical furnaces.’”’ I would like to inquire from those 
who have had experience along this line whether they believe this to 
be true. 


Freperick Laist, Anaconda, Mont.—I would like to reply to Mr. 
Lyon’s question, and also to say a few words in reply to Mr. Croasdale’s 
and Mr. Canby’s discussion. 

I hardly think that any saving of lixiviant due to roasting would 
balance the cost of roasting in the treatment of low-grade ore. The 
amount of soluble copper formed during the roasting operation would 
not cause the saving of much sulphuric acid. It would certainly not 
save an amount of sulphuric acid which would balance the cost of roast- 
ing, particularly when the leaching plant is located at a smelter where 
acid can be made around $3 per ton. 

Regarding Mr. Croasdale’s remarks on the absorption of hydrogen 
sulphide, I am quite certain that a much better absorption than we ob- 
tained could be gotten and that a more suitable apparatus than we used 
could be designed. The question with us, however, was whether hy- 
drogen sulphide could be made cheaply enough from a low-grade copper 
matte to justify its use as a precipitatant. We never questioned the 
possibility of getting a complete absorption. 

When we undertook to solve the problem of profitably recovering 
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the copper from our sand tailings by leaching, some three years ago, 
we decided to do the work thoroughly and to try out every method of 
precipitation that offered hopes of success. Along with our H.S ex- 
periments we carried on experiments with various other methods, such 
as precipitation by sponge iron, electrolytic precipitation, sulphur di- 
oxide precipitation, etc. It was quite early in the game that we came 
to the conclusion that while hydrogen sulphide could undoubtedly be 
used and developed into a commercial precipitatant, the method would 
not be as satisfactory as some of the others which were tried. Ex- 
perimentation, therefore, along this line was dropped and hence there 
was no incentive on our part for spending the money necessary to de- 
velop a more satisfactory type of absorption apparatus than that used 
in the preliminary work. 

Methods for the production of sulphuretted hydrogen, such as pass- 
ing illuminating gas over pyrite at a low red heat, were tried by us, 
but did not give sufficiently satisfactory results to compete with the 
other method. Reactions of this kind are generally very incomplete 
and for this reason the expense of heating the pyrite and making the 
illuminating gas is high per unit of H.S produced. 

As regards the making of sponge iron, Mr. Croasdale sees fit to 
criticise us for wasting time and money in duplication of experiments 
with the multiple-hearth furnace without making any progress in that 
direction. Both the making of sponge iron and its use for precipitating 
copper from solutions are old. Therefore, no one could claim originality 
for proposing the use of this reagent in connection with the lixiviation 
work now being carried on by various companies. Professor Lunge 
describes in considerable detail the making of sponge iron and its use 
for precipitating copper in his work on sulphuric acid and alkali. The 
iron oxide which is reduced to sponge iron is cinder or calcine which 
results from the roasting of Spanish pyrite after the copper has been re- 
moved by lixiviation. Soon after we actively commenced experimenta- 
tion here it occurred to us that the iron which is so abundant in our cal- 
cines might be converted into a metallic form and used for precipitating 
copper. We looked up the subject of sponge iron and could find records 
of no apparatus devised for making it which fully met our requirements. 

During the Butte meeting of the Institute, in the course of conversa- 
tion with W. McA. Johnson, he suggested the use of a muffle-fired 
MacDougall furnace. At that time, we had not arrived at any clear 
idea as to what form of reduction furnace could be used on a large scale, 
and we were building a small retort furnace in order to obtain several 
hundred pounds of sponge iron for experimentation. Mr. Johnson’s 
proposal sounded pretty good to us and we decided to fix up one of our 
MacDougall furnaces and give the method a trial. We did not know 
at that time exactly what work Mr. Croasdale was engaged on, nor 
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would such knowledge have materially influenced our actions. The 
cost of making the experiment was not great, and while it was an abso- 
lute failure, it clearly showed us wherein lay the defects of the Mac- 
Dougall furnace for this kind of work and served to put us on the right 
track. 

The MacDougall furnace is admirably adapted for oxidizing, and for 
that very reason it is not adapted for carrying on operations where a 
powerfully reducing atmosphere must be maintained. It is almost 
impossible to entirely exclude the air, and it is impossible to heat the 
charge to the reduction temperature by means of muffles without the 
consumption of an excessive amount of fuel. Moreover, the expense of 
keeping the muffles in repair is prohibitive. 

We, therefore, turned our attention to the Brueckner cylinder as a 
more promising type of furnace for this work. We rapidly carried 
out a series of experiments, starting with a small hand-turned cylinder, 
and finally ending up with the present 8} by 12 ft. cylinder, in which 
we are making about 20 tons of sponge iron per day, with a moderate 
consumption of fuel and the production of a high grade of sponge 
iron. 

Mr. Croasdale further criticises the use of SO2 as a precipitant 
and thinks the expense of working under pressure, heating the solutions, 
etc., must be very formidable obstacles. We naturally investigated 
these phases quite thoroughly before we did much work along this line. 
The pressures required are moderate and involve no more difficulties 
than blowing a converter charge; in fact, the pressure is the same (16 
Ib.) as is used in converter practice. The saturating vessel need not be 
closed provided it is made sufficiently high so that the lower portions 
of the liquid will be subjected to this pressure. The most expensive 
part of the operation is heating the solutions. This expense can be 
materially lessened by the use of counter-current apparatus in which 
the hot precipitated solutions are made to heat the cold solutions from 
the absorber. Our calculations indicate that precipitation by means 
of SO, can be accomplished for around $10 per ton of copper, without 
taking any credit for the regenerated acid. 

I am strongly of the opinion that where electrolysis cannot be used, 


a a See 


owing either to high cost of power, rapid fouling of the solutions, or’ 


the necessity for maintaining chlorides in the solutions owing to the 
presence of silver in the ore, precipitation by SO: is not only the best 
way out of the difficulty but is an entirely practical method. 

As Mr. Canby states, the reduction of copper from cuprous chloride 
is accompanied by a certain amount of volatilization. This is more 
marked when cuprous chloride is first decomposed by milk of lime, 
as was done in the Hunt-Douglas process, the resulting cuprous oxide, 
so called, being smelted. We found in our experiments that the prod- 


THE LEACHING OF COPPER ORES (al 


uct obtained in this way was a mixture of oxychloride and suboxide of 
copper. When you try to smelt this the volatilization losses are very 
heavy. The method that we used, and which is also proposed by Mr. 
Smith for Chuquicamata, does not give the copper much chance to 
volatilize because the limestone present undergoes double decomposi- 
tion with the cuprous chloride long before the volatilizing point is 
reached. Our experiments indicate that about 5 per cent. of the copper 
is volatilized, 75 per cent. of which could be recovered from the fume, 
so that the net loss of copper would be quite small. 


W. L. Austin, Riverside, Cal. (communication to the Secretary *).— 
Replying to the question raised by Mr. Lyon: If a sulphide ore is to be 
leached with sulphuric acid solution it must of necessity be previously 
oxidized, and roasting will usually prove to be the most economical: 
method of oxidation. Roasting puts the ore in excellent condition for 
leaching. For example, a slime that cannot be leached in the state in 
which it is found in a tailing pit, can be readily treated after roasting. 
Roasting furthermore sulphatizes lime present, and converts the iron 
into more or less insoluble ferric oxide. Sulphur dioxide used in the 
electrolytic vats as a depolarizer can be obtained from roaster gases. 
Roaster gases when used in this way may furnish all the acid required 
for leaching, and may considerably reduce the amount of current con- 
sumed in electrolytic deposition. For these reasons, roasting, ‘“in- 
stead of being a drawback, presents advantages” in many instances; 
but of course an ore both economically and metallurgically suitable for 
the purpose indicated is presupposed. The author had no intention 
of advocating roasting all low-grade ore with a view to saving lixiviant 
by production of sulphates. Ore which is amenable to leaching is un- 
fortunately seldom found where sulphuric acid is obtainable ‘around 
$3 per ton.” 

t On p. 636 Mr. Croasdale’s paper, Leaching Experiments on the Ajo 
Ores, a table is given showing the amount of acid consumed when leaching 
said ore by percolation. Analyses made of the liquors during the second 
and third applications of lixiviant indicate approximately the combinations 
entered into. The following figures are taken from the tables mentioned: 

First and last analyses; second lixiviant: 


H2S0O,, Cu, Al,O;, Fe (Ferric), Fe (Ferrous), 
Per Cent. Per Cent. Per Cent. Per Cent. Per Cent. 
Second lixiviant....... 10.31 0.9 0.57 0.49 0.13 
OpryeTIne crite: rattoneneire Palade ; 0.72 3.0 0.94 0.40 0.49 
— 9.59 + 2.1 + 0.37 — 0.09 + 0.36 
* Received Sept. 18, 1914. + Received Sept. 25, 1914. 
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Assuming that these several metals were present in the lixivium as 
sulphates, the following quantities of acid may be accounted for: 


Per Cent. 

H.SO,; taken up by the copper: : 9.2... 42. sesame 3.24 
H;SO, taken up, by the, AlsOs.4. 2 ecclesia 1.06 
H.SO, taken up by the Fe (ferrous).................-. 0.63 

4.93 
H.SO, released by the Fe (ferric)...................- 0.24 
Total acid consumption accounted for...............- 4.69 
Free acid unaccounted for............ eee as 4.90 


With the third application of lixiviant the account runs as follows: 


H.SO,, Cu, Al,O3, Fe (Ferric), Fe (Ferrous), 
Per Cent. Per Cent. Per Cent. Per Cent. Per Cent. 
Third lixiviant........ 10.00 0.4 (0.58) 0.16 0.26 
Dixit) A aire See ane aes 1.44 2.54 0.98 0.55 0.54 
— 8.56 + 2.14 +0.4 + 0.39 + 0.28 
Per Cent. 
H.SO, taken up by the copper................ Peeps 3.3 
H.SO, taken up by-the Al,O3.............:2...6..- 1p less 
H.SO, taken up by the Fe (ferrous)................ 0.49 
H.SO, taken up by the Fe (ferric).................. 1.02 
Total acid consumption accounted for.............. 5.96 
Free, acid unaccounted: for.iss.e 0c och ese ie seine eee 2.6 


In the analysis given on p. 613 the oxidized ore is shown to contain 
0.56 per cent. CaO, but it is reasonable to assume that this was neutralized 
by the first lixiviant, and as apparently the three lixiviations were carried 
out on one charge, the small amount of CaO present in the ore could not 
have influenced acid consumption in the second and third lixiviants. 
_ There are no other elements mentioned in the analyses which might ac- 
count for the excess acid consumption. As free acid in large quantities 
was removed from the lixiviant, it must have gone into combination with 
something, and consumption of acid has an important economic bearing 
on leaching porphyritic ore with sulphuric acid. On p. 641 it is stated 
that 3.6 lb. H.SO, (not commercial acid) was consumed on the average 
per pound of copper dissolved. 

Furthermore, it is shown in the ‘diagram on p. 637 that in the initial 
stages of the treatment free acid is used up very rapidly, out of all pro- 
portion to the copper going into solution. It would add to the value of 
Mr. Croasdale’s excellent paper if he would throw further light upon the 
points raised. 

In general, when a comparatively weak sulphuric acid lixiviant is 


? @-i*pd - ¢- 


used, the copper in oxidized ore is for the greater part removed before the 


other elements are seriously affected, whereas a strong (10 per cent. acid) 
lixiviant attacks all bases simultaneously. The objection made by Mr. 


a 
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Croasdale to the use of a weak lixiviant—namely, that neutralizing alka- 
linity in the ore needlessly consumes time—might be overcome by making 
the lixiviant stronger in the beginning, and then carrying on the operation 
with a weaker solution. 

The writer has found in some cases that by reducing an oxidized ore to 
16 mesh, and violently agitating with a strong acid solution, the copper 
can be dissolved in a surprisingly short time without undesirable quanti- 
ties of other elements appearing in the lixivium. In this way it is some- 
times possible to dissolve the metal with an acid consumption of less than 
1 lb. H2SOx, per pound of copper extracted. 

Some tests made to determine the effects of lixiviants of varying acid- 
ity in dissolving copper from oxidized ore showed that with a certain 
percentage of acid the lixiviant acted practically on the copper alone. 
When a certain point was passed the acid was rapidly consumed without 
correspondingly effective action on the copper. 

In connection with acid consumption at Ajo, it would be interesting 
to know what proportion was neutralized by CaO in the concrete of which 
the vats were constructed. Concrete will stand a cupriferous solution 
carrying 1 or 2 per cent. H2SO, fairly well, but it is rapidly eaten into 
when 10 per cent. solutions are used. 


SruartT CroasDALE.—The table on p. 636 referred to by Mr. Austin 
was prepared only for the relative value of the results shown. 

In my leaching operations it was impracticable to remove each lixivi- 
ant completely before adding another, or even to allow a space between 
the two, on account of the danger of entrapping some air, which would 
have a tendency to produce channels or imperfect leaching after the ore 
had been once saturated. Therefore, as soon as the first lixiviant was 
drawn down to the top of the charge, the second lixiviant was applied. 
I then continued to draw off the first lixiviant until its estimated volume 
was removed, before I began the circulation of the second lixiviant, but 
there was always an indefinite and considerable amount of the first lixivi- 
ant retained by the ore, which became mixed with the second lixivi- 
ant as soon as circulation began. The same would be true of the second 
and third lixiviants, so it would be impossible to account for the acid 
consumption from these percentages alone, as Mr. Austin has figured it. 

The acid consumption per pound of copper dissolved, as given on 
p. 641, was found by determining the percentage of acid, the specific 
gravity, and the volume of all solutions and wash waters. It was also 
estimated by determining the combined acid from the analyses of these 
solutions at the end of a test or clean up from 75 to 100 or more tons of 
ore. 
care shown, these results are 3.6 and 3.15 respectively, which is a 
very close check, considering the slight but unavoidable errors in making 
free-acid determinations in solutions containing salts of iron, aluminum, 


and copper. . 
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Melting of Cathode Copper in the Electric Furnace* 


BY DORSEY A. LYON AND ROBERT M. KEENEY,. PITTSBURG, PA. 


(Salt Lake Meeting, August, 1914) 


INTRODUCTION 


Tue electric furnace has always been found to be especially adapted 
to melting, refining, and finishing processes throughout its gradual 
acceptance by metallurgists as a practical apparatus for conducting metal- 
lurgical operations. In the steel industry, the electric furnace is firmly 
established in the manufacture of steel of the highest grade, equal to cru- 
cible steel. For the production of the cheaper grades of steel in large 
tonnage, the electric furnace gives a higher-grade product than the open- 
hearth or converter, but due to the high cost of power prevailing in steel 
centers, considered from the electric furnace standpoint, it is not econom- 
ical to produce tonnage steel in the electric furnace. As a refining and 
finishing agent for open-hearth or Bessemer steel, the electric furnace has 
had some degree of success in the production of tonnage steel. 

- After a study of the use of the electric furnace in the steel industry, 
it appears that there may be a possibility of its use to advantage for the 
melting of cathode copper. In the case of copper the problem is not one 
of actual refining, because the copper if refined properly by the electrolytic 
method needs no further refining; it needs simply to be cast into a market- 
able shape. The name “refining” is applied to the present finishing proc- 
ess, because in the operation oxygen and other impurities are removed, 
which the electrolytic copper absorbs in being melted in the reverberatory 
furnace. Considering that processes may be positive, negative, and neu- 
tral, the electrolytic method would be positive; reverberatory melting of 
cathode copper, negative; and electric furnace melting, neutral. The 
electrolytic method produces about as pure a copper as is possible, if 
operated properly and the anodes are not too impure. The final rever- 
beratory melting of this cathode copper lowers the grade of the final 
product, due to the absorption of, gases and impurities. 

The ney eae Ny agHIDE of peat Eous copper is one of the weak parts 


* Published by permission of the Director of the U. 8. Bureau of Mines. 
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of the metallurgy of copper to-day. A refining process is not required, for 
before the copper is melted in the reverberatory furnace it is pure. The 
ideal process would be one in which the cathode copper could be melted 
and cast into marketable shapes without absorbing impurities; 7.¢., a 
neutral process. 


REVERBERATORY-F URNACE REFINING 


As cathode copper is practically pure copper, it would be ready for 
use if in a marketable shape, but as it is not, the cathodes must be melted. 
Common practice is to melt cathodes in the reverberatory furnace. The 
practice at Great Falls, Mont., has been described by W. T. Burns! as 
follows: 

Two coal-fired reverberatory furnaces of 100,000 lb. capacity each per 
charge are used for melting cathodes. The coal used in firing them con- 
tains about 3.5 per cent. sulphur. On account of this high sulphur 
content in the coal, it is necessary to protect the copper as it melts from 
the sulphur dioxide gases resulting from combustion of the fuel. In order 
to do so about 30 per cent. of the cathodes going to make up a wire-bar 
charge are dipped in milk of lime before charging. As the copper melts 
the lime forms a protective coating for the metal, thus hindering in a large 
measure the absorption of sulphur by the molten copper. Just before 
rabbling (or oxidizing) is started the slag is skimmed from the furnace. 
The slag obtained is equivalent in weight to about 3.5 per cent. of the 
copper charged, varying with the amount of lime added. The slag 
contains about 60 per cent. copper. 

After the charge is completely melted, the usual practice is followed 
of rabbling and poling the copper for oxidation of the impurities and bring- ~ 
ing the metal to the proper pitch for casting. Rabbling is effected by in- 
troducing compressed air at a pressure of 16 lb. per square inch into the 
molten bath. ‘The poling and reducing action is obtained by forcing 
green pine poles into the bath and by covering the surface of the bath with 
charcoal. 

The condition of the bath, as regards oxygen content, is noted from 
time to time by the refiner as he examines the successive button samples 
taken from the bath in a small ladle. When the physical appearance of 
the button indicates that the ‘‘tough pitch” stage has been reached, the 
poles are removed and the dipping operation is begun. 


Wuy REVERBERATORY REFINING IS SUPERFLUOUS 


The process of reverberatory melting of cathode copper as above 
outlined is not a refining process. That it is so called is due to the fact 
that it is necessary to remove the oxygen and other impurities which the 
electrolytic copper absorbs during melting in the reverberatory furnace 


1 Burns, W.T.: Notes on the Great Falls Electrolytic Plant, T’rans., xlvi, 703 (1913) 
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That the furnace refining of copper is superfluous in so far as it improves 
the grade of marketable copper has been shown by the experiments of 
E. Keller.” 

As a result of these experiments Keller states that “electrolytic copper 
which has not been melted and refined is superior in conductivity to the 
refined and cast copper by over 2 per cent. There is, therefore, a field 
for improvement in the refining or making of wire from electrolytic 
copper without previous melting.” Peters states* that “ordinary elec- 
trically deposited copper produced on a large scale at a plant using the 
Emerson system of depositing sheets direct without subsequent furnace 
refining showed a conductivity of from 102 to 103 per cent.” 

Another test* showing the furnace-refining operation to be super- 
fluous, or even harmful, was made by rolling wire from a mass of Lake 
Superior native copper and, after annealing it, comparing it with cathode 
copper and furnace-refined native copper. The mass copper and cathode 
copper each had a conductivity of 102.5 per cent., while furnace-refined 
native copper had a conductivity of 99.5 to 100 per cent. 


EFFECT oF CupRous OXIDE ON COPPER 


As before stated, in the reverberatory process, while the copper is 
being melted, it absorbs oxygen, sulphur and other impurities from the 
gas passing over it from the fire box of the furnace; when air is blown 
into the molten copper, about 5 to6 per cent. cuprous oxide is found in the 
charge. This cuprous oxide gives up its oxygen to the metallic impurities 
in the copper, forming oxides, which pass into the slag. After the removal 
of all the sulphur dioxide gas the cuprous oxide is reduced to metal by 
poling until the button sample shows the proper structure and the copper 
is tough pitch, when it is cast. The cathode copper contains less than 0.1 
per cent. cuprous oxide. After furnace refining it contains 0.4 to 1.2 
per cent. cuprous oxide, with an average of about 0.7 per cent. 

It seems that under the present conditions of refining, cuprous oxide 


is essential to the quality of the copper produced, as is shown by the fact 


that if the poling is continued below certain limits the quality of the metal 
becomes impaired. 

It does not appear, however, that the presence of cuprous oxide itself 
has the direct effect of improving the quality of the metal, as mass Lake 
copper without previous melting shows a higher all around standard than 
furnace-refined Lake copper. Hampe* found that the addition of cuprous 
oxide produced no perceptible effect upon the strength or malleability 


* Keller, E.: Mineral Industry, vol. vii (1898); Peters, E. D.: Principles of Copper 
Smelting, p. 484. 

3 Principles of Copper Smelting, p. 484. 

4Idem, p. 485. 

5 Zeitschrift fir Berg-Hiitten und Salinenwesen (1873, 1874, 1876); Peters, E. D.: 
Principles of Copper Smelting, p. 491. 
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of pure copper until 0.45 per cent. was added, when a slight diminution of 
tenacity was observable. With increasing proportions of cuprous oxide, 
the quality of the copper suffered more perceptibly. 

Addicks® found that the addition of 0.05 per cent. oxygen (0.44 per 
cent. CuO) to pure copper increases slightly its conductivity, which 
drops back again to about normal when the addition of oxygen reaches 
0.1 per cent. (0.9 per cent. CuO) and decreases considerably by further 
addition. 

The theory has been advanced that the presence of cuprous oxide 
improves the quality of the copper by preventing the reduction of the 
dissolved foreign oxides, harmless while oxidized but injurious when 
reduced to the metallic state. These impurities may also be reduced 
during over-poling to reduce the cuprous oxide. 

Peters states, ““We may, I think, say with safety that, while the pro- 
portion of cuprous oxide found in ordinary good refined copper does not 
appear to diminish its electrical conductivity (it may even increase it 
slightly), the very highest conductivity tests are yielded by the copper 
which contains no determinable oxygen and that cuprous oxide, in the 
proportion usually found in good refined copper, appears to have but 
little effect, one way or the other, upon the malleability, ductility, or 
electrical conductivity of the metal.” 


ConpiTions’ NECESSARY FOR THE Exectric-FurNnace MELTING oF 
CaTHODE COPPER 


From the preceding discussion of present practice in melting cathode 
copper, it can be seen that the ideal process for melting cathodes is a 
method by which it is possible to produce cheaply in marketable form as 
pure a copper as is charged into the melting furnace. Such a process to 
be successful both metallurgically and commercially should conform to 
the following conditions: 

1. In order to keep the percentage of impurities as low in the final 
product as in the cathode copper charged into the furnace, there should 
be a neutral atmosphere in the melting chamber with a minimum possi- 
bility of introduction of air, gases, or impurities which might contami- 
nate the copper. 

2. Melting should be performed without excessive losses of copper, 
either by volatilization or in any slag which cannot be returned to the 
blast furnace or reverberatory furnace for resmelting. 

3. The process should be susceptible to ready mechanical manipula- 
tion for charging and tapping. 

4. The cost of production should be at least as low as by existing 
methods, which means that the furnace must handle a large quantity of 
copper per day with an efficient use of labor, fuel, and power. 


6 Trans., xxxvi, 18 (1905); Peters, E. D.: Principles of Copper Smelting, p. 491. 
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The reverberatory process possesses all of these qualifications with the 
exception of the first, for, as has been shown, air, gases, and impurities 
are absorbed by ‘the copper and must be removed as far as possible 
later in the operation. It is not simply a neutral melting furnace. It 


melts copper cheaply, is easily charged and tapped, and has no apparent. 


loss by volatilization, but produces a poorer grade of copper than it 
receives. 


Factors Governing Use of the Electric Furnace 


The use of the electric furnace for melting cathode copper would 
depend largely upon the cost of operation and the loss of copper by volatili- 
zation. The cost of operation would be influenced chiefly by the cost 
of hydro-electric power in comparison with the cost of coal, with the higher 
efficiency of the electric furnace in its favor. A loss by volatilization has 
been found to occur by experimenters using the direct-are type of furnace 
with the copper covered with slag. There has been no loss in this manner 
with the indirect-are type of furnace, heating by radiation of the arc, 
or in the resistance furnace. 

This is a question requiring further experimenting. A large electric 
furnace is easily manipulated both for charging or discharging, as has been 
found to be the case with electric steel furnaces, and lends itself readily 
to the use of mechanical devices for charging cathodes and casting the 
copper. 


Advantages Offered by the Electric Furnace 


Disregarding the commercial economy of an electric furnace for melt- 
ing copper, the electric furnace provides an absolutely neutral melting 
chamber with no possible introduction of air or impure gases of combus- 
tion during the melting of the copper. Hence, since electrolytically 
deposited copper is practically pure, the copper melted in the electric 
furnace should be as pure as cathode copper, and subsequent oxidation 
and poling are not necessary to remove impurities acquired in melting, 
as none are acquired. That a product entirely free from oxygen can be 
produced by melting copper in the electric furnace has been shown, as 
stated in a previous paper by the writers.7 

Native copper concentrates which contained about 35 per cent. cop- 
per were melted in an are furnace, the slag being formed by the gangue 
of the concentrate with a suitable flux. As a result of 17 tappings of the 
furnace, copper was produced in which no trace of oxygen could be 
found after etching with picric acid and studying the results with the 
microscope. ‘To confirm these results, the same samples were submitted 


to E. 8. Bardwell, of Great Falls, Mont., for etching with hydrogen and ~ 


7 The Smelting of Copper Ores in the Electric Furnace, Trans., xlvii, 233 (1918). 


—— 
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determination of oxygen by his method.® After an examination of 12 
samples Mr. Bardwell confirms the results of the writers by report- 
ing that he can discover no oxygen in the samples after etching with 
hydrogen. 


Typrs or ELecrric Furnaces tHat Miaut se Usep ror MELTING OF 
CATHODE CopPpER 


There are four types of furnaces which might be used for the melting 
of cathode copper: (1) the induction furnace; (2) the resistance furnace; 
(3) the direct-are furnace; and (4) the indirect-are furnace. 

Of these furnaces the induction furnace is not practical, for the follow- 
ing reasons: (1) The resistivity of the copper is so low that the current 
necessary to produce the required heat must be so great that the pinch 
effect severs the column of molten metal; (2) the induction furnace is 
not adapted to melting cold metal; and (8) the size and shape of the hearth 
would make it difficult to charge large quantities of cathodes. It is 
stated by one authority that when copper is melted in the induction fur- 

‘nace, the column breaks off so often that it is necessary to have a crucible 
of molten metal ready to pour into the break. 

The crucible resistance furnace with a solid resistor is too small for 
melting large quantities of copper, and as now constructed is not practical 
in Jarge sizes. A resistance furnace of the type used by FitzGerald,® 
with a conducting roof which acts as a resistor and from which heat is 
reflected to the metal beneath, would not be practical in very large 
sizes because of the weakness of the roof. Also this type of furnace was 
found to have a low thermal efficiency. 

Electric furnaces of the direct resistance type in which the molten 
bath is the resistor have not been successful in the steel industry, and 
attempts to use this principle have been abandoned. The recent use of 
the ‘pinch phenomenon” in resistance furnaces with a molten resistor, 
however, has been successful in small installations. Even in melting steel 
in such a furnace it is necessary to use a very low voltage to get the high 
amperes necessary for heating. The transformers are attached to the 
bottom of the furnace, which, while all right in small sizes, might cause 
complications in a large furnace. With copper in the furnace an even 
lower voltage would be necessary, adding to the difficulties of design. For 
molten steel a voltage of from 6 to 10 volts has been necessary. 

The pinch furnace does not seem adapted to a large capacity per 
charge, and as yet has not been built in sizes approaching arc steel fur- 
naces. While it might be used for melting about 500 |b. of cathode copper 
per charge, with short successive runs, this scheme does not seem prac- 


8 Trans., xlvi, 742 (1913). 
9 FitzGerald, F. A. J.: Transactions of the American, Electrochemical Society, vol. 


xix, p. 273 (1911); vol. xx, p. 281 (1911). 
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tical for a plant melting 100 tons of copper per day. When copper was 
tapped at intervals of about 10 min., it would be difficult to use large- 
scale charging and casting machinery, which reduces the labor cost very 
much. The wear on the lining of the furnace would be greater than 
when a large furnace is used and discharged at intervals of several hours. 

Another disadvantage of such a furnace is that in reverberatory melt- 
ing large amounts of copper are absorbed by the lining, and this would 
doubtless be the case also in electric-furnace melting. This would prove 
a great disadvantage to the use of an electric furnace with a conducting 
hearth of any sort. While the hearth of the pinch furnace is not conduct- 
ing over its entire cross- -section, it is conducting at the points where 
the injectors or electrodes are placed in the hearth. After absorption 
of copper by the hearth short circuits might occur between the electrodes, 
and if the furnace were relined before affairs could reach this point, it 
would be a case of relining the furnace very often, at great expense. 
In the case of a furnace with a non-conducting hearth, the copper could 
be permitted to accumulate on the hearth without injuring the operation 
of the furnace. 

In regard to the use of the pinch furnace for melting cathode copper, 
there is no question that it gives the best metallurgical conditions for 
carrying on the operation in a neutral atmosphere, but, in the opinion 
of the writers, it does not seem, from present developments, to be cer- 
tain of success for this purpose in a practical way on a large scale. There 
are too many problems to be worked out in regard to the practical applica- 
_ tion of this type of furnace to warrant its use for tonnage melting at the 
present time. It provides a neutral atmosphere, with no chance of the 
introduction of impurities, and has one advantage over the direct-are 
type of furnace in that there is not the necessity of keeping a bath of 
slag over the copper to prevent loss by volatilization. It is practically 
impossible for any volatilization of copper to occur in a pinch furnace. 

Another possible difficulty in the use of the pinch furnace on a large 
scale is the necessity of keeping a molten bath of copper in the furnace in 
order to operate it. In charging, cold solid copper would be placed into 
hot molten copper. If there was any splashing of the copper, there might 
be a tendency for copper to collect on the roof, as the roof is the cold part 
of the furnace, since all the heat is generated in the metal charged. 

The indirect-arc furnace in which an are is drawn between electrodes, 
and in which the passage of the current is entirely independent of the 
molten bath, has the advantage of having the heating independent of the 
slag or metal. In steel melting the very basic slag used tends to promote 
the steadiness of the are. Hansen" states that the arc in a zinc furnace 


or or brass-melting furnace of this type is rather snappy and unsteady. This _ 


10Hansen, C. A.: Transactions of the American I nstitute of Metals, vol. vi, p. 110 
(1912). 
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is apparently not fatal, for in his experiments with the Weeks furnace the 
are was operated for 42 hr. continuously in an atmosphere of zine vapor. 
The electrodes were not adjusted once during this time. 

For copper melting on a large scale a furnace with from three to six 
electrodes probably would be used. Under such circumstances it would 
be necessary to have the electrodes controlled hydraulically by hand, 
as in the indirect-are steel furnace, or by automatic electric control. 
From experience with the indirect-arc steel furnace it is evident that with 
furnaces of this type difficulty occurs in the regulation of electrodes and the 
regulation of the arc for a capacity of over 2 tons per charge. The 
larger size seems to present complications too great to permit of satis- 
factory operation. The 5-ton furnace built at Turin failed largely for this 
reason, and in steel melting it has been evident that the indirect-are 
furnace is not adaptable in sizes of over 2 tons, or 300 kw. power load. 
In his first trials with the electric furnace, Stassano built a rectangular 
hearth furnace with six horizontal electrodes arranged in three pairs, 
lengthwise of the furnace. This furnace failed largely because of the 
difficulty in maintaining the are and the lining. 

One of the greatest objections to the indirect-arc furnace for steel 
manufacture has been the high repair cost for linings resulting from the 
direct radiation of the heat of the arc. Magnesite linings, which increase 
the expense considerably, are necessary. The heat losses in water-cooling 
the electrodes are also larger than in some other types of electric steel 
furnaces. 

As a result of experience with the indirect-arc steel furnace, while 
there would be less chance of loss of copper by volatilization than in the 
direct-are type, it is believed that the furnace would be too complicated 
for practical work; the up-keep cost too expensive; and the heat losses 
high. This furnace, while giving the proper atmosphere for carrying on 
the melting of copper, does not seem to be a practical, efficient furnace 
for large-scale work. 

The direct-arc furnace, in which the arc is formed directly between 
the electrode and the slag or metal, may be of the conducting or non- 
conducting hearth type. The conducting hearth type is not feasible for 
copper melting, as before stated, because it has been found that the com- 
bustion reverberatory furnace used in copper melting absorbs large 
quantities of metallic copper. Also there is always the danger of metal 
breaking through the bottom of a conducting hearth, which would be 
more apt to occur in the case of copper than steel, on account of the 
lower melting point and greater fluidity of the metal. 

After a careful study of the existing types of electric furnaces, it is 
believed that the most practical furnace for copper melting would be the 
direct-are type, having a non-conducting hearth, as for example the Her- 
oult steel furnace. As an efficient, practical furnace, this furnace has 
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demonstrated its superiority in the metallurgy of steel. The objections 
to the direct-arc type as not affording theoretically the best possible condi- 
tions for copper melting do not, in the opinion of the writers, overweigh 
the practical points in its favor. 

There are three chief disadvantages to the direct-are electric furnace 
for the melting of cathode copper: 

1. In order to prevent volatilization it is necessary to keep slag on the 
bath at all times when current is passing through the furnace. 

2. From experimental work to date, it appears that there is a slight 
volatilization of copper with a furnace of this type even when a slag is 
used. 

3. The presence of slag makes it difficult to discharge the furnace 
and keep the copper at the proper temperature for pouring. 

With the exception of loss by volatilization, these objections do not 
seem serious, and the volatilization loss should be very small if the fur- 
nace is operated largely as a resistance furnace with a thick enough bed 
of slag (2 to 3 in.) to prevent direct arcing with the metal, and a low cur- 
rent density in the electrode to reduce excessive local heating at the points 
where the electrodes dip into the slag. Hansen states that in a newly 
lined furnace not designed for copper melting he tapped 99 per cent. of 
the metal charged. The actual loss could be determined only after a 
campaign of several months. If loss occurred, it would probably be at 
the start of a run when the slag is cold and not fused. 

The question of discharging the furnace-is a problem of operation. 
The copper could be cast by hand from a ladle, as is done at Great Falls. 
In this case it would be necessary to preheat the ladle and skim the slag 

‘from it before pouring, if the slot tap hole usually used on reverberatory 
melting furnaces isemployed. Ora preheated bottom-casting ladle could 
be used, as in making steel castings. A siphon tap hole might be designed 
so that the copper drawn came from the bottom of the bath, leaving the 
slag on top of the metal. This tap hole would be lowered gradually, as 
in present melting practice, taking the metal from the bottom, but 
with only the pressure of the surface of the bath behind it. Only the last 
of the copper drawn would contain slag, and the current could be main- 
tained on the furnace enough to keep the copper at the proper casting 
temperature until the slag was lowered to the bottom of the furnace. 


Thus bottom casting, if preferable to skimming in the ladle, would not be’ 


necessary except at the end of the operation. 

For machine casting, with a siphon tap hole the operation would be 
performed as in reverberatory practice, except that it would be necessary 
to skim the last ladles or use a bottom-casting ladle on account of the 
slag. It is simply a question of manipulation. 

In the electric process of melting cathodes with the direct-are furnace, 
the charge would be placed in the furnace mechanically with a charging 
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machine, as in reverberatory practice. The electrodes would be drawn up 
during charging. After the cathodes were all added to the furnace, lime 
and silica would be shoveled in to form a protective covering of slag. 
The slag should be of as low a melting point as possible. The electrodes 
would then be lowered, the furnace shut up and the circuit closed. The 
electrodes would be regulated by hand at first and later by Thury regula- 
tors, as in steel furnaces. Under these circumstances, as the slag is 
practically pure and no.air is admitted into the furnace, poling is not 
necessary and the furnace can be tapped when the charge is all melted 
and at the proper casting temperature. During tapping the electrodes 
would be gradually lowered and the current kept on, so as to maintain the 
proper temperature. When operated with a slag 2 to 3 in. thick, the fur- 
nace is really a resistance furnace rather than a direct-are furnace. 

Because of the small amount of work done with melting of copper in 
the electric furnace, accurate estimates of the cost of the process are diffi- 
cult to obtain. It is probable that the power consumption would not 
be over 300 kw-hr. per ton of copper melted. Using this figure and basing 
other expenses on electric-furnace steel practice, the cost of melting 
cathode copper in a furnace of 25 tons capacity per charge should not 
exceed $4.75 per ton, or 0.238c. per pound, of copper melted, with power 
at 4c. per kilowatt-hour. 


CONCLUSION 


This short discussion of the subject is not offered with the idea of 
attempting to convert those interested in the matter to the belief that 
the only thing to do is to melt their copper in an electric furnace, but rather 
to suggest that the electric furnace might be used for that purpose. 

We also hope thai the paper may be the means of starting a discussion 
of the subject, by melters of copper and electric furnace men alike, for, 
as is well known, quite often it is not the paper itself, but the discussion 
of it, that makes it valuable, and so we hope it will be in this case. 


‘DISCUSSION 


Lawrence Appicxs, Chrome, N. J.—I read this paper for the first 
time this afternoon, and it is really worthy of a much more careful reply - 
than I can make with such a short time, to consider it, but I just want 
to say that I differ with Dr. Lyon in his premises and conception of what 
happens in a refining furnace. He cites steel as an instance where 
the production of special grades justifies the high cost of power in an 
electric furnace, and goes on to say the same will be true in the case of 
copper, for the reason that you will get a better quality of product. I 
don’t think you will get a higher grade of copper, or a better conduc- 
tivity, as I will explain in a moment. The cost of fuel in the Eastern 
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plants is somewhere between 30c. and 40c. per ton of copper refined, 
and, if my memory serves me correctly, in an open-hearth steel furnace 
it is something like $1.25, so it is evident that steel could be handled 
to better advantage than copper on the basis of fuel. Now, taking the 
Great Falls plant to compare with is not quite fair, because that plant 
operates under peculiar conditions. The furnaces are relatively small; 
the coal is very bad and is very high in sulphur. No one would think 
of using a coal with 3.6 per cent. sulphur were anything better avail- 
able. Due to these conditions, the amount of slag is inordinate, it 
being quoted as 3.5 per cent., and it is necessary to use lime, as there 
is a tendency to have troubles from arsenic owing to the very high cur- 
rent density used. I think he has taken about as hard a case as he 
could pick out. Now as to the conductivity of copper, my own idea 
about the reason that melted copper does not give as high a conductivity 
as pieces drawn directly from a cathode, or native copper, is that in 
the latter case the impurities are present as a mechanical mixture, 
while after melting they are chemically combined with the copper, 
which is a very different condition. Further, it is necessary to take the 
sample from a relatively smooth and consequently pure part of the 
cathode, as otherwise it would not draw. The same with the mass of 


copper; you pick out a good solid part of the copper, which is not rep- — 


resentative. In fact, the refiners have all found they could not take 
fair samples of cathodes for a chemical analysis. It is always customary 
to use wire-bar copper for the purpose of sampling, and the impu- 
rities are several times as great as shown by samples taken from the 
cathodes. I think if we examine all of the examples he has given of 
cases where copper is higher in conductivity, it will fit with that ex- 
planation. For example, the Elmore process is a direct electrolytic 
deposit. Incidentally, at the present time there are a number of ex- 
periments going on on the question of electrolytic wire which look quite 
promising. 

About the oxygen content of copper, copper dissolves gases the same 
as other metals when it is molten. Any of you who have worked with 
silver know how it spits as it cools, every one knows how iron “pipes,”’ 
and copper does exactly the same thing. I am not sure it is oxygen it 
absorbs; it may just as well be CO or CO:; but there is no difficulty in 
getting rid of the oxygen in the present furnace. The only difficulty 
is than when the oxygen is poled out the copper “spews.” I have 
taken copper wire bars with practically no oxygen, which were in hor- 
rible shape physically, and they rolled perfectly as far as conductiv- 
ity goes, and there was no trouble at all with the copper, so that if we 
melted copper in a neutral atmosphere it does not follow that we would 
be able to do without the cuprous oxide and get a perfect casting. 
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Economy and Efficiency in Reverberatory Smelting 


BY C. D. DEMOND, ANACONDA, MONT. 


(Salt Lake Meeting, August, 1914) 


In reverberatory smelting, fuel is the chief item of expense, as it 
commonly is in processes using large percentages of it. Hence the most 
suitable supply is eagerly sought; that is, the supply which, in the end, 
yields the greatest net profit. The better grades are not infrequently 
bought, even at an advanced price, because they are apt to be decidedly 
more economical. High price, of itself, however, is no merit, for freight 
is generally the largest part of the cost of fuel, and the nearby supply may 
yield as high efficiency as that from a greater distance. If a poorer grade 
is reasonably good, and if its cost is low enough to more than offset the 
decreased technical efficiency, it is of course the more suitable. 

Any smelting operation depends for both efficiency and economy 
on raising the furnace atmosphere considerably above the “‘ critical” tem- 
perature; that is, above the temperature at which smelting is completed. 
If this temperature is not exceeded, smelting stops, no matter how much 
coal is burned; and the real value of a fuel depends on the number of 
degrees that the temperature is continuously kept above this point. For 
example, if one fuel maintains 2,500° F’. and another only 2,100° F., while 
the “critical” temperature is 2,000° F., the first is worth at least five 
times as much as the second, although the increase above atmospheric 
temperature is only one-fifth more in one case than in the other. This 
“margin of temperature” above the smelting point is much more signifi- 
cant than the total number of heat units developed from the fuel. The 
case is parallel to that of water flowing from a pipe. ‘The reservoir 
may contain a billion gallons of water; but, even though the fluid has 
come to the nozzle, not a drop will run out, where it can be of ‘practical 
use, unless the level in the reservoir is higher than the nozzle; and the 
speed and volume of flow depend on how much higher the level is in 
the reservoir than at this point. If the temperature in a furnace is not 
above the critical level there will be no slag to flow over the skimming 
plate, even though there are enough heat units to bring an unlimited 
quantity of charge up to the point of slag formation; and just as the 
value of a water supply for the purpose of putting out a fire depends 
largely on the effective head, so the difficulties of furnace management 
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vary inversely with the margin of temperature,! provided other conditions 
are alike in the different cases. The most important of these other 
conditions is the presence of a good flame in the hearth, which is re- 
ferred to in the discussion of several of the fuel tests and is taken up 
in some detail under ‘‘ Character of the True Coal’ (p. 746). 

The heat must be applied at the right place, and the right place 
in a reverberatory furnace is the charge on the hearth. Some experiences 
are here presented showing the unfortunate condition, with some coals, 
of getting an excessive proportion of the heat into the flue or on the grate, 
and the high cost, in some cases, of getting the charge above the critical 
* temperature. 


EXPERIENCES WITH VARIOUS FUELS 


At its old reduction works, the Anaconda Copper Mining Co. used 
wood for reverberatory smelting during a short period in its early history; 
but this fuel was by no means as efficient as fairly good coal; nor was it as 
economical, even though it was cut within 5 or 10 miles of the plant, while 
the coal had to stand the freight charge for a haul of 200 miles in one case 
and 500 in another. 

Coal from Belt, Mont., was tried; but in a 20 by 12 ft. furnace with 
a4 by 5 ft. fire box this could not be successfully used with natural draft, 
for four reasons: 1, there was a large loss of coal through the grate because 
the ash did not clinker, and the draft was only enough for a compara- 
tively thin bed on the grate; 2, it contained too little of the heavy hydro- 
carbons to maintain a proper flame in the hearth; 3, its total heating 
value was too small to develop a very high temperature under any cir- 
cumstances; and 4, the large amount of ash (25 to 30 per cent.), inti- 
mately mixed with the true coal, so interfered with efficient combustion 
as to still further increase the difficulty of getting a high temperature. 
With forced draft, however, and with an 8 by 5 ft. fire box, enough flame 
was driven into the hearth so that moderate smelting conditions were 
obtained; and it was possible to carry such a depth of ash that the loss of 
fuel through the grate was much reduced. The intense forced-draft com- 
bustion at the bottom of the fuel bed, however, caused troublesome 
clinkering. The extent of this will be appreciated when it is stated that, 
although steam was introduced with the blast to lessen the clinker, so 
much of the latter built up that the entire grate had to be dumped and a 
new fire started every 12 hr. After using Belt coal for a year, a coal 
from Diamondville, Wyo., was adopted, and was successfully used with 
natural draft. The change resulted in a 40 per cent. decrease of the fuel 
cost per ton of material smelted; and it increased the capacity of the fur- 


‘The nicest proof of this principle of critical temperature and the margin is found in — 


the explanation of Gayley’s success in applying dry blast to iron smelting. See J. E 
Johnson, Jr., Trans., xxxvi, 472 (1905), and H. M. Howe, Trans., xxxvii, 216 (1906). 
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naces 66 per cent., thus leading to a decrease in the other items of cost 
per ton. ‘This was a case where a very decided increase in the price of 
coal resulted in a remarkable net saving. 

The size of furnaces was gradually increased at the old works till 
hearths 42 by 14 ft. were built, which resulted in striking economies 
of fuel, labor, and repairs. This increasé continued at the new (Washoe) 
works with even greater advantage, as already recorded in the Transac- 
tzons,” and the benefits of this enlargement were so marked that the 
management determined to find whether the low-priced Belt coal could 
be successfully used with strong natural draft (1.6 in. water column in 
the flue close to the furnace and 0.75 in. at the bridge) in the fire box 
7 by 16 ft. by 24 in. deep attached to a 112 by 19 ft. hearth, which are the 
dimensions of most of the present furnaces. The trial was made in a 
furnace that was already in normal operation with Diamondville coal; 
but after the Diamondville coal was all burned out only one 15-ton charge 
could be smelted, and even this could not have been done except for the 
reserve heat in the immense pool of slag and matte (180 tons combined) 
that is kept in the hearth. The furnace froze an hour before the end of 
the test, though using Belt coal at the rate of 98 tons per 24 hr. After 
getting back to Diamondville coal, it took 7 hr. to get the charge hot 
enough, in front, to skim; though it was hot enough at the back to take 
a charge in 3 hr. The usual rate of smelting was regained in about 8 hr. 
Before the test began, the flue temperature averaged 2,200° F., as usual; 
for 4 hr., while the fire box contained both Diamondville and Belt coal, 
it was 2,000° F.; but for the last 23 hr., with Belt coal alone, it was only 
1,660° F. During the first 7 hr., with a good clinker bed, and with 
considerable heat from Diamondville coal, the boilers attached to the 
furnace developed 584 boiler horse power; but during the last 8 hr., 
with Belt alone, they developed only 389 h.p. This still left Belt coal 
with its bad reputation; but several years later, when on account of in- 
herent losses in gas producers the management of the company’s Great 
Falls plant pretty definitely decided to abandon their producers, which 
were situated at a considerable distance from the furnaces, it was thought 
that this coal might be a commercial success at Great Falls, in a gas- 
producing fire box attached directly to the furnace, the freight being much 
less from Belt to Great Falls than to Anaconda, while the freight on 
Diamondville coal is higher to Great Falls than to Anaconda. They 
had always used, in their gas producers, coal from near Belt, and of the 
same general character as the Belt coal. Since their regenerative 
furnaces, designed like an open-hearth steel furnace, were not so well 
adapted to such an experiment as thefurnaces at Anaconda, a 102 by 19 ft. 
hearth at the latter plant was equipped with a fire box that had the im- 
mense shaking-grate area of 19 by 21 ft. Under these conditions smelt- 


2H. P. Mathewson and William Wraith: Trans., xliv, 783 (1912). 
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ing succeeded even with natural draft, as shown in trials 1 and 3 of Table I. 
The surface of the fuel was kept 54 ft. above the grate, this being the 
best depth found by experience. In the first trial nothing but roasted 
concentrate (“‘calcine’”’), containing a small amount of lime rock flux, 
was smelted; but in No. 3 there was added a portion of flue dust, which is 
harder to smelt than calcine. In parallel runs with Diamondville coal 
in one of the regular furnaces (trials 2 and 4 in the table) the results 
were normal when smelting/calcine alone, but 8 per cent. better than 
normal when flue dust was added to the charge. The comparison of 
coals was still decidedly in favor of Diamondville normal results, the tons 
smelted per ton of coal being a good deal more than double, the cost for 
coal being 36 per cent. less per ton of material smelted, and the tonnage 
smelted per furnace being about 20 per cent. greater. Moreover, 
Diamondville requires only three men per furnace on each 8-hr. shift, 
while the Belt required six men at best. Most of the extra labor was due 
to the troublesome ash and clinker. 

With forced draft in the gas-producing fire box, and carrying the 
surface of the fuel bed 7 ft. above the grate, the consumption of Belt 
coal was 19 per cent. less than with natural draft, while the smelting 
capacity was increased 12 per cent., thus increasing the ratio between tons 
of material smelted and tons of coal used from 1.99 to 2.74 (compare trial 
5 with trial 1 in Table I). However, even this was much short of 
Diamondville results, which yielded 9 per cent. less cost for fuel, per ton 
smelted, and 8 per cent. more smelting capacity for the furnace (compare 
trials 2 and 5); and there was, with Belt coal, the decidedly increased 
labor cost, a much larger capital outlay for equipment, the power to supply 
blast, and a large consumption of steam under the grate to prevent clink- 
ering. The power used for forced draft was 23.1 h.p., and 11.5 h.p. for 
the secondary air introduced over the bridge. The steam used under the 
grate was 4,600 lb. per hour (148 boiler horse power). Even with natural 
draft there was a steam consumption of 2,220 lb. per hour (69 boiler 
horse power). The steam generated in the boilers attached to the Belt 
furnace was 532 boiler horse power with forced draft, and 619 with natural 
draft. In trial No. 4, with Diamondville coal and natural draft, the horse 
power developed was 469. 

The total cost under these best conditions for Belt coal would be 
at least 15 per cent. more than with Diamondville at Anaconda. Possibly 
some other style of gas producer would be better; but it is not likely that 
Belt coal can ever compete with good Diamondville here, unless by some 
very radical change in conditions. At Great Falls, however, with 
the very different freights from the two coal camps, Belt may be the more 
economical coal. 

Rock Springs (Wyoming) coal was used at the old works for several 
years; but was not as good as Diamondville, because it flashed toomuch — 
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Taste 1.—Reverberatory. Tests at Anaconda 
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in the fire; that is, it gave off its volatile matter so rapidly that there 
was a good flame in the furnace for a few minutes, but for most of the 
time there was practically no flame. To minimize this effect, the fire- 
box temperature was kept as low as possible, by letting a thick bed of ash 
accumulate. This procedure also prevented much loss of fuel through 
the grate; but, as the ash was fine and did not clinker, the grating had to be 
done cautiously. A furnace would use about 25 per cent. more of Rock 
Springs than of Diamondville coal, but would not smelt more than 90 per 
cent. as much material. 

A number of trials have been made at the new works with mine- 
run coal from Bear Creek, Mont. The first shipment was received be- 
fore the mines were much developed; and the natural-draft results were 
like those with Belt. (The Belt mines, however, were well developed). 
With the coal 24 in. deep in the 7 by 16 ft. fire box the furnace froze 
in 6 or 8 hr., despite the best efforts with different methods of firing, 
and while using coal at the rate of 72 tons in 24 hr. The cause of this 
failure was lack of flame. This same shipment of coal succeeded, 
however, under forced draft, even though in one case it was used at 
a slower rate than during the natural-draft trial; and this was due to 
the intense combustion on the grate distilling some heavy volatile matter 
into the hearth, and developing flame there. This is parallel to the 

experience with Belt coal. Having the Bear Creek coal 38 in. deep, with 
an average air pressure of 2.6 in. under the grate, 118 tons of calcine 
were smelted per 24 hr., with 65 tons of coal (ratio 1.8); but with a fuel bed 
only 24 in. deep, and a 1.7 in. under-grate pressure, the decidedly better 
result was obtained of smelting 180 tons of calcine with 80 tons of coal 
(ratio 2.2).- (See trials 6 and 7 in Table I.) A parallel run with 61 tons 
of Diamondville coal smelted 267 tons of calcine and flue dust (ratio 4.4), 
a normal result with this coal. (See trial8.) The fuel cost for even the 
better of the Bear Creek results was 75 per cent. higher, per ton smelted, 
than for the Diamondville result, and would be nearly 100 per cent. 
higher if flue dust had been included in the charge, asit was with Dia- 
mondville, because of the slower smelting of dust. 


Even with forced draft a really good flame could not be obtained - 


from this lot of Bear Creek coal; but after 15 months further develop- 
ment of the mines the coal was of a quality to give fairly good flame 
without forced draft. The efficiency, however, was 25 per cent. better 
with forced than with natural draft, as indicated by the ratio and “ef- 
ficiency”’ columns for trials 9 and 10 in Table I. Trial 10 was the most 
efficient and economical of all the tests of Bear Creek coal, but its fuel 
cost per ton smelted was 14 per cent. higher than for Diamondville in a 
parallel test (trial 11), and 30 per cent. higher than for normal Diamond- 


ville results when the charge, as in trial 10, contains no flue dust. Another 


To 


- 
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large shipment, six months later, was not as good as the one just mentioned 
(see trials 12, 14, 16, and 18 of the table.) 

Another Montana mine-run coal, from Roundup, gave results which, 
as a whole, were about the same as with the Bear Creek (see trials 20 to 
26), but the Roundup netted 5 to 10 per cent. less cost per ton smelted, 
because of a lower freight rate. The cost, however, averaged nearly 70 
per cent. more with Roundup than with Diamondville coal, although the 
price of a ton of Roundup was one-sixth less than for Diamondville. 


Wuat Constitutes Goop Fur, 


So far as the coal is concerned, there are four factors that affect smelt- 
ing efficiency: 1, the character of the true coal substance; 2, the per- 
centage of fines; 3, the percentage of moisture; and 4, the character and 
percentage of ash; and these call for some discussion. 


Character of the True Coal 


As to the character of the real coal substance, something can be judged 
from proximate analyses; but these must be used with a good deal of 
caution, for they may be very misleading in regard to the ratio of fixed 
carbon to the volatile portion of the real coal, and they tell nothing as to 
the composition and qualities of the volatile matter. Frank Haas has 
shown that the two coals whose analyses are quoted below are undoubtedly 
identical in the character of the coal substance, though the proximate 
analyses suggest quite otherwise when considered in the usual way. They 
- are from different parts of the same bed. His conclusion is based on 
intimate practical familiarity with the coals; on a study of the ultimate 
analyses; on consideration of the sulphur included as part of the volatile 
matter; and on changes in the ash which affect the apparent percentages 
of volatile matter and fixed carbon.? 


- Proximate Analyses 


; Ratio of 
: ¥ Bec: 
Moisture Volatile Fixed Ash Sulphur —=——— 
Matter Carbon Vol. 
Per Cent. Per Cent. Per Cent. Per Cent. Per Cent. 
No.2... 1.76 35.06 56.54 6.64 1.63 1.61 
INO#OR.) Lad 39.78 51.90 Gel 3.54 1.30 


Ultimate Composition of the True Coal 
Carbon Hydrogen Nitrogen Oxygen Race Cc 


: Per Cent. Per Cent. Per Cent. Per Cent. H 
INO Stas tence rerc 82.76 5.82 1.69 9.73 14.2 
INoseGisie. cae. 82.98 5.98 1.50 9.54 13.9 


8 West Virginia Geological Survey, vol. ii (A), p. 651 (1908); and Bulletin No. 10, 
Consolidation Coal Co., Fairmont, W. Va. 


f 
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Mr. Haas’s proximate analyses appear to have been made with a 
good deal of care; but with less care the results are still more misleading. 
The analyses in Table II for our trials 9, 10, and 11 illustrate what 
happens when the conditions, as to time and temperature, are not 
according to the standard directions for determining volatile matter. 
The ratio of volatile matter to fixed carbon, in these three cases, is 
respectively 1.01, 1.06, and 1.01; but in no other case in the table is 
the ratio higher than 0.89 for either of these coals. These three analyses 
were made together; and the fact that the ratio is equally high for 
both Bear Creek and Diamondville is practically conclusive evidence that 
the samples were heated too much in the determination of volatile matter. 
The errors were not appreciated till it was too late to make checks. 


Even the moisture determination may lead to errors in the apparent - 


percentage of volatile matter; P. L. Teed shows that in the standard 
method for moisture the loss from some coals amounts to 2 per cent. more 
than the true moisture.‘ 

We know that while the volatile matter contains hydrocarbons, 
H and CO (combustibles), it also contains N, COz and H.O (non-combus- 
tibles), this HO having evidently been combined as part of the coal; 
and that the relative quantities of these different substances differ 
greatly from coal to coal. Porter and Ovitz found that the non-combus- 
tible gases from several coals (not including mechanically absorbed mois- 
ture), all treated in a similar way, varied from 1 per cent. to at least 15 per 
cent. of the total coal. The ultimate analyses made by the government 
bureaus show oxygen content of unweathered bituminous coals, after 
reducing to an ash and moisture free basis, ranging from 5 to 17 per cent.; 
and in samples taken near the outcrop, where weathering has occurred, 
this figure runs as high as 27 percent.® Thisoxygen not only displaces, so 
to speak, an equal amount of carbon and hydrogen, but also renders 
useless, for heat production, a considerable part of the carbon and hydro- 
gen that are present, by being already combined with them. David 
White has shown, by examination of a very large amount of data, that 
each per cent. of oxygen has the same effect as 1 per cent. of ash in reduc- 
ing the heating value shown by a calorimeter.?’ The commercial value 
is reduced in still greater measure, because the gas resulting from this 
oxygen has to be heated to the furnace temperature at the expense of the 
heat-producing portion of the coal, thus still further reducing the avail- 
able heat =o the Margie above the critical temperature. 


* Bulletin No. 104, Institution of Mining and Metallurgy (May 15, oe 
5 Bulletin No. 1, U. S. Bureau of Mines (1910). 
§ Bulletin No. 22, U. S. Bureau of Mines (1918). : 


7 Bulletin No. 382, U.S. Geological Survey (1909), reprinted as Bulletin No. 29, U.S. - 


Bureau of Mines. 
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TaBLE I1.—Reverberatory Coals Used at Anaconda 


| Quality of. Coal 
No. Kind of Coal. f Ne 5 | eee hepa 2 
a ola-| Fixed | .t.u. per 
| pe | tile | Carbon oo pound 
| | 

1.) Belt'run of mine.......... | 8165/2326 1 38a7 129.2 feo 180 
2. | Diamondville run of mine. .| 8.0 | 36.6 | 45.4 10.0 | 11,180 
3. | Belt run of mine ......... Se Ome Zo Olmos hie nml2O)e 8,180 
4. | Diamondville run of mine. .| 8.0 |} 36.6 | 45.4 10.0; 11,180 
5. | Belt run of mine.......... 6.7 | 23.7 | 38.7 | 30.9| 8,340 
6. | Bear Creek run of mine... 11.7 | 33.5 | 38.4 | 16.4 | 10,140 
7. | Bear Creek run of mine.... 11.7 | 83.5 | 38.4 | 16.4] 10,140 
8. | Diamondville run of mine. . 6.73027) 4523 8.3 | 12,310 
9. | Bear-Creek run of mine....| 13.8 | 37.7 | 37.2 TAS eee ONO 
10. | Bear Creek run of mine... .| BR 39 A371 10.4 | 10,340 
11. | Diamondville run of mine. . 6.9 | 41.4 | 41.0 10.7 | 11,470 
12. | Bear Creek run of mine.... Poin.) o6<1 0) 42,9 9.8 | 10,300 
13. | Diamondville run of mine. . 6-4 | 38.9 | 44.4 LOSS 310 
14. | Bear Creek run of mine... .| 11.2 | 35.6 | 43.7 9.5 | 10,300 
15. | Diamondville run of mine. . 6.5 | 39.4 | 44.9 9.2 | 11,600 
16. | Bear Creek run of mine... .| 8.9 | 35.8 | 44.6 | 10.7} 10,620 
17. | Diamondville run of mine. . 5.2 | 38.8 | 46.0 | 10.0 | 11,780 
18. | Bear Creek run of mine.... OR alee aoe 9.9 | 10,700 
19. | Diamondville run of mine. . 6.4 | 39.5 | 44.2 9.9 | 11,550 
20. | Roundup run of mine...... 13.6 | 30.5 | 46.2 9.7 | 10,320 
21. | Diamondville run of mine. . | 6.4 | 37.5 | 44.7 11.4 | 11,440 
22. | Roundup run of mine...... | 13.3 | 31.2 | 45.3 | 10.2 | 10,420 
23. | Diamondville run of mine. . 5.8 | 36.9 | 47.6 9.7 | 11,780 
24. | Roundup run of mine......| 12.5 | 30.6 | 45.9 | 11.0 | 10,620 
25. | Diamondville run of mine. .| 5.3 | 38.5"(" 45.7 | 10.5 \- 11,460 
26. | Roundup run of mine...... | 13.0 | 31.87 45.1 10.1 | 10,300 
27. | Diamondville run of mine. . 9.1 | 36.2 | 45.0 9.7 | 11,820 
28. ; Bear Creek lump and Dia- BiG. 9.7) 35.1 44528 9.4 | 11,010 
mondyville mine run....... Dis On 7alkaie kel Asad 12.1 11,390 
Total....7.6 | 36.5 | 44.6 | 11.3 | 11,270 
39, ..| Diamondyiller.,c.nin eas. 0 gD et he ee OP ae eT 
30. | Diamondville lump........ | 6.4 | 3072 | 46.4 | 8.0/ 12,310 
Shils (aexoyvencolbyonianvemer en mae soe nA etek: Li 30) Bla00\- 43)1 8.0 | 10,500 
B OLS nee Lec ee dal se iobh ale LO BPAD 
Olen ae 18.4 | 30.8 | 48.3 7.5 | 10,440 


In most bituminous coal there is about 5 per cent. of hydrogen (on 
the moisture-free basis), which of course burns to water, and this water 
must be considered when interpreting reports on the heating value. 
Laboratory determinations of heating value are made with this water 
condensed to liquid; but in actual use it passes away as gas, and the error 
in the reported heat units amounts to about 500 B.t.u. per pound of dry 


coal. 


744 ECONOMY AND EFFICIENCY IN REVERBERATORY SMELTING 


Manufacturers of illuminating gas find that the relative quantities 
of the different hydrocarbon gases and of the different tar-like substances 
volatilized from coal vary greatly at different temperatures with any 
particular coal, as well as from one coal to another: moderate tempera- 
tures yielding large quantities of the heavier products, while very high 
temperatures yield more of the lighter products. The lighter gases 
burn with a clear blue flame, while the heavier products burn with a more 
or less opaque yellow or white flame due to the incandescence of solid 
particles. All experience shows that this latter kind of flame is one of the 
chief essentials for successful reverberatory work, a very large part of the 
heat utilized by the charge being received by direct radiation from these 
highly incandescent particles. The trouble with a clear flame is that 
comparatively little of the hot gas comes in contact with the charge, to 
permit the direct absorption of heat; and not much of it comes in contact 
with the roof and walls, and so they receive comparatively little heat to 
radiate on to the charge; but the suspended incandescent particles have 
an immense surface per pound, from which they radiate a good deal of 
their heat to the charge. They also undoubtedly absorb some of the 
heat developed from the lighter gases and then radiate that to the charge 
also. With a good flame, the total surface of the incandescent particles 
in the furnace at any moment is far in excess of the entire surface of the 
roof and walls. The effect of this is like increasing the flow from a water 
reservoir, when a fire isto be extinguished, by multiplying the number 
of streams, and thereby greatly increasing the efficiency of action. This 
statement supplements the argument in regard to the “margin of tem- 
perature’ on pp. 735 and 736. Two cases have already been cited in 
which a lack of incandescent flame was largely responsible for complete 
failure to do any smelting (Belt and Bear Creek coals). Another striking 
experience with this principle was had with the Briickner roasters at the 
old works, in which Belt coal gave very little flame at the fire-box end, 
and none at all at the other end even with forced draft. In order to get 
results it was necessary to drive the fire hard, which produced such a 
high temperature at the fire-box end that there was more or less trouble 
from sintering, while the charge never got hot enough at the other end 
to roast satisfactorily. With Diamondville coal this trouble did not 
exist. It should be noted that an excessively dense (smoky) flame is to 
be avoided, for two reasons: first, there is increased difficulty in supply- 
ing and mixing enough air for combustion; and second, it is almost certain 
that, in such a dense cloud, the heat radiated from most of the incandes- 
cent particles is obstructed and the charge not efficiently heated. 

In order to get this luminous flame, even with good coal, a fairly thick 
fuel bed must be maintained on the grate; so that the condition is approxi- 


mated in which just enough air comes through the grate to burn the fixed — 


carbon to CO, while the rest of the air is admitted through adjustable 
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checker holes above the bridge wall. The large hearth forms nearly the 
ideal combustion chamber demanded by these conditions. In boiler 
practice it is rather unusual to have more than an 8-in. fuel bed ; but in 
. large reverberatories with 13-in. draft in the flue a 24-in. bed is more 
or less standard for good coal containing only a moderate percentage of 
fines. With coals that do not flame well under natural draft there is 
often a marked improvement by using forced draft. The latter so in- 
creases the temperature in the fire box as to drive off more volatile matter. 
This is illustrated by the experiences with Belt, Bear Creek, and Roundup 
coals, all of which did better smelting with forced than with natural draft. 


Percentage of Fines 


In ordinary boiler practice, the equipment can be so designed and used 
as to get reasonably good efficiency with any coal that is fit to be so called, 
although good coal is much more satisfactory than poor, and is likely to 
be more economical; but in reverberatory smelting there are much nar- 
rower limitations. The chemical properties have been indicated as the 
most important of these; but experience proves that the range of size is 
also very important. On account of conditions that the Anaconda Co. 
could not control, the quality of coal received from Diamondville became 
worse several years ago, the chief difficulty being that it was necessary 
to mine a soft coal, which crumbles badly and yields a large percentage 
of fines. Our standard furnace results, with only a moderate proportion 
of fines, consist in burning 60 tons of coal per 24 hr. and smelting 270 tons 
of charge (ratio 4.5); 80 to 85 per cent. of the charge being hot calcine, 
and the rest flue dust, which is harder to smelt than calcine. The poor 
coal dropped the results to 240 tons smelted with 60 tons of coal (ratio 
4.0). The coal at this time contained only about 40 per cent. coarser 
than 2 in. as against 60 to 75 per cent. coarser than this size when get- 
ting normal results. A test of Diamondville lump, which probably con- 
tained 80 per cent. or more coarser than 3 in., smelted 328 tons of cal- 
cine and flue dust with 63 tons of coal (ratio 5.2). (Trial 30 in Table I). 
Comparing ratios, this lump coal yielded 30 per cent. better results than 
the poor mine run, and 15 per cent. better than good mine run. Another 
test, with one-third Bear Creek lump and two-thirds of the poor Diamond- 
ville mine run, smelted 248 tons with 62 tons of the mixed coal (ratio 4.0) ; 
but a parallel test with the Diamondville alone smelted 254 tons with 59 
tons of coal (ratio 4.3). (See trials 28 and 29.) The best result in three 
days’ test of Roundup lump was 263 tons of calcine (no flue dust) smelted 
with 79 tons of coal (ratio 3.3). (Trial 31 C.) Comparing the ratio and 
“efficiency” columns of trials 20 and 31 C, the Roundup lump gave 40 
per cent. better results than Roundup run of mine under similar con- 


ditions. 


ee 
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The three sets of results under trial 31 in the table show the need 
for the furnace men to learn by experience how best to handle each coal: 
there was a marked improvement each succeeding day, but we considered 
that the third day’s result was the best that could be had with this coal. 
The shipment was not large enough for more than the three days’ run; but 
in the other trials here recorded the preliminary experimenting was done 
before official testing was undertaken. 

Neither the Bear Creek lump nor the Roundup lump is as economical 

‘as Diamondville run of mine. The Diamondville lump, however, is 
more economical; but, unfortunately, it cannot be supplied in sufficient 
quantity. 

It may be stated that no coal larger than 7 or 8 in. ever goes into the 
fire box. 

A coal sized anything like as closely as the regular commercial sizes 
of anthracite would probably give very poor results, because there would 
be such a free passage of air through the mass that the volatile matter 
would largely burn before it reached the hearth. 

The reduced efficiency and increased cost resulting from a large per- 
centage of fine coal aredue tothreeconsiderations. First, thefresh supply 
of fine coal temporarily smothers the fire, thereby lessening the amount 
of air that can be drawn through; while the greater surface exposed per 
pound of fine than per pound of lump coal permits a sudden evolution 
of more volatile matter than can be burned by the available air supply, 
so that considerable fuel passes into the flue unconsumed; and to adjust 
the air supply through the checker work above the bridge is quite im- 
practicable. Second, it is next to impossible to prevent a large loss of 
the fine coal through the grate. This loss at Anaconda is 25 to 30 per 
cent. of the coal when there is the excessive percentage of fines or an 
insufficient clinker bed, but only 12 or 15 per cent. under normally favor- 
able conditions. Third, this dropping of fines is likely to leave large 

- holes in the fuel bed for some time; but, as this condition does not occur 
till later than the excessive distillation of volatile matter, a good deal 
of unnecessary air enters and lowers the furnace temperature. 

We are satisfied that the best solution of this question of fines is to 
pulverize all the coal and burn it by blowing it directly into the hearth 
of the furnace. Used in this way, all of the fixed carbon, and even the 
ash, as well as the heavy volatile hydrocarbons, supply incandescent 
surfaces for radiation of heat to the charge; there is absolutely no ash-pit 
loss; and the conditions are so uniform that the air supply can be adjusted 
to a nicety, with the assurance that there will be no decided shortage of 
air at one time and a considerable excess soon after. Moreover, there 


“margin of temperature” will be attained. The extremely successful 


will be used only the minimum excess of air, so that a much greater. 
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results of this method at the Canadian Copper Co.’s plant, to- 
gether with the results at several steel plants, are so encouraging that 
the Anaconda Co. is preparing to give it a thorough trial. The condi- 
tions necessary to success are much better understood than they were a 
few years ago, and we expect that there will be no commercially insur- 
mountable difficulties. 


Moisture 


This is an impurity, which nobody wishes to pay for, and which re- 
quires heat to evaporate. Six per cent. of moisture in a pound of coal 
absorbs 120 B.t.u. in evaporating and being raised to the temperature 
of the reverberatory hearth; and in the case of Diamondville coal, burned 
in our large furnaces, reduces the temperature to 2,800° F. when it would 
otherwise be 2,825° F.; a reduction of the margin above the critical tem- 
perature that probably reduces the capacity and economy by at least 
3 per cent. 


Ash and Clinker 


Ash, like moisture, reduces the heat units per pound of coal, and yet 
it has a distinct value: with a great many coals the loss through the grate 
would be excessive if there was not a bed of clinker. In some cases, 
however, the ash clinkers so badly as to seriously clog the grate and inter- 
fere with combustion. This was the case with Diamondville coal when 
it was used under forced draft in 50-ft. furnaces at Anaconda. The 
average treatment of calcine, flue dust, and added lime rock, with forced 
draft, was 104 tons per 24 hr., while using 44 tons of coal (ratio 2.4); but 
with natural draft it was 144 tons of similar charge, using 46 tons of coal 
(ratio 3.1); an increase of 30 per cent. in efficiency. A little of this increase 
was due to certain changes in furnace design; but, as intimated, most of 
it resulted from the adoption of natural draft. The most important 
change in design was, in fact, a 58 per cent. increase in the grate area 
(from 53.3 sq. ft. to 84 sq. ft.) to suit the requirements of the coal under 
natural draft. With forced draft there was a tremendous volume of 
dense flame for some time after the grate was cleaned; so much, in fact, 
that a good deal of fuel passed away unburned. ‘This excessive flaming 
was due to the high temperature in the fuel bed, caused by the intense 
forced-draft combustion; but this high temperature gradually covered 
the grate with a dense clinker, so that the passage of air was much reduced 
and there was practically no flame in the furnace. The blast had to be 
shut off every 4 hr. to clean the grate. An attempt to improve matters 
by introducing steam with the blast failed to help much, though with Belt 
coal steam was of marked benefit in reducing clinker troubles. A large 
percentage of ash prevents efficient contact of air with the fuel in the fire 
box, unless there is a very deep bed. When using Belt coal (25 to 30 
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per cent. ash) with natural draft and only a 24-in. bed, it is altogether 
probable that there was a large excess of oxygen in the hearth (though we 
have no gas analyses to confirm it), for a good deal of the air passing 
through the bed would come in contact with very little except ash. 
There was not enough volatile combustible to utilize this extra air (the 
ratio of volatile matter to fixed carbon is low in this coal), which therefore 
acted to cool the hearth. With the deep-bed gas-producer conditions 
this excess air could not pass through. We have gas analyses to prove 
this. 

The essence of the clinkering problem is, like that of the slag problem, 
the question of fusibility; but it is seldom possible to predict from anal- 
ysis of the ash what will be the qualities of the clinker, or even whether 
it will or will not clinker. For example, there are decided variations 
in the four following analyses of Diamondville ash, yet the clinkering 
qualities are practically constant. 


SiO. Fe.0; Al.O3 CaO MgO  Alkalies SO; 
Per Cent. Per Cent. Per Cent. Per Cent. Per Cent. Per Cent. Per Cent. 


37.5 6.8 23.6 16.6 2.0 6.3 6.0 
50.3 7.4 25.4 9.4 
51.9 7.0 21.6 12.3 
60.0 9.6 19.6 7.4 


It often happens that there are great variations in clinkering proper- 
ties of different portions of the ash; yet if one portion is easily fusible, 
at the temperature to which it is subjected after the fuel is largely burned 
away from it, it is quite certain to surround other portions, so that they 
contribute to the volume of clinker though they have not fused. The 
most satisfactory investigations of the clinker problem seem to be those 
made by E. G. Bailey.* He shows the present hopelessness of judging 
anything from analyses; but has adopted a laboratory fusion test of the 
average ash, and says: 

“Fiven if the ash is made up of a mixture of high and low fusing temperature material 
and if only that having a fusing temperature below that of the fuel bed is melted into a 
clinker, there will be a greater percentage of such ash fused into a clinker from a coal 
having a low average fusing temperature than from a coal having a high average fusing 
‘temperature. In actual practical tests it has been found that the percentage of ash 
which is formed into clinker as well as the obstructed grate area per pound of clinker 
hold a close relation to the fusing temperature of the ash from different coals when 
burned under similar conditions.” 

He shows plots of some results which indicate that, with good average 
conditions on steam-boiler grates, less than 25 per cent. of the total ash 
clinkers if its average fusion temperature is 2,500° F. or higher; but the 
proportion of clinker rapidly increases to 50 per cent. as the average 
fusion temperature falls to 2,300° F. 


® Ohio Society of Mechanical, Electrical and Steam Engineers, Nov. 18, 1911; and 


Bulletin No. 5, Fuel Testing Co., Boston. 
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DESCRIPTION AND Discussion oF Coats Usp 


The Diamondville run of mine is decidedly the most economical of 
all the coals we have used, though it costs, delivered to the furnaces, from 
one-eighth to one-half more than any of the others except Rock Springs. 
This is because it is much the most efficient. It is a long-flame bitumin- 
ous coal from which, in a properly designed furnace, with natural draft, 
the volatile combustible matter is distilled in just about the same length 
of time that the fixed carbon is burning in the fire box; keeping the entire 
furnace nicely filled with actively burning flame about half the time, and 
a very considerable amount of flame all the time. The distillation is 
rapid enough to produce a high temperature near the bridge, where the 
ore is charged, yet slow enough for the gases to give up a reasonable pro- 
portion of their heat before passing into the flue. The normal furnace 
results consist in smelting 270 tons of hot calcine and flue dust per 24 hr., 
while using 60 tons of this coal. The temperature of the gases averages 
2,800° F. just beyond the bridge, while the formation temperature of the 
slag is about 2,000° F. The freezing temperature of the slag, after it is 
formed, is possibly not over 1,800° F., but it has an actual temperature 
of nearly 2,100° F. as it runs out of the flue end of the furnace. The 
gases enter the flue at an average of 2,200° F. These conditions guaran- 
tee good settlement of the matte, and easy skimming of the slag. 

With good natural draft the Diamondville ash forms a clinker of 
moderate hardness, which is barred out without much trouble, and at the 
same time maintains an excellent fuel bed and keeps the total loss of fuel, 
through the grate, down to 12 or 15 per cent. when there is not an excess- 
ive amount of fines in the coal received. Most of this loss occurs at the 
time of grating. With forced draft, however, the clinker is so hard and 
tough, and forms in such large masses, as to require excessive labor in 
cleaning the grates. Itis thus seen that, with natural draft, Diamondville 
approaches the ideal coal for smelting; and in fact it has the reputation 
of being one of the best coals available in the Rocky Mountain region 
for this purpose. 

Belt is a bituminous coal, containing a good deal of carbonaceous 
shale and considerable iron pyrite, the 25 and 30 per cent. of ash i in the 
mine run being a serious source of difficulty and inefficiency in ‘its use. 
’ With moderate fire-box temperatures the ash does not clinker, but re- 
mains to a large extent in lumps; yet with the intense fire-box combustion 
accompanying forced draft, and sometimes with strong natural draft, it 
clinkers seriously unless steam is used beneath the grate. It ordinarily 
gives but very little good flame unless the temperature in the fuel bed is 
greatly increased, by means of forced draft, and even then the flame is 
far from ideal. Not only is the percentage of volatile matter low, but its 

ratio to fixed carbon is also low. When used in our regular fire box with 
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natural draft it will do no smelting; and even with the immense gas-pro- 
ducing fire box the temperature a little beyond the bridge was only 
2,500° to 2,600° as compared to 2,800° from Diamondville coal used in the 
regular fire box; but there were very large volumes of this lower-tempera- 
ture gas, because of the great quantity of coal consumed. 

Bear Creek is a sub-bituminous coal (between good bituminous and 
lignite). It flames sufficiently to smelt with natural draft on a normal- 
sized grate; but gives a better flame and more efficient smelting with 
forced draft. Under any conditions it flames, after fresh firing, only a 
quarter to a half as long a time as Diamondville, and so requires more 
frequent firing. With natural draft it produces a temperature just be- 
yond the bridge 150° to 200° F. lower than Diamondville; and with forced 
draft it is 100° F. lower than Diamondville. It appears to deteriorate 
in heating value rather fast after mining, but does not slack seriously. 
Tt does not clinker much under either natural or forced draft; and, for 
that reason, is subject to a 25 per cent. fuel loss through the grate. 

Roundup is also a sub-bituminous coal. It flames similarly to Bear 
Creek and gives about the same furnace temperatures. It slacks some- 
what rapidly on exposure. Its ash clinkers somewhat more than Bear 
Creek, but not as much as Diamondville; and consequently suffers an 
intermediate fuel loss into the ash pit. 

It seems reasonable to suppose that, after removing moisture, the 
higher the ratio of hydrogen to carbon the larger will be the proportion 
of total combustible that will be given off in the volatile form and serve 
to produce flame in the hearth; other conditions, of course, being the same. 
On the other hand, flaming is in all probability reduced the higher the 
ratio of oxygen to total combustible. If these two statements are true, 
then the relation between the first of these ratios and the second is one 
indicator as to the value of coals for smelting. The following figures are 
derived from average ultimate analyses of certain of the coals discussed 
in this paper. These analyses are taken from Bulletin No. 22 of the 
U. S. Bureau of Mines (samples from near the surface of mine workings 
being omitted); and the relation just mentioned is shown in the last 
column.® 


1 2 3 4 5 Ratio of 
Column 4 
to 
H Cc O a wee Column 5 
Per Cent. Per Cent. Per Cent. 

Diamondvilléies asco >..4a0 5.3838 76.89 11.16 0.069 0.14 0.49 
ROCK PPIINOsae nate sae 4°96"" 674.289 13272) = 0.067 0017, 0.39 
BoarsCresic.. seas ose aes Oe 4.94 66.78 14.04 0.074 0.20 0.37 
Beliieeer ee et an Sees a 3.64 61.238 11.50 0.059 0.18 0.33 


For these four coals the numbers in the last column stand in the same 


order as the normal smelting efficiencies that can be obtained with any 


®The Bulletin gives no ultimate analyses of Roundup coal. 
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ordinary provision short of the elaborate and expensive gas-producing 
fire box that was used for Belt. 


OTHER ImportTAaNT Factors 


Mixing the Charge 


Of the factors other than fuel, the one that requires most careful 
attention is proper fluxing of the charges: and this means, not merely 
that a day’s average sample shall have a suitable analysis, but that each 
individual charge shall have such composition as to yield a readily fusible 
and fluid slag, of low specific gravity; it also means that the speed of 
smelting depends on how intimately the various constituents of each 
charge are mixed. From the following facts it is clear that these condi- 
tions are not always attained. In December, 1903, Mr. Mathewson 
changed the practice of adding a small proportion of lime rock flux 
directly to the reverberatories, without any special mixing with the rest 
of the charge, to mixing it, with some regularity, with the concentrates 
and fine ore fed to the roasters. The result was to increase the reverbera- 
tory performance from 144 tons smelted with 46 tons of coal (ratio 3.1) 
to 163 tons smelted with 48 tons (ratio 3.4). The most striking example 
we have had of the effect of poor fluxing came when a charge of calcine 
failed to smelt in three times the usual 1 hr. and 20 min., though the entire 
contents of the hearth got so hot that the matte pool “boiled” (gave off 
sulphur) at the end of the 4 hr., and frothed considerable of the accumu- 
lated slag out of the furnace. It is, of course, understood that any ap- 
proach to such poor results is not at all common. 


Preheating the Charge 


It is well known that the capacity and economy of a furnace are very 
much decreased if the hot calcine from the roasters is allowed to cool 
before smelting. At Argo, Colo., a 23 per cent. increase in capacity was 
obtained, with no increase of fuel consumption, by charging the hot 
calcine directly to the reverberatory instead of allowing an intermediate 
cooling. The calcine made up only one-half of the charge, the other 
half continuing to be cold ore.1° At Anaconda the calcine enters the 
reverberatories at a temperature of 900° F.; and inost. of the flue dust is 
thoroughly hot. : 


Preheating the Air 
Various attempts to save money by preheating the air for copper 


blast furnaces have been abandoned, though the fuel efficiency of the 
recs themselves was much increased when the air was oe sls to we 


10 Peters’ s Modern Copper Smelting, p. 446. 
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or 800° F. There have been two reasons for the commercial failure: 
first, the cost of the extraneous fuel used to do the heating; second, the 
cost for much extra power to force the blast through the small and tortu- 
ous passages of the heating devices. Both of these troubles can be over- 
come for reverberatory work. The first step is to use the waste heat from 
the furnaces, instead of extra fuel. The gas comes away from these 
furnaces at a much higher temperature than from blast furnaces, and 
there is not the frequent inrush of large volumes of cold air such as occurs 
through the charge doors of the blast furnaces. In the few cases where 
preheated air has been used in reverberatories for copper smelting, natural 
draft and efficient heating devices have been utilized. The gas-fired 
furnaces at Great Falls have always had the checker work of the open- 
hearth steel furnace. The Peyton Chemical Works, near Martinez, Cal., 
heated the air for an oil-fired furnace in open flues, without checker work 
but with several turns purposely introduced. With hot air (varying from 
750° to 1,830° F.) their furnace capacity was 50 per cent. greater than with 
cold air. It is easier and cheaper to remove dust from these open flues 
than from the checker work." 


Producing Steam with Waste Heat 


Since the practice of utilizing the flue gases to generate steam was 
adopted at Anaconda it has also been put into effect at several other large 
plants. At Anaconda about 25 per cent. of the heating value of the total 
coal is thus made effective; while only 15 per cent. of this value is actually 
utilized for smelting. This steam from the eight furnaces generates 
30 per cent. of the 16,700 mechanical horse power used in the entire con- 
centrating and smelting plant. 

Boilers for this service must be arranged for the gases to pass through 
in a straight line, and with plenty of passage area, in order not to affect 
the draft. With the several changes of direction found in ordinary boiler 
practice the smelting capacity is seriously reduced; so much, in fact, as 
to affect the profits much more than the money value of all the steam. 


For a good deal of information and suggestion, the writer is indebted 


to W. M. Kelly, general smelter foreman; F. W. C. Whyte, manager of 
coal mines; and especially to Edward O’Brien, general reverberatory 
foreman. — 


Fred A. Leas: Engineering and Mining Journal, el: fone No. 19, p. 898 (Nov. 
7, 1908). 
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The Annealing of Cold-Rolled Copper 


BY EARL 8. BARDWELL, GREAT FALLS, MONT. 
(Salt Lake Meeting, August, 1914) 


Tue determination of suitable and safe annealing temperatures is one 
of the most important problems arising in the operation of a copper rolling 
mill. Certain of the larger mills have worked this problem out for them- 
selves and in these mills the operation has become more or less standard- 
ized. In some of the mills pyrometers are used to measure the tempera- 
ture of the annealing furnaces and careful watch is kept to see that over- 
heating does not take place. In a considerable number of the mills, 
however, dependence is placed entirely on the judgment of the operator. 
The almost total lack of literature bearing on this subject seems sufficient 
warrant for the publication of this paper. 

The discussion of this subject naturally divides itself into two parts: 
(1) The effect of annealing temperature on physical properties; and (2) 
changes in the microstructure of refined copper due to cold rolling and 
annealing. 


I. Tue Errect or ANNEALING TEMPERATURE ON PHysIcAL PROPERTIES 


For the purpose of investigating this phase of the subject six test bars 
were selected, varying in oxygen content between the limits of 0.036 and 
0.070 per cent. The chemical composition of each of these test bars was 


as follows: 


Bar Number 


ia 2 3 4 5 6 
Copper + silver ....... 99.95 99.92 99.945 99.94 99.95 99.93 
Oxygen...........055 0.041 0.070 0.046 0.050 0.036 0.058 
Pal eh ee ae 0.0038 0.0038 0.0038 0.0038 0.0031 0.0031 


The bars were heated in an electric muffle to about 1,650° F. and rolled 
into rods. The rods were annealed, pickled, and drawn to No. 12 B. & 
S. gauge wire. The wire which was to be used for the annealing test was 
cut into 38-in. lengths and each length made into a coil 6 in. in diameter. 
The separate coils were marked so that they might readily be identified 
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as they were taken out of the annealing furnace. For annealing the wires 
an electric muffle was used and the annealing temperatures were measured 
by means of a thermo-couple. The temperatures as measured are accu- 
rate to about 10° and we were able, in practically every case, to so regulate 
the furnace that the temperature did not rise more than 20° above or fall 
more than 20° below the desired temperature while the wires were in proc- 
ess of being annealed. The muffle was brought to the desired tempera- 
ture and six wires, one from each of the test bars, were introduced. 
The wires were allowed to remain in the furnace for 20 min., at the 
end of which time they were removed and plunged into a dilute sul- 
phuric acid solution to remove scale. In this manner wires from each of 
the test bars were annealed at a series of temperatures varying be- 
tween the limits of 300° and 1,800° F. 

Electro-Conductivity of Annealed Wires—The conductivities of the 
wires were measured by means of a Hoopes bridge manufactured by the 
Leeds-Northrup Co., of Philadelphia. The results of the conductivity 
tests are given in Table I. 


TasBLE I.—Conductivities of Copper Wires Annealed at Various Tempera- 
tures for 20 Min. 


Temperature, Per cent. Conductivities of Wires Drawn from Bar Numbers 
Degrees F. 1 2 3 a 5 6 
60 97.3 96.2 97.6 96.9 97.2 97.0 
300 97.45 96.35 97.6 97.1 97.4 96.9 
400 97.5 96.4 97.8 97.1 97.5 97.1 
525 97.8 96.6 97.9 97.3 Cat fei 97.4 
625 97.9 97.2 98.0 97.5 97.9 97.4 
700 99.5 99.0 100.0 100.0 99.9 99.8 
800 100.3 99.6 100.4 100.0 100.3 100.1 
900 100.2 99.6 100.4 100.0 100.3 100.1 
1,000 100.3 99.5 100.3 100.0 100.2 100.1 
1,100 100.3 99.3 100.3 99.9 100.1 99.9 
1,200 100.2 99.3 100.3 100.0 100.1 99.9 
1,300 100.1 99.2 100.3 99.9 100.2 99.8 
1,400 100.1 99.1 100.3 100.0 99.9 99.5 
1,500 99.85 98.7 100.1 99.6 99.65 99.2 
1,600 99.4 98.5 99.65 99.1 99.25 98.7 
1,700 98.9 97.6 98.7 98.3 98.3 98.1 
1,800 97.8 96.7 98.0 97.3 97.0 97.0 


The per cent. conductivity is referred to the annealed copper standard, 
which at 20° C. is represented by a resistivity of 0.15328 ohm (meter, 
gram). The conductivities reported at 60° F. are the conductivities of 
the hard-drawn wire. The low conductivities in the case of wires 
annealed at temperatures between 300° and 700° F. are due to imperfect 


or incomplete annealing, whereas the low conductivities obtained in the | 


case of wires annealed at the higher temperatures are due to changes in 
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the physical structure of the copper brought about by annealing at these 
temperatures. 

The curves, Fig. 1, are plotted with conductivities as ordinates and 
temperatures at which the wires were annealed as abscisse. It will be 
noted that until an annealing temperature of about 600° F. is reached the 
conductivity increases very gradually; between 600° and 800° F. a very 
rapid increase in conductivity takes place. Wires annealed at 800° F. 
and at higher temperatures up to 1,200° F. show very little or no decrease 
in conductivity. Wires annealed at temperature higher than 1,200° F. 
in general show a decrease in conductivity, slight at first, but increasing 
rapidly until in the case of wires annealed at 1,800° F. the conductivity 
has become very nearly equal to that of the hard-drawn wire. 
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Fig. 1.—VARIATION In ConpuUCcTIVITY OF CopPpER WIRES WITH VARIATIONS IN 
ANNEALING TEMPERATURE, 
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It is interesting to note that wires drawn from bars 1, 3, 4, and 5 show 
no considerable decrease in conductivity until an annealing temperature 
in excess of 1,400° is attained, whereas the wires drawn from bars 2 and 6 
show a marked decrease in conductivity when annealed at a temperature 
higher than 1,200° F. This is more especially marked in the case of the 
wire drawn from bar 2, which bar is the higher in oxygen. 

Tensile Strength and Elongation of Annealed Wires.—After testing the 
annealed wires for conductivity they were tested for tensile strength and 
elongation. In making the tensile-strength determinations 1-ft. lengths 
of each of the various wires were used and the elongation measured to 
thousandths of aninch. Slight imperfections in the wire are responsible 
for the erratic results obtained in the case of several of the wires. Results 
which were clearly due to flaws in the wire have been disregarded. 

Table II gives the results of the tensile-strength tests. In Fig. 2 these 


results are shown graphically. 
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Fig. 2—VARIATION IN TENSILE STRENGTH oF CopprER WIRE WITH VARIATIONS IN 
ANNEALING TEMPERATURE. 


TaBLe I1.—Tensile Strength of Copper Wires Annealed at Various 
Temperatures for 20 Min. 


Temperature, Tensile Strength, Pounds per Square Inch, of Wires Drawn 
Degrees F. from Bar Number 
1 2 3 + 5 6 

60 63,100 65,700 66,700 66,100 63,700 65,600 
300 62,800 62,500 63,500 60,000 63,800 63,800 
400 61,200 61,750 61,900 59,900 61,700 62,500 
525 61,200 61,750 59,200 59,800 61,800 61,800 

O257 a. ke 60,750 58,100 57,400 62,500 ...... : 
700 39,400 37,800 38,200 37,800 35,800 37,400 
800 36,200 36,400 36,200 37,000 37,000 36,600 
900 35,800 37,000 36,200 36,200 33,500 36,200 
1,000 36,900 37,000 36,800 36,200 36,000 36,200 
1,100 35,800 35,600 36,400 36,200 35,400 36,200 
1,200 36,400 37,000 36,400 35,800 35,100 36,600 
1,300 34,700 36,800 37,200 35,200 - 35,500 35,600 
1,400 36,900 35,600 37,400 36,400 36,200. ...... 
1,500 36,400) | ree 38,400 37,600 35,800 36,400 
1,600 38,200 38,700 37,400 35,200 37,700 37,800 
1,700 38,100 38,600 38,000 36,900 37,400 38,900 


1,800 38,400 39,800 39,200 37,200 37,300 37,200 
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The tensile strength was figured by multiplying the breaking weight 
in pounds by the reciprocal of the cross-sectional area in square inches. 
The scale formed by annealing and subsequently removed by pickling 
caused a considerable reduction in the cross-sectional areas of wires 
annealed at the higher temperatures. 

The curves show essentially the same characteristics. 

In the range between 300° and 600° there is a slight decrease in ten- 
sile strength, followed by a sudden drop in the narrow range between 600° 
and 700°. Between 700° and 1,400° there is very little change in the ten- 
sile strength, which reaches a minimum at about 1,100°. Beyond 1,400° 
the tensile strength seems to increase slightly. 

Table III gives in detail the per cent. elongation obtained in the 
case of each wire. 


Taste III.—Per Cent. Elongation of Copper Wires Annealed at Various 
Temperatures for 20 Min. 


‘Temperature, Per.cent. Elongation of Wires Drawn from Bar Number 
Degrees F. 1 2 3 4 5 6 
60 0.7 0.9 1.0 0.9 1.2 1.0 
300 LS? 1.9 il FA 1.5 1.9 1.6 
400 Le 1.9 2.3 2.1 1.7 1.9 
525 1.6 2.3 1.8 2.1 2.0 2.0 
625 Bont 2.5 2.7 1.8 2.0 1.8 
700 21.2 39.4 35.2 29.6 26.1 28.5 
800 46.0 42.6 48.0 42.4 42.4 40.5 
900 46.8 ite 43.2 43.6 41.2 41.8 
1,000 42.7 43.2 44.5 42.7 41.1 41.2 
1,100 46.2 45.3 43.8 41.8 40.0 
1,200 42.5 oe 49.7 41.2 42.5 42.1 
1,300 43.7 42.0 43.6 43.5 41.9 41.8 
1,400 41.7 42.8 40.8 40.1 41.4 40.0 
1,500 37.7 hoe 39.0 38.4 34.8 37.9 
1,600 32.9 37.2 at 36.8 35.2 
1,700 34.6 34.0 32.9 32.3 33.1 34.4 
1,800 26.3 25.6 28.7 30.0 28.3 27.4 


These results are shown graphically in Fig. 3. As will be noted upon 
examining the curves, there is a slight increase in the per cent. elongation 
as we pass from 300° to 600°, followed by a rapid increase in the range 
between 600° and 800°. From 800° to 1,300° the per cent. elongation 
remains fairly constant, reaching a maximum at about 1,100°, after which 
it decreases slowly at first and then more rapidly until at 1,800° the 
elongation is from 15 to 20 per cent. lower than in the case of wires an- 
- nealed at 1,100°. 

In Table IV the results of physical tests on the six wires annealed at 
different temperatures will be found averaged. 
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Fig. 3.—VARIATION IN PER Cent. ELONGATION OF CopPpER WIRES WITH VARIATIONS 
In ANNEALING TEMPERATURE. 


100. 


fon) 
s 
ER SQUARE INCH 


Per cent Elongation 


Se) 
S 
T 


2 
=) 


Z| 
° 
8 


i area 1 0.10 


Tensile Strength in Pounds 
per square inch 


PER CENT OF CONDUCTIVITY ANNEALED COPPER STANDARD 


TENSILE STRENGTH IN POUNDS P 
So 
s 

PER CENT ELONGATION IN 12 IN. 


200 400 600 800 1000 1200 1400 1600 1800 
DEGREES FAHRENHEIT 


Fia, 4.—VARIATION OF PuysicaL Proprrtins or Copper WIRE WITH VARIATIONS IN 
ANNEALING TEMPERATURE. 
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TaBLe 1V.—Composite Tabulation of Results of Physical Tests on Wires 
Annealed at Different Temperatures 


Tensile Strength, 


Temperature, Conductivity, Elongation, 
Degrees F. Per Cent. pounOa DET Per Cent. 
Square Inch 

60 97.0 65,150 0.9 

300 97.1 62,750 1a 

400 97.2 61,490 1.9 

525 97.4 60,925 2.0 

625 97.6 59,690 2.1 

700 97.7 37,730 30.0 

800 100.1 36,570 43.6 

900 100.1 35,820" 43.3 
1,000 100.1 36,520 42.5 
1,100 100.0 35,930 43.4 
1,200 100.0 36,220 ; 43.6 
1,300 99.9 35,820 42.7 
1,400 99.8 36,500 41.1 
1,500 99.5 36,920 37.5 
1,600 99.1 37,500 35.5 
1,700 98.3 37,980 33.5 
1,800 97.3 38,180 Dike. 


These data are plotted in Fig. 4. The curves show that the range be- 
tween 800° and 1,300° F. is best suited for annealing. Wires annealed 
at around 1,100° F. have the maximum conductivity, maximum per 
cent. elongation, and minimum tensile strength. 

Captain C. Grard, of Paris, France! has carried out a series of tests 
with reference to the effect of various annealing temperatures on cold- 
worked brasses of various compositions and copper. This investigator 
has not studied the effect of annealing temperature upon the electro- 
conductivity of the copper; he has, however, studied the effect of the 
annealing temperature upon the tensile strength and elongation of cold- 
worked copper. Fig. 5 is a reproduction of the curves given in Grard’s 
paper. In Fig. 5 the temperatures are expressed in degrees centigrade, 
whereas in Figs. 1, 2, 3, and 4 the temperatures are given in degrees 
Fahrenheit. While the curve for elongation is of the same general shape 
as that obtained by us, the transition which we have found to take place 
between 600° and 800° F. he has found to take place between 150° and 
200° C., or in the range-between say 302° and 392° F. This may be 
partly due to the fact that the copper which Grard used for his experi- 
ments was much higher in oxygen than that used by us. As nearly as 
can be ascertained from Grard’s paper, the copper used for his experi- 


1 Captain C. Grard, Paris: Industrial Application of Microscopic Metallography 
for Controlling the Work put on Copper and Brasses, International Association for 


Testing Materials, vol. ii, No. 11, ITs. 


- 


ments contained 0.15 per cent. oxygen. Grard does not state the length 
of time that each specimen was subjected to the annealing temperature. 
The difference noted between his curves and ours may be due to speci- 
mens being annealed for longer periods at the lower temperatures than 
was the case at higher temperatures. 

Grard divides his curve into five zones. From 0 to 150° C. he calls 
the ‘zone of cold working,’ from 150° to approximately 200° C. is the 
“relaxed zone,” from 200° to 400° the “zone of recuperation,” from 400° 
to 650° is the “‘zone of complete annealing,” and from 650 ° C. up is the 
“bending zone.” Converting degrees centigrade into degrees Fahrenheit 
we have: 
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Fic. 5.—GRArpD’s CURVES SHOWING EFFECT OF ANNEALING TEMPERATURE ON 
PHYSICAL PROPERTIES OF COPPER. 


Zone of cold working.......... 32° to 302° F. 
Relaxed zone. sit ae ane sas 302° to 392° F. 
Zone of recuperation........... 392° to . 752° F. 
Zone of complete annealing..... 752° to 1,202° F. 
Bending’ zone tancn tc dcscay che 1,202° to melting point of copper 


Using the same terminology, the curves for per cent. elongation shown 
in Fig. 3 might be divided into zones as follows: 


Zone of cold working.......... 32° to 600° F. 
Relaxed zone................. 600° to 750° F. 
Zone of recuperation........... 750° to 900° F. 
Zone of complete annealing..... 900° to 1,200° F. 
BANGING ’ZONG... eign astctiranaen 1,200° to melting point of copper 


This is, of course, only approximate. It is extremely difficult if not 
altogether out of the question to determine with any considerable 
degree of accuracy the per cent. elongation of a 1-ft. length of No. 12 
copper wire that has not been annealed. The results which have been 
obtained are consistent and serve our purpose. As will be noted, the 
point which we have fixed upon as marking the beginning of the bend- 
ing zone is the same point that Grard has fixed upon. The electro- 
conductivity can be measured with a much greater degree of accuracy . 
than can the per cent. elongation, and the conductivity of a copper wire 
is perhaps an even more delicate index of the changes that take place in 
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the copper upon annealing. If we base the limits of the several zones on 
the conductivity curves (see Fig. 1) we get results somewhat as follows: 


Zone of cold working.......... 82° to 300° F. 
Relaxed zones.) J..0.< 2.002. . 300° to 675° F. 
Zone of recuperation........... 675° to 800° F. 
Zone of complete annealing.... . 800° to 1,100° F. 
Bendingezonearneeen ose te. 1,100° to melting point of copper 


Grard states that the first two zones should never correspond to a 
finished state of the worked metal, as the metal in either of these zones 
is in a state of unstable equilibrium. He states further that the so-called 
bending zone should be avoided. This means that copper which attains 
in the annealing furnace a temperature higher than 1,100° to 1,200° F. 
has been overheated. Where copper is to be cold rolled after annealing 
a temperature of 1,100° F. will be found to give most satisfactory results. 
I do not wish to convey the idea that heating to higher temperature than 
1,100° F. invariably injures the copper. Such is not the case. The 
nature of the troubles that may be brought about by overheating will be 
discussed on another page. 


2. CHANGES IN THE MICROSTRUCTURE OF REFINED COPPER DUE TO 
Cotp RoLuiInc AND ANNEALING ~ 


Fig. 6 is a photomicrograph of a piece of copper that has been cold 
rolled from 3s to 0.033 in. In the photomicrograph note the slip 
bands, very fine parallel lines at right angles to the direction of rolling. 
These slip bands are characteristic of a strained condition of the metal 
resulting from severe mechanical treatment. In order to illustrate the 
affect of annealing upon the microstructure of cold-rolled copper, pieces 
of the above sheet were annealed in a small electric furnace at a number of 
different temperatures, each specimen being allowed to remain in the 
furnace for 20 min. The temperatures were measured by means of a 
thermo-couple standardized by the United States Bureau of Standards 
and are correct to 5° C. The temperatures, which were measured in 
centigrade degrees, have been converted to Fahrenheit degrees in order 
to avoid confusion and to facilitate comparison of microstructure with 
physical properties as shown by the curves in Figs. 1, 2, 3, and 4. 

Fig. 7, a photomicrograph of a piece of the above-mentioned cold-rolled 
copper annealed for 20 min. at 392° F., shows the metal to be still in a 
strained condition. Under the microscope we see no evidence of crystals. 
The slip bands noted in Fig. 6 are visible also in Fig. 7. 

In Fig. 8 we note a change. The slip bands have disappeared and 
in their place we have small crystals very closely grouped. We have 
now passed out of the zone of cold working and have entered the relaxed 
zone, which may be said to be characterized by very small crystals. 
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Fig, 6.—Surrt Copprr arrer Corp Rouuine From 3/16 In. To 0.033 In. > 100. 


Fia. 7.—Arrer ANNEALING AT 392° F. x 100. 
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Fig. 9 is a photomicrograph of a specimen of the cold-rolled sheet 
which has been annealed for 20 min. at 752° F. This photomicro- 
graph is characteristic of the zone of recuperation. The crystals are still 
very small, but are slightly larger than those shown in Fig. 8 and more 
regular in shape. 

With Fig. 10 we enter the zone of complete annealing. The crystals 
in this specimen, which was annealed at 932° F’., are much larger and more 
regular in outline. With Fig. 11, 1,112° F., they have reached their maxi- 
mum regular growth. From this point on the crystals increase very 


Fig. 8.—Arrer ANNEALING AT 572° F. XX 100. 


! 


rapidly in size but they grow at the expense of one another and hence 
become irregular in size; 7.e., some crystals are very large while others 
are much smaller. This irregular growth, and the further. fact that the 
crystal outlines are becoming more and more rounded in the case of speci- 
mens annealed at the higher temperatures, probably explain in part the 
decrease in ductility which we have noticed in the case of the wires an- 
nealed at different temperatures. In Figs. 12, 13, 14, and 15 the crystals 
_ become successively larger, the crystal faces become more and more 
curvilinear in outline, and polysynthetic twin crystals make their 


appearance. _ 
The microstructure of refined copper that has been annealed after 
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rolling differs from that of the cast metal by the parallel markings (poly- 
synthetic twin crystals) which appear on the crystal faces (see especially 
Figs. 14 and 15). The significance of these twin crystals is not entirely 
clear. The distortion of the metal brought about by rolling results in 
a refinement of the crystalline structure and an increase in tensile strength. 
This refinement of the crystal structure is brought about by sliding 
taking place along the cleavage planes of the polygonal grains. As a 
result the new crystals become arranged in twinning position with their 
neighbors. The temperature at which the strained metal is annealed 
seems to exert a considerable influence upon the formation of these poly- 


Fie. 9.—Arrer ANNEALING AT 752° F, > 100. 


synthetic twin crystals as well as upon the size of the crystals in general. 
This increase in the size of the crystals is accompanied by a decrease in 
the per cent. elongation. The decrease in conductivity and in general 
the changes which take place in the case of the physical properties of wire 
annealed at the higher temperatures show a reversion of the metal to a 
condition very much like that of the cast metal. It is of interest to note 
that the appearance of the so-called polysynthetic twin crystals is coin- 
cident with the decrease in conductivity and per cent. elongation. This 


decrease in the per cent. elongation is of vital interest to the rolling-mill | 


man, it being evident that a piece of the annealed metal having the maxi- 


* 
- 


THE ANNEALING OF COLD-ROLLED COPPER 765 


mum per cent. elongation is in the best possible physical condition for 
withstanding further mechanical treatment. 

The question will probably arise as to what sort of trouble may be 
brought about by overheating the copper in the annealing furnace. We 
have seen that overheating facilitates the development of polysynthetic 
twin crystals and results in a decrease in the per cent. elongation. Sheets 
which have been overheated in this way give trouble by cracking at the 
edges. If the annealing temperature is very high, gases which were 
unable to escape when the metal was cast tend to segregate at the granular 
boundaries. This results in blisters, which may make themselves evi- 


Fig. 10 —Arrer ANNEALING aT 932° F. X 100. 


dent only upon subsequent rolling. Overheating of the copper previous 
to the breaking-down rolls has a similar effect. When the annealing 
temperature becomes so high that the metal begins to soften, the gas 
contained in the metal will tend to force the grains apart, causing cracks, 
into which the oxygen of the atmosphere will penetrate. The copper 
in this condition is said to be burnt and must be remelted. Overheating 
does not necessarily mean that the copper is burnt. If the copper attains 
in the annealing furnace a temperature in excess of 1,100° or 1,200° F. 
it may be said to have been overheated, but no harm necessarily results 
if the overheating is inconsiderable. We have already seen that copper 


—~, 
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Fig. 12.—Arrer ANNEALING AT 1,292° F. xX 100. 
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Fig. 14.—Arrzer ANNEALING aT 1,652° F. x 100, 
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Fie. 15.—Arrer ANNEALING AT 1,832° F. > 100. 


Fig. 16,—Caxg Contarnina 0.076 Pur Cent. OxyGEn. x 41, 
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low in oxygen will apparently permit of being heated to 1,300° to 1,400° F. 
before showing any considerable decrease in either the per cent. conduc- 
tivity or per cent. elongation. 

In order to further illustrate my point it may be of interest to show 
what happens when a cake of electrolytic copper is rolled into sheet. Fig. 
16 is a photomicrograph of a piece of copper cut from a 14 by 17 in. 200- 
lb. cake containing 0.076 per cent. oxygen. In the photomicrograph the 
dark network is the eutectic mixture of CuO and copper containing 
approximately 0.39 per cent. oxygen. The cake was heated to about 


Fie. 17.—3/16 In. Soret RouLeD FROM CAKE ContTaINING 0.076 PER Cent. OxYGEN 
BEFORE SCALING. X 87. 


1,560° F. and broken down to ,3; in. in thickness by repeated passes 
through the rolls. Fig. 17 gives a photomicrograph of a piece of the re- 
sulting sheet previous to its being scaled. In Fig. 17 it will be noted that 
while-the eutectic has ceased to exist as a continuous network it has not 
been entirely broken up. A determination of the oxygen made by meas- 
uring the area occupied by the dark patches of eutectic and multiplying 
this area expressed in per cent. by 0.39 gives 0.077 as the oxygen content 
of the sheet, checking almost exactly the measurement previously made 
upon a piece of the copper cut from the cake before it was rolled. Note 
also the small crystals. The copper as it came from the rolls was at a 
temperature of about 1,100° F., a temperature sufficiently high to anneal 
“VOL, XLIX,—49 
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the sheet. In fact, a piece of this sheet was afterward rolled to 0.03 in. 
in thickness without further annealing. After trimming and cutting to 
suitable size for further rolling the 3,-in. sheet was scaled and pickled. 
Fig. 18 is a photomicrograph of the sheet after scaling and pickling, the 
magnification being the same as in the case of Fig. 17. The specimen was 
etched more particularly to show the eutectic areas. It will at once be 
seen that the structure has become very much coarser, which is due to 
the sheet having been heated to 1,450° F. when it was scaled. The 


Fic. 18.—SHEET sHOWN IN Fig. 17 AFTER BEING SCALED. X 87. 


eutectic has become very much segregated and the crystals are much 
larger. The crystalline structure is brought out more clearly in Fig. 19. 
The polysynthetic crystals mentioned in a preceding paragraph are in 
evidence. The ,%;-in. sheet was now cold rolled to 0.033 in. The 
sheet rolled fairly well but cracked at the edges. Fig. 6 shows the 
structure of the sheet after being rolled to 0.033 in. After being rolled the 
sheet was annealed at a temperature of about 1,200° F. Fig. 20isaphoto- 
micrograph of the annealed sheet. It will be seen that the eutectic 
structure has been entirely broken up. The photomicrograph shows a 
nearly complete absence of twin crystals, indicating that the annealing 
temperature was about right; in fact, the sheet was subsequently rolled 
to 0.005 in. gauge without developing defects of any sort. The presence 
of twin crystals in Fig. 19 shows that the sheet was overheated during 
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the scaling process. Had the temperature been kept at about 1,100° F. 
instead of being allowed to reach 1,450° F. or thereabouts the metal 
would have been in much better physical condition for the subsequent 
reduction to 0.033 in. and the sheets would not have cracked at the 
edges. 

The use of pyrometers for controlling the annealing furnace cannot be 
too strongly urged. In the ordinary reverberatory annealing furnace 
means should be provided for determining the temperature at several 
points in the furnace. Careful watch should be kept to see that sheets 


Fig. 19.—Same as Fia. 18, sut Ercnep To show PotysyNnTHETIC Twin CrysTALs 
Xx 87. 


nearest the bridge wall are not being overheated. Pyrometers to be of 
use in controlling the annealing process should be frequently checked 
against a standard thermo-couple used for this purpose only, otherwise 
the readings may become misleading. Copper at 1,100° F. is at a dull 
_redheat. If one looks into the furnace the sheet when at this temperature 
appears almost black, the reddish glow being only faintly visible. A full 
dull red indicates a temperature of 1,300° F., and a dull cherry-red, which 
I have observed in many annealing furnaces, indicates a temperature of 
1,475° F. Optical pyrometers are very nearly useless for measuring tem- 
peratures as lowas1,100° to 1,200° F. Thermo-electric pyrometers unless 
frequently checked may give readings that are 150° to 200° too low. 
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In these experiments the time factor has been neglected; not, however, 
because it has not been considered as of importance. Baucke? has shown 
that prolonged heating up to 450° C. yields the same results as heating at 
1,025° C. for 10 min., and that heating at even as low a temperature as 
100° CG. for 350 days will result in incipient recrystallization. Results 
which might be obtained in the laboratory would not be applicable 
directly in practice. This much, however, may be said: exposure to an 
annealing temperature of 1,100° F. for 20 min. is sufficient to perfectly 


Fic. 20.—SHEet Copper AFTER BEING Coup Ro.uEpD To 0.033 In. AND ANNEALED, 
Pols 


anneal cold-rolled copper of any gauge up to ;3; in., it being under- 
stood that the copper shall attain this temperature and be held at this 
temperature for the stated period; and further, that exposure to this tem- 
perature for a period of an hour does not injure the copper. Where 
annealing is carried out at temperatures higher than 1,100° the time factor 
has a far greater effect. 

I am well aware that it is impossible in a rolling mill to carry out the 
operation of annealing with the degree of perfection attainable in a labora- | 
tory experiment. I am, however, of the opinion that the experiments 
here described may be suggestive and helpful to those actively engaged 
in the operation of copper rolling mills. 


2H. Baucke, Amsterdam: On Some Recent Micrographical Investigations of 
Copper, International Association for Testing Materials, vol. ii, No. 11, II,4. 
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Discussion 


Lawrence Appicks, Chrome, N. J.—Eleven years ago I presented a 
paper before the Institute of Electrical Engineers covering this same 
field, but less comprehensively than it has been presented here, and at 
that time I made a study of the correspondence between tensile strength 
and conductivity, and found a straight-line relation between the two as 
you soften a wire by annealing, or harden it by drawing. Recalling 
this, there is one thing I want to ask about, which I think must be a 
misprint. I notice on p. 759 that at the 700° temperature there was 
obtained a soft wire apparently without a rise in conductivity. 

I might also add that a great deal of unpublished work along these 
lines has been carried out at some of the Eastern brass works, and that 
it has been found that the temperature of annealing is affected by: im- 
purities. Also that the time of exposure plays a part. 
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Curves for the Sensible-Heat Capacity of Furnace Gases 


BY C. R. KUZELL AND G. H. WIGTON, GREAT FALLS, MONT. 


(Salt Lake Meeting, August, 1914) 


INTRODUCTION 


KNOWLEDGE of the thermal capacity of gases is of great importance 
in making metallurgical calculations. 

The metallurgist is frequently called upon to investigate and deter- 
mine furnace efficiencies in which the heat carried into or out of the 
furnace by gases is a large item in the heat balance. Not only do such 
problems present themselves in the determination of furnace efficiency, 
but also in the study of the application of heat in accessory apparatus, 
such as stoves, regenerators, waste-heat boilers, driers, ete. The thermal 
effect of the use of excess air in the combustion of fuel, the theoretical 
.temperatures of combustion, the quantity of heatin hot blast at various 
temperatures, the effect of hot blast on furnace temperatures, are a 
few more examples of frequently occurring calorific problems involving 
gases. So many are the applications of the data on the heat capacity 
of gases that the subject merits careful study. 

The heat in agas may be due toitsheat of combustion, if it is a combus- 
tible gas, and to its temperature. The latter is called its sensible heat 
and is the heat absorbed or evolved by a gas as its temperature is raised 
or lowered. The heat of combustion of gases is well established and is 
commonly known. The values can be found in almost any medern 
treatise on metallurgy. The sensible heat of gases has not been so well 
established because it is in most cases a function of the temperature, and 
the values of specific heats of gases over a wide range of temperatures 
have only recently been determined. It is the purpose of this paper to 
deal with the sensible heat of gases. 

The calculation of sensible-heat capacities! from specific-heat equa- 
tions is a comparatively long and tedious operation. This is especially 


1 Dr. Fulton uses the term “thermal capacity” (Principles of M. etallurgy, p. 410). 


However, in the case of a combustible gas, the term “thermal capacity” might be 
erroneously supposed by some to include heat of combustion. 
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true in the case of polyatomic gases the specific-heat equations of which 
are quadratics or are higher in degree. 

To simplify this calculation the authors have selected what have 
appeared to be the most reliable and recent data and have constructed 
a series of curves by means of which the sensible heat in a gas at any 
temperature or between any temperatures up to 2,000° C., or 3,600° F., 
may be easily determined. The use of these curves has not only effected 
a great saving in time, but has encouraged the making of many calcula- 
tions which would not have been attempted if the more laborious method 
was used. 


EXPERIMENTAL Data ON THE SpEciric Heat or GaAsEs 


Dr. Joseph W. Richards has, in his Metallurgical Calculations, Part I, 
given formule for the mean specific heats of all the common gases in 
terms of both the imperial and metric systems of measurement. These 
formule are derived from the results of experimental determination of 
the specific heats at various temperatures. The data were obtained 
from the researches of Regnault, Mallard, and Le Chatelier. Since the 
time of publication of that book, however, other investigators have been 
at work on the subject. Among these are: Pier, Holborn, Austin, Hen- 
ning, Njerrum, Furstenau, and Swan. A summary of the results of 
their researches has been very ably made by Messrs. Lewis and Randall, 
who presented their conclusions in a paper entitled A Summary of the 
Specific Heats of Gases.2 They have selected formule for molal heats? 
of gases to agree as closely as possible with all the experimental work, and 
where a difference in data existed the values obtained by the most 
reliable method were chosen. Since their formule agree with the most 
probable values of all-the experimental data, they are especially valuable, 
and have been used in constructing the curves for heat capacity that are 
the subject of this paper. 


Spreciric-HEAT EQUATIONS AND THEIR DERIVATION 


As noted above, Lewis and Randall give formule for the molal heats 
of the gases. It has been necessary to convert these formule into more 
convenient form for use with either volumetric or gravimetric units in 
either the Imperial or Metric system. 

To facilitate the use of formule, the following symbols have been 
adopted: 


2 See Journal of the American Chemical Society, vol. xxxiv, No. 9. 
3 The molal heat is the product of the specific heat and the molecular weight. 
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C,» = molal heat = heat required to raise the temperature of a molecular weight 
of the gas 1° under constant pressure.* 

Cp = specific heat under constant pressure. 

Cm(t1 to t) = mean specific heat between the temperatures t, and t. 

T = absolute temperature, degrees centigrade. 


t = temperature, degrees centigrade. 

t = temperature, degrees Fahrenheit. 

Q(t: to t) = quantity of sensible heat (heat capacity) between the temperatures 
ti and t. 


The following formule were selected by Lewis and Randall: 


Nitrogen, oxygen, carbon monoxide, Cp = 6.50 + 0.0010T 
Hydrogen, : Cp = 6.50 + 0.0009T 
Water vapor, hydrogen sulphide, Cp = 8.81 — 0.0019T + 0.00000222T? 
Carbon dioxide, sulphur dioxide, Cp = 7.0 + 0.0071T — 0.00000186T? 


Table I gives the formule for mean specific heats that we have calcu- 
lated from the above molal heats for 1 kg., 1 cu. m., 1 lb., and 1 cu. ft. of 
each gas. 

The values for methane are calculated from a formula given by Fulton 
(Principles of Metallurgy, p. 408) on the authority of J. V. Ehrenwerth 
(Metallurgie, vol. vi, p. 306). 

For an explanation of the method of converting specific-heat for- 
mule to mean specific-hcat formule see Appendix A. 


Heat-Capacity Curves; CONSTRUCTION AND GENERAL 
APPLICATION 


The amount of sensible heat that a gas will absorb between any two 
temperatures t; and t is equal to the product of the mean specific heat 
between those two temperatures times the difference in temperature. 
Therefore, if one temperature is zero, 


Q(Otot) = en t 

By substituting in this equation the various values of ¢,, given in 
the preceding tabulation and then substituting various values of t, any 
desired number of values of Q may be obtained. From these values a 
curve can easily be plotted. Such a curve will give for any temperature 
up to 2,000° C., or 3,600° F., the sensible-heat capacity of the gas. 

On Plate I we have drawn curves for each gas giving the sensible-heat 
capacity in British thermal units per pound and also per cubic foot 
(measured under standard conditions). On Plate II are corresponding 


* Gases in metallurgical furnaces usually expand under constant pressure. If the 
gas is confined to a constant volume, external work is done to maintain the constancy 
‘of volume. In sucha case the amount of the outer work may be calculated (see 


Richards’s Metallurgical Calculations, pt. 1, p. 60) by subtracting from the specific heat ~ 


at constant pressure 2 calories per degree for a molecular weight, or 0.09 calorie per 
degree for 1 cu. m., or 0.09 + weight of 1 cu. m. for a kilogram of gas. 
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. 
curves giving kilogram-calories. per kilogram and per cubic meter (also : 
measured under standard conditions). : 

It should be noted that the values given apply to the substances only 
in the gaseous state. ; 

Dissociation is not great within the range of temperatures for which 
the curves are drawn. (See Fulton, Principles of Metallurgy, p. 414.) 


The general application of the curves is simple. The temperatures are : 
laid off along the axis of ordinates and the sensible-heat capacities are : 
laid off along the axis of abscisse. If the temperature of a gasis known - ~ 


and it is desired to find the sensible-heat capacity between zero and this ; 
temperature, one reading gives it directly. If two temperatures are given : 
and the sensible-heat capacity between these two temperatures is desired, 
two readings must be taken and subtracted one from the other. 

In addition to Plate I and Plate II we have drawn two more series of 
‘curves in Plates III and IV, which give the actual specific heats at various 
temperatures, the former for units of weight and the latter for units of 
volume. These are for use in finding the theoretical temperature of 
combustion, as explained in Appendix B and as illustrated in Example 4. 


a 


APPLICATION OF HeEat-Capacity Curves IN METALLURGICAL 
CALCULATIONS 


The applications of the curves to metallurgical problems are many. 
On account of lack of space only four typical examples, just enough to 
illustrate the use of the curves, will be worked out. Special attentior is . 
directed to Example 4, which illustrates a method of finding the theoretical 


temperature of combustion much more easily than by any other method 
we know of. 


Cctteitt ieiaeti  as 


Example 1 


A reverberatory furnace discharges 10,000 cu. ft. of waste gases per 
minute (measured under standard conditions) at 2,000° F. The volu- : 
metric analysis of the gas is as follows: 


ie CO, -+ SO. Oz Ne 
15 2 75 
Find the sensible heat in the waste gases above O0°F. 
Referring to Plate I, we obtain the Sy tae 3 values for each of the 
constituent gases at 2 000° F. 
Sensible-heat capacity, B.t.u. per cubic foot. 


H.O CO2:+S802 O2+ Nae 
49.6 63.6 40.8 


Combining these in the proper proportion we get: 


94.6 <X 0.08 + 63.6 X 0.15 + 40.8 X 0.77 = 44.92 B.t.u. per cubic foot, 


nal 
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which is the sensible heat in 1 cu. ft. of the waste pases. Therefore the 


total sensible heat passing out of the furnace in the waste gases each 
minute is 449,200 B.t.u. 


Example 2 


Suppose the gases of Example 1 enter.a brick regenerator at 2,000° F. 
and leave it at 600° F., and that the regenerator subsequently heats 
8,000 cu. ft. of air from 70° F. to 1,200° F. for every 10,000 cu. ft. of waste 
gases (both air and gases being measured under standard conditions). 
What is the calorific efficiency of the regenerator? From Example 1 we 
know that the sensible heat in the gases at 2,000° F. is 449,200 B.t.u. 
Proceeding in the same manner (using Plate I), we find that at 600° F. 
the sensible heat per cubic foot is: 


14,1. X% 0.08 +. 16:2" X 0.15 + 11.6 X 0.77 = 12.49 B.t.u. 


The sensible heat in 10,000 cu. ft. at 600° is therefore 124,900 B.t.u. 
The heat input of the regenerator is therefore 


. 449,200 — 124,900 = 324,300 B.t.u. 


The heat in 1 cu. ft. of air at 1,200° F. is 23.7 B.t.u. and at 70° F. it is 
1.3B.t.u. Therefore, the net heat absorbed by 1 cu. ft. of air is 22.4 B.t.u. 
and the heat output of the regenerator is 8,000 X 22.4, or 179,200 B.t.u. 
*, Efficiency of regenerator = 


Heat output _ 179,200 x 100 _ 
iiantinput bse see S24 s00 ge PST Cent. 
Example 3 


At an iron blast-furnace plant a stove receives 35,000 cu. ft. of blast- 
furnace gas per minute. The heating value of this gas is 98 B.t.u. per 


cubic foot and its volumetric composition is: 


CO. CO He. CH, H:0 O2. Ne 
14.0 24.0 3.5 05 3.0 0.0 55.0 


The gas is at a temperature of 600° F. 
The stove discharges 61,000 cu. ft. of gases at 550° F. and of the follow- 
ing volumetric composition. 


CO. HzO O2 Ne 
ih Theda me AY Dey EKG) 


The temperature of the air that is used for burning the gas in the stove 
is 50° F. 

The stove (while on air) heats 100,000 cu. ft. of air from 50° F. to 
1,100° F. for every 35,000 cu. ft. of the original blast-furnace gas. 


- 
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All volumes are measured under standard conditions of temperature 
and pressure. ie . 
What is the efficiency of the stove? 


Heat output _ 


5 1 ft ree aan ae > Se 100. 

The per cent. efficiency is Heatinput (nef) x 10 

Heat input: B.t.u. 
Heat of combustion of 35,000 cu. ft. at 98 B.t.u. = 3,330,000 


(From Plate I) Sensible heat in 35,000 cu. ft. gas at 600° F. 

35,000 X [16.2 x 0.14 + 11.6 X (0.24 + 0.035 + 0.55) + 14.1 X 

0.03 + 17.0 X 0.005] = 632,250 
(From Plate I) Since the air required for combustion is 30,700 cu. ft. 

(by calculation), the sensible heat in it at 50° F. is 30,700 X 0.9 = 27,630 


Gross heat input of stove, 3,989,880 
Deduct sensible heat in 61,000 cu. ft. gases at 550° F. 
61,000 x [14.7 X 0.221 + 12.9 X 0.043 + 10.5 X 0.736] = 703,330 
Net heat input of stove, 3,286,550 
Heat output: 
(From Plate I) Sensible heat in 100,000 cu. ft. air at 1,100° F. , 
100,000 X 21.6 = 2,160,000 
(From Plate I) Sensible heat in 100,000 cu. ft. air at 50° F. 
100,000 x 0.9 = 90,000 
Heat output of stove = 2,070,000 


Efficiency of stove: 


2,070,000 


Per cent. efficiency = 3 286.550 = 63 per cent. 


Example 4 


Find the theoretical temperature of combustion, or “‘pyrometric 
effect,” of the blast-furnace gas in Example 3. 

The total sensible-heat capacity of the 61,000 cu. ft. of the products 
of combustion is 3,989,880 B.t.u., or 65.4 B.t.u. per cubic foot 

The composition of the products of combustion is: 


CO. HO O2 Ne 
22.6) 4.0 or a;0 57 10 


The theoretical temperature of combustion t is found by the formula: 


tes tipicr + top2Ce -/- tspsC3 + ete. 
PiC1 + P2C2 + pse3 4+ etc. 
in which, ti, tz, ts, etc., are the theoretical temperatures of combustion 
of each of the constituent gases, if we consider for a moment that the gases 
contain only that constituent and no other. In other words ti, te, ts, etc., 
are the temperatures corresponding to the points of intersection of the 
curves on Plate I with an ordinate drawn through 65.4 B.t.u. 
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Pi, Pz, Ps, etc., are equal to the volumetric percentage of each con- 
stituent gas. 

C1, C2, C3, etc., are equal to the mean specific heat of 1 cu. ft. of each 
constituent gas between t and ty, t and ty, etc., and are obtained by reading 
the specific heats from the curves of Plate III just above or -below the 
temperatures ti, tz, ts, etc., so that the readings will be very closely the 
mean specific heats between t and t:, t and ty, etc. 

For a full explanation of the method of obtaining the formula for the 
theoretical temperature see Appendix B. 

In this particular example we shall let the subscripts 1, 2, 3, and 4 
represent respectively, CO2, H2O, Oz, and Nz. 

From Plate I, we obtain by erecting an ordinate through 65.4 B.t.u. 


ti = 2,045° F., tg = 2,520° F., ts and ts = 3,075° F 
From Plate III, we obtain: 
= 0.0385, c2 = 0.0335, cz and cg = 0.0235 
From the analysis: 
pi = 22.1, pe = 4.3, ps = 2.0, pg = 71.6 


Substituting: t = 
(2,045 X 22.1 X 0.0385) + (2,520 X 4.3 X 0.0335) + (2.0 771.6) ( 3,075 X 0.0235) 


(22.1 X 0.0385) + (4.3 X 0.0335) + (73.6 X 0.0235) 
_ 7,423 
wo 795 


APPENDIX A 


Method of Transforming the Equation for Specific Heat into the Equation 
for Mean Specific Heat 


Let the curve in Fig. 1 represent the general equation for specific heat, 
¢ = A+ BT + CIl?*-E DT? + ete. 


In which A, B, C, D, etc., are constants and T is the temperature. 
Let T: and T2 be any two temperatures on the curve. 
The mean specific heat c,, between T; and T; will therefore be, 


- cidTi + e.dT. + e:dT3 +... + nd Tn 
¢n(T: to Ts) = “an a at, + dT: +... 4+ dT, 


ie edT na 
at ane 


AGI to T,) = 
, . ie dT t, — Ts 
T1 


As dT decreases without limit, 
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SPECIFIC HEAT 


ao tet ead ieee 


Woe 
TEMPERATURE 


PIGAL: 


Tz 


+ 


TEMPERATURE 


SENSIBLE HEAT CAPACITY 


Fig. 2. 
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Substituting the general equation for c. 
Te 
iG (A + BT + CT? + DT + ete: )dT 

Cm(Ti to T2) = Z 

£27, 
A(T. — Ty) + = 5 (Ts? — T,)+- 5 (Te! — Ti’) + ete. 

e = Ti 


Sa 3 (Ts 4+ Ti) +3 S (Le? -- TiTs Sel a Lerreuce 
When ie = 0, 


cn(0 to 'T) = AST +27 betes 


APPENDIX B 


Derivation of Formula for Finding the Theoretical Temperature of 
Combustion 


Consider the products of combustion of a combustible gas as made up 
of several constituent gases, which we shall call Gas 1, Gas 2, Gas 3, etc. 
In Fig. 2, the curves represent the sensible-heat capacity curves for 
the series of constituent gases, Gas 1, Gas 2, Gas 3, ete. 
Q = sensible-heat capacity of the combined gases of combustion from 0° 
to t°. 
Qi, Q2, Q3, etc. = ditto for Gases 1, 2, 3, etc., from 0° to ti, te, ts, ete. 
t = theoretical temperature of combustion of the gas. 
ti, te, ts, etc., = theoretical temperature of combustion if the total 
_ product of combustion were only one gas, Gas 1, Gas 2, ete. 
P1, P2, Ps, etc. = portions of Gas 1, Gas 2, Gas 3, etc., in the products 
of combustion. 


It is evident that Q = p1Q1 + p2Q2 + psQs + ete. 
From the figure Qi= Q+ OO: and Q2 =Q + OQ:, ete. 
“.Q = pi(Q + 0OQ:) + p2(Q + OQ») + ete. 


whence, ‘Si ee 
Q = Q (pi + pe + ete.) + (p10Qi + p20Q:2 + ete.) 
Since 
Pi + P2 + Ps + ete. =1 
pi0Q: + p2 OQ: + ete. = 0 (1) 
‘It is evident that cs. aie 
ti -+- t10 = te ao t.0 =" Cc. (2) 


Let mi, M2, ms = average slopes of curves connecting the points Q: and 


= > VOL, XEEX.—50 
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Then re 2 : 
on t10 20 
OQ: == m, 0Q. = = ,) ete. 
Substituting these values in equation (1), we get 
Dlg 3 Pe Pa 
a t10 + fe t20 + etc. = 0 (3) 
From equations (2) and (3) we get the following simultaneous 
equations: 
40 + t20 + ete. = 0 
ty a te >: t20 = t10 
ti a ts — t30 =e t10 
Solving for t,0 and substituting in t = t:0 + ti 


Pits , pete 
yee BF etc. 


Pi~ Pe 
A +P ee Sk etc. 


Since the reciprocal of the slope is the specific heat and the reciprocal 
of the average slope is the mean specific heat, we have: 


1 
ne Etta 
m 
Ne ok _ tipici + tepece + tsPsCs - + ete. 
Pic: + pace + pscs + etc. 
C1, C2, C3, etc., may be obtained from Plate III or Plate IV, depending 
on whether pi, po, ps, etc., are volumetric or gravimetric percentages. 


Example 4 illustrates the procedure. 


RATURE “FF 
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Losses of Zinc in Mining, Milling, and Smelting 


BY DORSEY A. LYON AND SAMUEL 8. ARENTZ, SALT LAKE CITY, UTAH 
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INTRODUCTION 


_ A GREAT DEAL of attention has recently been given to the metallurgy 
of zinc, and much of that which has been said and written on this subject 
has been, in the nature of a criticism. or instance, we are quite accus- 
tomed to hearing it said that the metallurgy of zinc has stood still, that itis 
antiquated, out of date, etc. We are, however, inclined to agree with 
George C. Stone! when he says that, although there have been no such 
spectacular and radical changes as were worked in the metallurgy of 
copper and iron by the introduction of convérters, there has nevertheless 
been a decided and marked progress in the metallurgy of zinc, and es- 
pecially during recent years. However, it must be admitted that, due 
to the fact that the chemistry of zinc is so different from that of the other 
metals, the retort process is the only process by which zinc is produced 
commercially; and, moreover, that losses which occur in the zine industry— 
that is, in the mining, milling, and smelting of zinc ore—are very great, 
for it is stated? that probably less than 50 per cent. of the zinc mined, even 


1The Metallurgy of Zinc. A Discussion. Bulletin No. 85, Jan., 1914, p. 163. 
2 Parsons, C. L.: Notes on Mineral Wastes. Bulletin No. 47, U. S. Bureau of 


Mines (1912). 
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in those mines where zinc is the only product, reaches the form of spelter. 
Such being the case, the question naturally arises, why do we have this 
loss, and is there any one branch of the industry which is responsible for 
more than its share of this loss? It is for this reason that we have brought 
up this subject at this time, and in a brief manner we have endeavored to 
show where and why these losses occur and why it is that so much atten- 
tion, and properly so, is at present being given to the matter of developing 
new processes which will be suited to the treatment of zinc ores. 


THE PRESENT SourcES oF ZINC 


The zinc-reduction plants of the United States produced, from domes- 
tic ores, a total of 323,907 short tons of spelter in 1912. The ores origi- 
nated in 19 States, and in tonnage ranged from 62 tons in Virginia to 
149,557 tons in Missouri. 

Table I shows the production of primary spelter in short tons, also 
the source of mine production and kinds of ore, in short tons, in 1912. 

All these 19 States produced zinc ore and 8 States both zine ore and 
lead-zinc ore. 

The variety of these ores is almost limitless. They vary in zinc 
content from 33.9 per cent. in Texas to 1.5 per cent. in Missouri; from 
a clean-cut sphalerite in a limestone-chert gangue free from any appre- 
ciable quantity of iron-lead sulphides to an admixture of zinc carbonate 
and silicate, lead, copper, and iron minerals. 

Table II, compiled from statistics for 1911, shows, for each Western | 
zinc-producing State, wherever possible, the number of zinc-producing 
mines, the tons of crude ore produced, and the output of gold, silver, 
copper, lead, and zine. 

The zinc-producing ores of the United States are of many kinds. Of 
the total mine production of zinc in 1912, a quantity corresponding to 
88.4 per cent. was derived from zinc ore, 11 per cent. was derived from 
lead-zine ore, and 0.6 per cent. was recovered from all other ores. 


Zine Ores 


Excepting Montana and Arizona zinc ores, nearly all Western zinc 
ores produced are shipped direct to the zinc smelters. During 1912 
some ore was shipped from Leadville carrying as low as 20 per cent. zinc. 
The zine ore shipped from other sections of the West carried well above 
25 per cent. zinc. As a general! proposition there is but a small profit to 
the Western shipper of zinc ores which contain less than 30 per cent. zinc. 
Sulphide and carbonate zinc ores are shipped direct to the zinc smelters, 
the carbonate ores forming the larger portion. The zinc ores of Butte 
average approximately 21.7 per cent. zinc’ with a saving of 80 per cent. 


3 Annual Report, Butte & Superior Co., for the year ending Dec. 31, 1912. 
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made in concentration. The Franklin Furnace region of New Jersey 
is the principal zinc-producing region of the eastern part of United States. 
This ore is an intimate mixture of three zinc minerals, franklinite, zincite, 
and willemite. Virginia and Tennessee produce zinc carbonate and 
sulphide. The zinc recovered from the ores of the Eastern States ranges 
from 108.4 lb. in Virginia to 303.5 lb. in New Jersey. 

For the most part the zinc ore treated in the Central States consists 
of sulphide ore. The metal recovered from each ton of ore in the con- 
centrates ranges from 38 lb. in Kansas to 72 lb. in northern Illinois. 


Lead-Zine Ores 


A variety of ores is included under this heading. They range from 
“dry” ores high in silver with low lead and zinc values and ores with 
gradually increasing lead and zinc values to the complex micro-crystalline 
ores found in a number of camps throughout the West, a good example 
being those of Rico, Colo. There are some ores in the West of this 
nature that are shipped either to lead or zinc smelters, depending on 
the gold and silver values. If the percentage of zinc is sufficiently high, 
the shipper sacrifices the gold and silver values, but on the other hand, 
if the gold and silver values are high the ore is sent to a lead or copper 
smelter, and the shipper is not only penalized for the high zine content 

of the ore, but the zinc itself is lost. 

About 11 per cent. of the zinc production of the United States is re- 
covered from lead-zinc ore. Except for small amounts produced in the 
Eastern States all of this 11 per cent. comes from the Western States, 
Colorado and Utah producing the major portion. 

The only zinc-bearing siliceous or dry ore produced which is worthy 
of note isin Colorado. The zinc from these ores is saved in concentrating 


mills as a by-product. 
Fig. 1 shows graphically the eee source of zinc and the ores which 


are not being utilized. 


Loss oF Zinc at THE MINE 


The losses of zinc at the mine, in the aggregate, amount to a large 
tonnage. Ultimately some of these losses can be recovered. In the aver- 
age Western lead mine zinc generally occurs as a shell in the stopes from 
which oxidized ores have been extracted. In most mines the lateral 
extent of these shells is unknown. To fill these stopes with waste will, 
in most cages, make the shells an absolute loss. As mining progresses the 
walls of all stopes should be sampled at regular intervals-and a record 
kept of the results. What is too lean to treat to-day may net a profit in 


the near future. 
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In the indiscriminate dumping of low-grade ore and waste on the 
surface, much zincky material is lost. In the development of many 
lead-silver mines, considerable tonnages of zinc-iron or zinc-iron-lead 


MINE Sulphide Ore 
Low grade zinc-iron 
or mixed sulphide ore. 
Micro-crystalline 


sulphides, low gold- 
silver values. 
Carbonate or Sulphide Remains in mine 


Zinc Ore above 30% zinc 


First Class Lead Ore 
trace to 154 zine 


Sulphide Ore 
Zinc Carbonate, 
Oxide, or Silicate 
under 25% zinc, 
Remains in mine 
Mixture of Zine Carbonate, Concentrating Mill 


Zine Silicate, Oxidized 
and Sulphide Lead 


Concentrating Mill 


Above 30¥zince 


Concentrates 


Concentrates 
Zinc Middlin 


Tails 


Tailings Dump 


Dump 


Zinc Smelter 
or 


Lead Smelter 
Oxide Plant 
o 
& 
SN 
Iron-Copper-Lead 
Slag Sulphides 
Sulphuric Acid Plant 


or Blast Furnace 


Fia. 1.—Present Source or Zinc, anp Ores Nor Uriuizep. 


materials, which are micro-crystalline in their nature, are often encountered 
in the mineralized zone adjoining the ore or mixed throughout same. 
Much oxidized zine ore will be mined above the water level in many 
silver-lead or lead-zine properties and in mines producing siliceous ores. 
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There is a vast tonnage of zinc tied up in the low-grade zinc ores showing 
values in excess of $5. Of this value the major portion is in oxidized 
zine. 


THE Present Mernop or Extracting ZINC FROM ITS ORES 


As previously stated, the retort process is the only process in com- 
mercial use at the present time which seems to meet the requirements 
of the chemistry of zinc; namely, the requirements imposed by the fact 
that the metal is reduced from the oxide at a higher temperature than is 
required to volatilize the metal, and for that reason it is reduced asa vapor, 
which must then be condensed to liquid form. Then, too, the condensa- 
tion temperature must be regulated within very narrow limits, or a large 
part of the zinc vapor will condense as very finely divided zinc mixed 
with oxide (blue powder). Due to these requirements, that is, the 
proper regulation of the temperature of the reduction and the con- 
densation, the retorts in which the process is conducted must of necessity 
be small, and this fact in turn requires the use of small charges, and for 
this reason, as is well known, the zinc smelters can only treat at a profit 
ores which contain a comparatively high percentage of zinc. 


Cuass OF ORES SUITED TO Zinc Retort SMELTING 


At the present time the lower limit of zinc in ores or mill products 
suited to this process is about 25 per cent. Therefore the ores or products 
suited to the retort process of zinc smelting may be obtained from: 

(a) Straight zinc ores; 

(b) The concentration and separation of zinc-lead ores; 

(c) The concentration and separation of mixed and complex ores, 
containing gold, silver, lead, copper, zinc, etc. 


CONCENTRATION ProcEsses USED FoR TREATING ZINC ORES 


As the ores smelted by zinc smelters are for the most part products of 
concentration processes, we will first consider a few of these which are in 
use at the present time, in order that we may have a better understanding 
of the problem which presents itself. For the sake of convenience, we 
will consider these processes in the following order: 

1. Hydro-mechanical processes; 

2. Electro-mechanical processes; 

(a) electromagnetic, 
(b) electrostatic. 
3. Flotation processes. 


Hydro-Mechanical Processes 
As these processes are well known, and as the various types of concen- 


trating machines in use at the present time have been fully described in 
the literature on the subject, it is not necessary to more than state that 
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such machines are generally used, so far as zine ores are concerned, for 
obtaining a concentrated product which may afterward be separated into 
a zine product and a lead product, or a zine product and a product which 
may contain lead, copper, gold and silver, and which is sent either to a 
lead or a copper blast furnace. 

From Technical Paper No. 41, U. S. Bureau of Mines, by Clarence A. 
Wright, we have the following interesting data showing the efficiency of 
hydro-mechanical concentration processes in Joplin, Mo. These ores 
require the simplest form of hydro-mechanical concentration. 


Quantityof ore through anil tonssser- te 2s oes ees oe eee ate 309.70 
Quantity of zinc concentrates produced, tons..............+2ceeceeeeeee 9.235 
Assay-of zine concentrates, per cent, Zn. = aca. «ase ie ol ote) slleicreleln atehe's he ueieas 59 
Quantity of blende (ZnS, 67 per cent. Zn). in concentrate, tons........... 8.132 
Quantity of taiines. CONS... sae cities PE PER Cae EME BS Oh 300.465 
Assay of tailings from mill (0.96 per cent. Zn.), per cent. of Zn8..........-. 1.43 
Lossofsblende’ (ZnS) in) tailings, tons? ssa... foes cree eine oyeleeslele sieters 4.296 
Total quantity of blende (ZnS) in ore through mill, tons........... ager Naas 12.428 
Total recovery of blende through mill, per cent.................2-0000-- 65.43 


The average loss, therefore, in the concentration of zine ores in the Joplin 
district is 835 to 40 per cent. There are heavy losses in smelting. Total 
loss reaches nearly. i... os ces cle de us censsveesedactemgee sss 50 per cent. 


Electro-Mechanical Processes~ 


(a) Magnetic Separdtors—Although there are many types of separa- 
_tors of this class, a magnetic separator in general consists of a set of mag- 
nets so arranged that when paramagnetic or weakly magnetic minerals 
are brought into the magnetic field they are influenced in such a manner 
as to effect the desired separation. For example,if a mixed sulphide be 
crushed to the required degree of fineness and then passed over a wet- 
concentrating table which. will separate it into a galena-pyrite product 
and a pyrite-blende product and the latter product then be passed over a 
magnetic concentrator, such as the Wetherill, two products are obtained. 
The first, a blende product, assaying about 50 per cent. zinc, 10 to 12 per 
cent. iron, and 1 per cent. lead, is sold to the zine smelters; the second, a 
pyrite product, containing some lead and about 5 to 7 per cent. zine, 
which is mixed with the galena-pyrite heads from the Wilfley tables, is sold 
to the lead smelters, for whom it is a desirable ore. In smelting this ore 
in the lead blast furnace, the zinc is lost in the slag and fume. 

(b) Electrostatic Separators.—Separators of this class are based upon 
the fact that while most gangue minerals and certain of the sulphides, such 
as blende, are relatively poor conductors of electricity, many metallic 
sulphides and other minerals are good conductors, and likewise upon the 
fact that the bodies, charged alike electrically, repel one another, while 
if charged oppositely they attract each other. Thus, as pointed out by 
Richards:4 


4 Richards, Robert H.: Ore Dressing, vol. ili, p. 1549 (1909). 
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“Tf a mixture of good and poor conductors, in a neutral state, be dropped upon 
a highly charged conducting surface, the good conductors immediately receive a 
charge similar to that of the surface and are repelled, while the poor conductors are 
much more loath to receive the charge and therefore not so readily repelled. If, how- 
ever, a material charged to a high potential of the opposite sign be fed to the above- 
mentioned surface, the good conductors, as before, assume immediately the condition 
of the charged surface and are repelled, while the very poor conductors, carrying a 
charge opposite to that which the surface carries, by the above law, tend to cling to that 
surface, thus making a sharper division of the separation. Theoretically the separa- 
tion of two minerals does not require that one of them be a very good conductor and 
the other a very poor conductor, but merely that there be a difference in the degree to 
which they will conduct electricity. Commercially, of course, there are limits to this.” 


An example of the working of such a separator is the work done at 
Midvale, Utah, near Salt Lake City, at the plant of the United States 
Smelting, Refining & Mining Co. This plant has been in operation since 
1909, and it is stated® that from 5,000,000 to 7,000,000 lb. of zinc per year 
is saved which heretofore had gone to waste. At this plant zinc-iron mid- 
dlings, partly furnished by the company’s concentrator, partly from 
custom ore from the district, are passed over a Huff separator. Mac- 
Gregor states that the ‘‘feed’’ to the mill assays approximately 0.04 oz. 
gold, 2.5 oz. silver, 2.5 per cent. lead, 1 per cent. copper, 23 per cent. iron, 
28 per cent. zinc,and the separated zine product assays 48 to 50 per cent. 
zine with 3 to 5 per cent. iron, and the iron product 10 per cent. zine. 
Most of the gold, silver, copper and lead is found in the iron product, 
and this product is smelted in the company’s lead furnaces. 

In this connection it is to be noted that the iron product contained 
about 10 percent. zine. Theassayson other products given by MacGregor 
show the same thing; that is, that in the “iron product of the copper 
product,” or whatever name is given to the product which goes to the 
blast furnace and from which the greater part of the zinc has been sepa- 
rated, there is still anywhere from 8 to 12 per cent. zinc, and, as previously 
stated, the zinc in this product is not recovered. 


Flotation Processes 


The flotation process hasbeen briefly described as follows: A mixture 
of ore, oil, and water is agitated by a rotary stir ; the valuable metallif- 
erous part of the ore, through an affinity of the oil for the sulphides, will 
float when assisted by the air included by agitation, while the worthless 
gangue will sink. 

Based on this principle, a selective flotation process known as Hor- 
wood’s process has been devised. It is stated by the Australian Mining 


5 MacGregor, Frank S.: Progress in Electrostatic Ore Dressing, Transactions of the 
American Electrochemical Society, vol. xxiv, p. 352 (1913). 
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Standard of Jan. 15, 1914, that the successful establishment of this proc- 
ess at the works of the Zinc Corporation was one of the metallurgical 
achievements of 1913.°® 


“The principle of this process is the roasting of mixed lead-zine concentrates 
obtained by flotation, whereby the lead particles are slightly sulphatized while the 
zinc is unaffected. On floating the roasted product the zinc alone floats and the 
lead remains submerged. 

“A plant having a capacity of 500 tons weekly has been in operation for over 
six months, treating current and accumulated slime concentrates. The slimes are 
first dewatered and washed to remove soluble salts, then lightly roasted in an 
Edwards furnace, and finally treated again by flotation. Typical actual results 
from this plant are as follows: 


Zine, Lead, Silver, 
Per Cent. Per Cent. Oz. per Ton 
Heedst0: TORSber ecto tra eon ie tro Pee ete te teeta 40.4 14.6 21-4 
WANG IGCONCENLTALCL ech ae ee to ees 48.7 5:32 11.6 
TLesceresiduey dees Hajceniesk 5 aeons 10.2 44.2 54.6” 


Thus we see that, as in the electrostatic and electromagnetic processes, 
the lead residue which goes to the blast furnace contains about 10 per cent. 
of zinc, and this zinc is lost. 

In studying the processes above mentioned, we find that in every case 
the product which goes to the lead or copper blast furnace does not con- 
tain much less than 10 per cent. of zinc, as shown in Table III. 


Loss oF Zinc IN LEAD AND CoprpER BLAsT-FURNACE SMELTING 


In presenting these facts as regards the methods which are used for 
concentrating zinc ores, we do not wish to be understood as criticising 
any of the concentration processes mentioned, as they do the work for 
which they are installed; namely, to separate gold-silver-lead-copper-zine 
bearing ores into two products, one of which shall contain enough zine to 
enable it to be profitably treated by the zinc smelter, and the other, no 
more than will permit of its being satisfactorily treated in a copper or 
lead blast furnace. As is well known, in such furnaces, if the zinc content 
of the ore constituting the charge is not greater than 10 per cent., it 
can be gotten rid of in the slag and fumes. The loss of this amount of 
zinc is, of course, a distinct waste. As to the amount of zinc lost in this 
manner, the following example will serve to illustrate the same. 

If we treat ore containing, say, 28 per cent. of zinc, we separate this 
into two products, one of which will contain, say, 50 per cent. zinc, while 
the other will contain most of the gold, silver, copper, and lead, and about 
10 per cent. of zinc. In other words, of our original product of 50 tons we 
will have 28 tons (more or less, dependent upon the per cent. of iron pres- 


°Metallurgical and Chemical Engineering, vol. xii, No. 5, p. 350 (May, 1914). 
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Table III.—Recovery of Zinc by Various Concentration Processes 
Per Cent. Re Sy Per Cent. Recovered 
Fone a ine in 
Process Zine ee Gate 
going to 
Con- BI 
can tyne ast Zn | Pb Ag Rem. 
Furnace 
PAL VAN Ot NOR COMUYAGIOU Sc: ook. i osye|icccs a oie sa hooey cules otwclecele Clumes 
DalveWesb bark City, Utalisyo.css scale. cece cess 50.0 | 95.0 | 75-80 
Daly Judge, Park City,Utah.|.......... ey vee a 66.0 | 92.0) 78.0 
Buffalo Hump Mining Co. 
IB UE Kopel dah Oteermmereen pics| preceded soils hratecetanazare 25.0 | 90.0 | 85.0 
By Op) tue Ore caren Amn Peter cote tenicsk aounliie! cubiac eee re GOS AB Were belts cites aces eee een 
*Wetherill—Magnetic...... 50.0 EST Re gatas Ae le RAN tan a lie, Gs 
>’Huff—Electrostatic........ 48-50 LOS OR arenes rel ttre ec linne ee teres eee 
41.3 1 Pe Ceri rer accahar aCe awn lines he teal Wie 
49.3 LS Ueieg i uct crats Suet Seen hacer MO Pees nocd 
BEORLeT Del DTA bin wteoiio.c corm «lets mise asta arousi omens 6652 38208) 0089 haere 
1910; 48.1 US bess Balhae tect hte BRA arena rs toe at 
Der Bavayiccncs «:1<- 1911 48.4 UB ae Pai erty oO 8 Roy foto ctaal aa 
1912 49.2 16.6 Mae Te ee Secale a ateiraGuts el eta ee 
SMROTE VACUUM «cn. oo - 46.0 LBP SAR. eMedia tel ts eee ae 
IMimeraliSeps Processic. veces is cee of ttellinge ieee oi SoA TA Sele SO ale a hes 
Horwood Process........... 48.7 USS every Rial eae ee (ate comet Kaw eae c 
Hyde Process at Butte and / 88.1 83.4 Ror 
PTE OT ene tae © ea Steen och Mos ee ats | a) er i 86.4 | 62.6 | 80.0 | 1913 


@ Magnetic Separation of Zine Blende at Denver, Colo. Engineering and Min- 
ing Journal, vol. Ixxiv, No. 7, p. 217 (Aug. 16, 1902). 
> MacGregor, Frank 8.: Progress-in Electrostatic Ore Dressing. 
of the American Electrochemical Society, vol. xxiv, p. 352 (1913). 
¢Hoover, T. J.: Concentrating Ores by Flotation, p. 91 (London, 1912). 
4 Idem, p. 97. 
* Idem, p. 105. 


Transactions 


ent) of product containing 50 per cent. zinc, and 22 tons containing 10 
per cent., and in addition most of the gold, silver, copper, and lead con- 
tained in the original product. This latter product goes to the blast fur- 
nace and ordinarily the zine content is not saved, but is lost in the fume 
and slag. This amount of zinc therefore represents a loss of almost 
1,500,000 Ib. a year. Moreover, this zinc is lost for all time, as it cannot 
be recovered, and when we consider that this is lost from the treatment of 
only 50 tons of concentrates per day, we can readily understand, as has 
been shown by those who have investigated this subject, that the amount 
of zinc lost in this way amounts in the aggregate to thousands of tons 
annually, and, as has been pointed out by Clevenger’ and others, in the 


1 Metallurgical and Chemical Engineering, vol. xii, No. 5, p. 299 (May, 1914). 
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inability to recover this zinc lies one of the greatest weaknesses of our 
present-day metallurgical practice, in that the zine so lost represents a 
distinct economic waste, much of which will never be recovered, and that 
we must look to the prevention of this waste as one of the sources from 
which we shall in the future obtain a large portion of our zine supply. 

The same thing is of course true to some extent of lead, for in copper 
smelting, if lead is present, it is volatilized and no attempt is made to 
recover it, and so the lead is completely lost. As before stated, these 
facts are not presented with the idea of bringing an indictment against 
electro-mechanical methods of concentration, or against modern methods 
of copper and lead smelting, but rather to emphasize the fact that al- 
though mechanical methods of concentration and modern methods of 
smelting have reached a very high stage of development, their use never- 
theless entails a very great loss of zinc, which is not recoverable, and that 
therefore it is quite likely that in the future it will be necessary to stop 
these wastes in order to add to the available supply of zine. 


PossIBLE Future Sourcres or Zinc SuPPLY 


A study of the data as given in the preceding tables, etc., brings out 
two points very clearly; namely, that only straight and mixed low-grade 
sulphide ores are at the present time being concentrated with any degree 
of success, at least so far as effecting a recovery of the zinc content of the 
ore is concerned, and, second, that low-grade carbonate ores—that is, 
ores containing less than 20 per cent. zine—are not treated at all. There- 
fore, we may say that at present zine ores are not being treated by any 
process except the retort process, and that this process cannot profitably 
treat ores containing less than 20 per cent. zinc. Thus we see that, 
so far as zinc ores themselves are concerned, we have as a possible 
future source of zinc: 

1. Thevalues which are now wasted as a result of See a concentra- 
tion methods; 

2. The mind which is lost in the slag or as fume when ores containing an 
appreciable amount of zinc are smelted in copper and lead blast furnaces; 

3. The low-grade carbonates which cannot be treated at a profit by 
present-day metallurgical processes; 

4. The micro-crystalline sulphides of zine, iron, and lead; e.g., such 
ores as are found in the Commonwealth mine, near Reno, Nev.; in some of 
the Pioche, Nev., mines; and in Rico, Colo. 

It is true that ores of the latter class containing sufficient values in 
lead and silver may be mined and shipped as lead-silver ore, but if so, no 
attempt is made to recover the zine; in fact, in such cases it constitutes an 
interfering element and is lost in the slag or as fume when such ores are 
smelted in copper and lead blast furnaces. Moreover, the shipper is 
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penalized at so much per unit for the zine content of his ore. For this 
reason, as above stated, we may consider the zinc that is lost in this way 
(that is, as slag and fume in the smelting of ore where zinc is considered 
a harmful impurity) as one of the possible future sources of zinc. 


THE PROBLEM OF THE METALLURGIST AND THE PRESENT Status or NEw 
PROCESSES 


If these are the possible sources of zinc, the problem that presents itself 
is how to utilize them in a commercially feasible manner, and it is one to 
which is being given a great deal of time, attention, and money. 

Perhaps no one process can be devised which will solve it, but that 
on the other hand local conditions, and the nature of the ore to be treated, 
will determine in each particular instance whether an igneous concen- 
tration, a chemical, an electro-chemical, an electro-thermic, or some other 
process shall be used which does not belong to any of the types of proc- 
esses just mentioned. As above stated, a great deal of work has been 
done in an experimental way on all of the types of processes above men- 
tioned, and inasmuch as they have been quite fully discussed from time 
to time in the technical journals and before this and other societies, it 
is not necessary to do so in this paper. 

As to the present status of these various processes, we can perhaps 
do no better than to quote from an editorial on “Developments in the 
Metallurgy of Zinc in 1913,” which appeared in the January number 
(1914) of Metallurgical and Chemical Engineering: 


“From a metallurgical point of view the status of spelter production was not 
materially changed during 1913. This is not to imply a dearth of experiment and 
research in the winning of zinc; on the contrary, there was marked activity in 
almost all branches of zinc-ore treatment. Some hopes have been realized, and 
progress has been recorded; but a reduction process has not been brought forth 
that can be considered a serious competitor of retort smelting. 

‘“On the whole a commendable lot of work has been done toward improving 
present processes and in attempts to develop new ones. A great deal of time 
and money have been spent in investigation, and there is apparent willingness to 
test new ideas of merit. Apparently no line of development has been finally 
dropped, and the coming year should witness a nearer approach to the realization 
of the hopes and ambitions of different investigators.” 
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The Treatment of Complex Ores by the Ammonia-Carbon Dioxide 
Process 


BY S. E. BRETHERTON, SAN FRANCISCO, CAL. 


(Salt Lake Meeting, August, 1914) 


Most metallurgists appreciate the great need of a process for the ex- 
traction and recovery of valuable metals from complex ore, where the 
presence of one metal increases the cost of extracting the other metals 
to such an extent that not any of the metals can be extracted at a profit. 
We need only refer to some of the mines in Colorado, Utah, and New 
Mexico, where oxidation has taken place and the sulphur, zine, copper, and 
some of the iron and other metals have been leached out, large bodies of 
oxidized ore remaining, rich in lead, silver, and sometimes gold. These 
metals have been concentrated by the removal of the other metals, leaving 
a very desirable ore for treatment in the blast-furnace for the production 
of lead bullion, and recovery of the silver and gold. If lead is not present, 
the gold and silver metalsare usually recovered by some method of milling, 
or the ore isshipped to a smelter, where it ismixed with lead ore or copper- 
iron sulphide ore from some other mine. In these same mines, when 
developed to greater depth below the leached or oxidized zone, the ore is 
found to contain the original mixture of sulphur, zinc, copper, etc., added 
to, or I should say left with, the lead, silver, and gold values; but instead 
of adding to the value of the ore, the presence of these elements, especi- 
ally zinc, makes the copper, silver, and gold of less value, and often worth- 
less. Such was the experience of the oldest mines in Leadville, Colo., 
until methods of mechanical separation of the lead from the zine were 
developed sufficiently to allow of some profit by the making of a concen- 
trate rich in zinc to be shipped to the zinc smelter, and sometimes a lead 
concentrate which could be shipped to the lead smelter; but even in these 
cases the waste of the different metals is a very serious matter. In the 
very best concentrating plants some zinc will be left in the lead concen- 
trate, to be lost and to give considerable trouble in the lead-smelting 
furnace. On the other hand, some of the lead, with a large percentage 
of the copper and silver, will follow the zinc into the zine concentrate, 
to be, perhaps, recovered by smelting the cinder or clinker left in the re- 
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torts after volatilizing the zinc for the production of spelter. The losses 
of copper and gold in this case are not so great, but the cost of smelting 
this residue is often greater than the combined values of the gold, silver, 
and copper init. The loss of silver by volatilization is also much greater 
than the loss of either gold or copper, so that zinc ore rich in silver is not 
suitable for this process. On the other hand, a sulphide ore containing 
the same amount of zinc as the above complex ore, with none of the other 
metals, can be easily concentrated. Often it is a simple matter to make 
a concentrate containing from 40 to 60 per cent. zinc (as is now being done 
in the middle Western States) which can be sold to the zinc smelters, who 
will pay a much higher price per unit for the zinc contents at 60 per cent. 
than at 40 per cent. Any one familiar with metallurgy will appreciate - 
that one reason for this is, that the higher the percentage of a metal in an 
ore, the higher will be the percentage of recovery obtained. 

A sulphide copper ore containing, say, 3 per cent. and upward of 
copper and little or no zine is very cheaply reduced to a copper matte, 
if in sufficient quantity and within a reasonable distance of some railroad. 
The presence of silver and gold is of great benefit in assisting the copper 
to make profits, for the reason that the freight on precious metals, when 
shipped with either copper or lead products, is almost negligible. But 
supposing such ore to contain 14 to 40 per cent. zine with barium and 
other impurities, and the structure of the ore not suitable for any mechan- 
ical means of concentration; in such cases the zinc content decreases, 
and sometimes destroys, the value of the copper, while the ore is not rich 
enough in zinc for the recovery of zinc by any ordinary methods. Such 
ore as this, containing copper, lead, silver, gold, and zinc, occurs in a 
number of large mines in California, Colorado, Utah, Nevada, Arizona, 
and New Mexico, some of which mines are being worked successfully 
by concentrating the ore into zinc concentrates and lead concentrates, 
with sometimes a copper concentrate; but the per cent. of loss of the 
different metals is excessive. There are a great many mines the ore of 
which cannot be concentrated by any known method. I have had such 
ore as this in mind for several years, and after investigations I decided to 
have the ammonia-carbon dioxide process tested and developed. This 
process is the only one I know of for the treatment of the complex zinc 
sulphide ores of the Rocky mountains by which the gold, silver, copper, 
and lead can be recovered and saved, after first extracting and saving the 
zinc, thus turning the zinc into an asset instead of a liability, and enabling 
a great number of mines now idle to become profitable. 

There is another view to be taken of this situation: The United States 
government should and-perhaps will insist on all railroad companies and 
large mining companies treating their timber to prevent decay, except, 
perhaps, that used for temporary structures; first, to lessen the number 
of accidents, and second, to stop the unnecessary waste and destruction 
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of timber in the country. This would not be any hardship on either the 
railroad companies or the mining companies, for, looking at the subject 
from an economic standpoint, it would be a great benefit to them to have 
their timbers last from 12 to 20 years, instead of only 2 to 5 years, as is 
often the case at present. The high price of creosote almost prohibits its 
use, except perhaps as an outside coating for timber already treated with 
a cheaper wood preservative, such as zinc chloride. (The question is, 
could not some cheaper oily substance be used for a surface coating to 
timbers in wet ground to prevent the leaching out of the zine chloride?) 
I have mentioned the use of zinc chloride for wood preservative purposes 
to show that there is a demand for zine in this direction, which will help 
to solve the problem of marketing the zinc when recovered from the 
immense quantities of complex zinc ore in the Rocky mountains. At the 
same time that the zinc is being recovered from such ore, considerable 
quantities of lead, copper, silver and gold will be added to the world’s 
supply. In addition to the demand for zine to be converted into zine 
chloride for wood preservative purposes, the use of the metal for roofing, 
for zinc foil for wrapping tea and other packages, and for the manufacture 
of brass is constantly growing; as is also the use of zinc oxide for the manu- 
facture of pigments for painters, and in the manufacture of rubber goods. 

W. R. Ingalls, in his Metallurgy of Zinc and Cadmium (p. 668) writes: 
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“The merits of zinc white as a pigment were summarized by Maximilian Toch in a 
paper recently read before the New York Section of the Society of Chemical Industry. 
He stated that the consumption of white lead is decreasing and that it should not be 

“used alone. The specifications of the United States Lighthouse Department de- 
mand a mixture of 75 per cent. of zinc oxide and 25 per cent. of white lead. Zine 
white mixes well with other pigments, particularly with white lead. Zinc oxide made 
directly from ore is more durable than that made by burning spelter.”’ 


The process! I have in mind for the treatment of the complex zine ores 
is briefly as follows: Grind the ore, roast, regrind, leach out zine with 
ammonia and carbon dioxide, precipitate from the solution any copper 
which has been dissolved with the zinc, and put back in the residue. 
Smelt the residue for the recovery of copper or lead, with the gold and 
silver. The ammonia and excess carbon dioxide are distilled from the 
solution containing the zine and recovered for further use. As the am- 
monia is being distilled, the zinc is precipitated as a pure white basic 
zinc carbonate, filtered out, and then calcined to zinc oxide, or the basic 
zinc carbonate can be reduced direct to either zine chloride or spelter. 
Due to lack of funds, we have.not yet installed a large commercial plant 
at the Afterthought mines, in California, so that at present we only have 
a 150-lb. capacity plant. 

Since writing my last article for the Institute, our metallurgical chem- 
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ist, F. L. Wilson, has made a number of continuous runs, each of several 
days’ duration. The following is a copy of his last report of a 14 days’ 
continuous run: (It should be noted that this report is based on a test 
of our lower-grade zine ore containing about 20 per cent. zinc. The 
extraction from our ore containing 30 to 36 per cent. zinc is from 85 to 
95 per cent.) 


Ingot, Cal., 


March 6, 1914. 
S. E. Bretherton, 


Mills Building, 
San Francisco, Cal. 
Dear Sir: 
I herewith report results on test No. 65 secured from 12 complete cycles and 
during a period of 14 days. Two days were required for unavoidable repairs. 


Preparation of Ore 


The raw sulphide ore was crushed to 30 mesh (maximum). Its sulphur (soluble) 
content varied from 18.7 to 20.5 per cent. and averaged 19.7 per cent. 

‘A sulphatizing roast was given the ore. The weight of the roasted ore showed a 
slight increase over the raw ore in several cases, the average weight remaining nearly 
the same. 

The roasted ore was wetslimed for 10 hr. in each case. No attempt to classify the 
product was made. ‘The coarse product remaining on 150 mesh was: but little in 
each case. 


Extraction 


Pressure throughout agitation, filtering, leaching, etc., was 30 lb. 
Time throughout the cycles was less than 8 hr.average. This time was inclusive 
of time taken to operate valves, etc. 


Time of Cycle 
Leach Water 


Agitation Filtering Wash Wash Total Time 

Hr. Min. Min. Hr. Min. Hr. Min. Hr. Min. 
NORTE. 4 20 50 ee ASE 45 GmoD 
Iie ake Bi lt 20 i oe Len eee 
Cas Shas 13 2 2 i. ale} 
DH: oo 20 3 30 1 30 8 20 
1 Oe eae one 18 3 40 50 7 48 
Fite, Ole. 20 Ane 20 7 40 
GH-RT! BO 20 3 30 ag iss 7 10 
Aces Be 15 20 3 25 . 20 q'20 
Deri: Ste. 20 or St . 20 40 
FAR? 4, 22 25 3 30 30 8 47 
Tee. BP eth 25 IE hae 60) we e30 Br 35 
Ieee Sion, 35 40 ner30 7 20 
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Solution used in agitation was about 4 : 1 ore, due to the small charges used. Ona 
19 per cent. zinc ore the filter press in use will handle conveniently the residue of a 
30-lb. charge; whereas, with a 25 per cent. zinc ore a 40-Ib. charge, and 30 per cent. 
zinc ore a 50-Ib. charge. This is due to the relative shrinkage in volume of the residue 
when the zinc is extracted. 

Zinc extraction varies from 79.7 per cent. on an 18.6 per cent. roasted zine ore to 
84.9 per cent. on a 20.72 per cent. roasted zinc ore. 

Copper extraction was not recorded, as the cement copper was filtered with the 
residue. 

Silver extraction is negligible, which remains in the residue. The slight extraction 
is no doubt due to discrepancies in the weights of the net ore and residue. 


Analysis and Extraction 


——Roasted Ore——~ —Residue——_———-__ Extraction 
Loss 
Ag Cu Zn Ss Ag Zn S inwt. Ag Zn 


Oz. Per Per Per Oz. Per Per Per Per Per 


Cent. Cent. Cent. Cent. Cent. Cent. Cent. Cent. 
[A eet ae tor , 7.56 2.76 19:00 5.92  12.348.20" 0.35 39:1 5-053 i570 
Beta ae: 8.28 2.96 19.40 6.33 13.20 7.60 0.41 33.8 Nil 74.4 
Cie 8.16 2.84 20.30 6.25 12.76. 7.40 0.39 42.4 0.98 80.8 
DS aaae $. 16123584 20830: #6225: 712-70 27 220 20240 esis 80. 2 eee 
Beret, & 8.20 3.12 19.80 5.04 12.96 6.90 0.55 42.9 0.98 80.2 
RY fg ee 748° 2.96 21:40 6.84 11720 6.52: 10158, 41740 A Ze Saet 
Cae fe an tat S00 202608 Gar Ser te ae 6575-0060 % 4229 See nee 81.0 
Do St ey NGS RO oa SR 2078036) (Su ucee ts 6,822 O62 2 4asiou. cre 81.6 
dB Worthen AE erat ira LO 2 OO ee ee 6.50" 0616 eA Ae eee 80.6 
4 eh eae eae Pee Cee 18260) 47.202 wee 6: 8620625 4582s 79.9 
1 eee ee eh 19.807 302 6.46.21 1058 42-02 ee 81.3 
i Wirt Pe he aa cetera eee PAN. ie fea Bike eae O245r Ose COL Lee ee 84.9 

Recovery 


Boiling out with the use of the extra still kept the amount of solution down to a 
minimum. Live steam was admitted into the third still at intervals to facilitate the 
boiling out of the zinc. The excess solution was used in washing the residue and 
saved to grind the ore in. 

Zine precipitate was off color for the most part. The steam from the first still 
carried over rust and oil enough to discolor. The rust was caused by the filter press 
and pipes having been idle for some months previous to this test. Also fine rust and 
ore were carried into the receiving still from the ore filter. Decantation from the 
copper precipitator was tried, but the rust occurred as before. By refiltering the 
solution through a finer filter (filter paper placed on the leaves of the press) the result- 
ant zinc carbonate was as white as could be desired. The volatile moisture, etc., 
contained in the precipitate varied from 65.2 per cent. to 78.6 per cent. The re- 
covery of the zinc basic carbonate and hydrate was 99.7 per cent. This 0.3 per 
cent. was left in the solution. 


a 
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Zinc Recovery 


————Zine Precipitate 


Weight Zine Zine Recovered Zinc Extracted 


Pounds’ Per Cent. Pounds Pounds ° 
I. Aad eee 9.05 Dane 4.82 5.94 
| Bast eh ce oe 7.86 53.0 4.17 3.68 
(OF fied Aon ierand 12.23 54.4 6.66 3.86 
1B Sa ate ee 5.24 53.6 2.83 4.00 
Re taaret 9.20 53.8 4.95 4.58 
FEY Reet eet te at ss 12.65 53.0 6.71 5.34 
Ey erg eee ae a een 4.94 56.0 2.76 4.44 
a acme eee Pete 9.71 51.0 4.96 5.78 
| WS 3 ete nee 12.70 52.2 6.64 5.59 
dee ps oe re eee 6.94 51.6 3.58 4.48 
RES RA 9 chai: 4.56 ora 2.43 4.49 
af ee Naa 13.90 55.4 7.70 6.32 
Total 58.21 58.4 
Losses 


Ammonia losses were 4.44 per cent. during the run (not counting A, B, C and D). 
Of this amount 0.28 per cent. was unaccounted for numerically, but due to mtermittent 
leaks in the system, 17 per cent. of the total ammonia was tied up as fixed ammonia. 
No lime was used to free this in therun. Compressed air was used to drive the charge 
through the filters and the air remaining in the agitator and copper precipitator 
was released through a scrubber. In like manner the absorbers and separator were 
connected with scrubbers. Washing the residue first by hot solution from the first 
still and then with steam brought the residual ammonia down to from 1.3 lb. to 3 lb. 
per ton of ore. The zinc precipitates held some back as a salt, there being no smell of 
volatile ammonia. : 


Per Cent. 
Coughs in serubbers. (ates) a... 6 Pe eae eine hone br sae tly wns 2.25 
ive Miiieiiee sity POSKIUG HS oir. t ss 3 Pe ir end 6S aston oy 6 vices 0.67 
*Remainme in zine precipitate... 0.0... cette tees e nee 1.24 
*Unaccounted for... 0... .00%- 0.0.45 een ent Se ee ey ee 0.28 


Carbon dioxide losses were mostly in the residues as tabulated below. The total 
loss was 24.72. 


2 This loss of ammonia, with the exception of the trace lost in the residue and pre- 
cipitate, was higher than usual with us, and was due to defective old valves and pipes, 
and the use of compressed air. Practically all of the ammonia can be saved by drying 
the residue and zinc precipitates. The carbon dioxide can be recovered by calcining 
products. 


. vie “eure. ti , 
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——_——Ammonia ———Carbon Dioxide——~ 
? Pounds Zine -. Zine 
eae Per Ton of Precipitate Boe t Precipitate 
* Roasted Ore Per Cent. ‘Per Cent. 
ASetuirslck sponse ee AGE ee 1.43 6.68 4.8 
JB. tage ot ee 1.99 7.00 4.8 
Co os SE eee 2.54 7.70 3.8 
De aa ae ee ne A Nees nde, 1.5 6.00 2.2 
1 OP aries Si 0.525 10.5 0.62 11.00 5.8 
le eae er or 0.430 8.6 0.80 8.60 2.4 
GRiSeaaes 0.355 on 0.50 8.20 3.4 
lel ees 0.150 3.0 1.22 7.40 ~ 4.4 
1 Ee antepe ee 2 0.140 2.8 0.80 11.40 3.2 
Ae tothe. 0.125 1.5 1:00°-.2 48.60: 2.0 
IK peste 0.100 2.0 1.20 9.20 3.0 
LBA ep aia 0.065 1.3 0.70 7.60 6.2 


Remarks.—In recovery of the ammonia by boiling out, the ammonia content of the 
liquor in the absorbers could be controlled at will; 15.3 per cent. ammonia was obtained 
in one instance in solution to be used again. 

Respectfully submitted, 
F. L. Wilson, 
Metallurgical Chemist 
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Electrostatic Separation at Midvale 


BY H. A. WENTWORTH, BOSTON, MASS. 


(Salt Lake Meeting, August, 1914.) 


Tue Huff electrostatic plant of the United States Smelting Cor 
operated in conjunction with its wet concentrator at Midvale, Utah, 
was the second plant of substantial size installed using the Huff process, 
and the first plant to be put in operation on the so-called Western com- 
plex ores. 

In spite of the machinery being of early design and consequently 
embracing many of the mechanical weaknesses incident to a pioneer 
plant the mill has operated steadily and uniformly since the summer of 
1909, about five years now, without any material change other than some 
rearrangement of the machinery for better handling of the sizes. 

The ore, at present coming almost entirely from the company’s 
mines in Bingham, is of practically the same composition as that upon 
which the plant was first put in operation. 

The crude ore, consisting of the sulphides of copper, lead, zinc, and 
iron, and containing small amounts of gold and silver, is brought by 
train and delivered to the hoppers of the wet concentrator, where by jig 
and table treatment, there are produced a shipping lead concentrate, a 
tailing, and a middling product, the latter being conveyed in push cars 
to the adjoining electrostatic mill. 

The crude ore delivered to the wet concentrator contains from 6 to 
9.5 per cent. zinc. At times the plant is used also for the treatment of 
custom ores from the Bingham district and elsewhere, and at such times 
the results of the plant vary according to the material in use, but as by 
far the larger portion of the product is that from the company’s own 
mines, the results given below are fairly indicative of the general work 
obtained. 

The diagram, Fig. 1, illustrates graphically the flow of the ore 
through the electrostatic mill. The middling coming from the wet mill, 
containing from 15 to 18 per cent. moisture, is hoisted while on the cars 
by an elevator, and delivered from the top of the elevator to a hopper 
over the drier. The drier first installed was of too low capacity to take 
care of the moisture present in the tonnage to which the mill was later 
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raised, and a second drier was placed in series with it. Drying material 
of this nature requires in the neighborhood of 1 lb. of coal for 5 to 7 Ib. 
of water to be evaporated; the higher the moisture the more efficient 
the use of the fuel, due to the heat wasted in raising the temperature 
of the ore as a whole, being a constant. 

The drier delivers the bone-dry material to the boot of the main ele- 
vator, where it is raised, and delivered at the top of the mill to two 
Newaygo screens set in series, each having a double vibrating surface. 
The feed to these screens is practically all through 16 mesh, and mostly 
through 30 mesh. The top vibrating screen of the first Newaygo is a 
16-mesh scalper, removing the oversize material, chips, etc., which are 
delivered to a bin and returned again to the wet mill. The Newaygos 
produce four sizes, through 16 on 40 mesh, through 40 on 60 mesh, 
through 60 on 100 mesh, and through 100 mesh. Of the total feed, 16 
per cent. passes a 200-mesh screen; and of the material in the through 
100-mesh size, which is later treated by the so-called fines machines, 
46 per cent. is through a 200-mesh screen. 

From the Newaygos, which deliver on to the second machine floor of 
the mill, each size of material passes ,to its separate elevator and is 
‘delivered on the third floor to small hoppers which in turn empty into 
the separators below. 

The separators are for the most part arranged in units of three, one 
being above the other two. Other arrangements are indicated on the 
flow sheet, the idea being to make on the first machine a rough split of the 
minerals to be separated, and the final cleanup on the separators below. 
The arrangement of the units is largely dependent on the percentage of 
the minerals to be separated in the given material, and the machines are 
arranged as nearly as possible to keep a uniform load. 

Each unit produces three products, a finished “iron,” a finished 
“zinc,” and a middling product. This middling product is returned to © 
the boot of the main elevator and again passed into the Newaygo screens. 
This middling is due partly to mechanical entanglement, and partly to 
the fact that abrasion in passing through the mill has broken up some of 
the minerals; so by passing all the material again over the screens, it 
unites with the warm material coming from the drier and is therefore 
again thoroughly dried and screened into its proper sizes. 

The finished products fall into bins under the main floor of the mill, 
and are thence conveyed by hand cars to the railroad cars outside the 
mill building. 

The separators are electrically energized by a small self-contained 
electric unit maintained in a dust-free room at the side of the mill. 
This unit consists of a 3-h.p. motor, belted to a special generator and 
exciter. The potential is raised by transformer and rectifying device to 
18,000 to 22,000 volts, which is the potential used on the machines (at 
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this plant). The potential generated in this way is practically uniform, 
and varies only with such slight variations as are present in the speed 
of the motor. One terminal of the potential line is grounded direct 
and the machines are likewise grounded. From the other terminal, a 
highly insulated wire runs through the mill, being connected to the so- 
called “‘attracting’’ electrodes of the separators, of which there is one to 
each roll or separating element. The electrical equipment in this plant 
is considerably more massive than the equipments now being put on the 
market. 

The principle of the process and the general apparatus in use have 
been described in some detail during the past four years in several pub- 
lications and were given by the writer at the New York meeting of this 
Institute in February, 1912. Numerous improvements have been made 
since that time, one of the most important from an operating standpoint 
being the substitution of bare-metal “‘electrodes,’’ which has been made 
possible by the institution of a regulating device in the circuit to the 
machines. This substitution of the metal for the wooden electrodes at 
Midvale has reduced the cost of maintenance of the electrodes 75 per 
cent. Further improvement along these lines has been made, and it is 
believed that shortly any cost for electrode maintenance will be entirely 
eliminated. Since the construction of the Midvale plant, a separator 
has been designed called the ‘‘Toboggan” type. The only moving part 
in this is the feed roll; belts and bearings being eliminated. One of these 
separators is at present in operation at Midvale and accomplishes about 
the same result as a unit of three of the roll type. Elsewhere this type is 
in operation handling all the material through 20 mesh. 

The quality of the work in the Midvale plant is largely dependent 
upon the character of the blende, which varies from time to time. The 
zinc sulphide crystals in the ores from the United States company’s 
mines contain chemically combined from 3 to 5.5 per cent. iron. When 
the iron content of the zine sulphide crystals is under 4 per cent., it is not 
difficult to make a 48 to 49 per cent. blende and at the same time keep 
the zinc content of the pyrite product around 11 per cent. or under. 
When, however, the zine sulphide crystals contain much over 4 per cent. 
iron, it is impossible to keep the grade of the blende up above 48 per 
cent. unless considerable zinc is run into the pyrite product. ‘The zinc 


present in the pyrite product consists partly of attached particles and _ 
partly of an intimate mixture of zinc-lead mineral, and partly the blende ~ 


high in iron. The impurities left in the zinc product are largely gangue, 
left in the middling in the wet mill, and small amounts of attached min- 
erals. That the percentage of iron chemically combined with the blende 


is nota criterion in judging the conductivity of the blende, is illustrated. 


by the fact that some blendes, containing as high as 14 per cent. iron in 
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the crystals, are separated electrostatically. It is hot known definitely 
what determines this conductivity. 

Typical analyses of the wet-mill feed, and the head and resulting prod- 
ucts of the static mill are as follows (the impurities of minor metals in 
each of the products being largely as minute attached particles): 


Au Ag Pb Cu Fe Zn SiO. 
Head, wet mill...... 0.08 3.8 8.4 0.41 14.3 9.0 28.8 
Middling to static. . .0.07 3.4 2.2 0.96 21.6 26.8 4.6 
Blende. .. Aan"). 0.02 2.0 1.1 0.71 5.4 47.8 8.3 
BV ELGC Meneses oes 0.10 3.8 2.6 1.63 32.0 12.0 2.4 


The capacity of the present mill when running full is approximately 
65 tons, and on the various sizes the units have the following capacity: 
on 40 mesh, 12 tons; on 60 mesh, 10 tons; on 100 mesh, 8 tons; through 
100 mesh, 5tons. The Midvale ore is a comparatively difficult one with 
which to obtain the best results, and the tonnage per unit is therefore 
lower than with a more simple ore. The separators for crude ore are of 
much larger capacity. 

Six mills of this general type are in operation in the Western zinc field, 
some modifications being required to meet local conditions in each case; 
as well as plants in operation on other classes of work as described in the 
articles above mentioned. 

The writer is much indebted to Messrs. Heintz, Anderson, and 
Lemke for their kind assistance in furnishing recent data on the plant, 
and for preparing the flow sheet of the mill. 
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Separation of Lead, Zinc, and Antimony Oxides 


BY RICHARD D. DIVINE, SOUTH CHICAGO, ILL. 
(Salt Lake Meeting, August, 1914) 


In the Parkes process of extracting precious metals from lead, zinc is 


added to the molten lead containing gold, silver, copper, and some ~ 


antimony. These metals, with the exception of antimony, form an alloy 
with the zinc by reason of their greater affinity for it than for the lead, and 
this alloy, being lighter than lead, rises to the top, carrying the precious 
metals with it, whence it can be removed by skimming. These skimmings 
are further treated for the separation of the zinc therefrom, and the re- 
covery of the precious metals, the zinc being driven off by heat and again 
used for another operation. In addition to the zinc that combines with 
the silver, etc., a certain amount is necessary to saturate the lead, and it 
is therefore necessary to treat the desilverized lead to free it from this 
residual zinc. 

To do this it is heated again in a reverberatory furnace and air or steam 
is blown through it. This oxidizes the zine together with a small amount 
of lead and antimony, leaving the lead free from zinc and antimony, and 
forming oxides of these metals, which rise to the top and are skimmed off. 

This process relates to the separation of the metals in these oxides or 
skimmings. 

The skimmings are cooled, crushed, and mixed with carbonate of 
soda and pulverized oil coke. The mixture is heated in a reverberatory 
furnace on a bath of lead, to about 1,000° C. The metals are reduced by 
the coke, the lead and antimony go into the lead bath, while the zinc is 
volatilized and burned to oxide. 

This impure oxide is at the present time treated at Omaha by the Hall 
process of electrical precipitation, making a very pure metallic zinc. It 
can also be very easily refined by the old Schnabel process of using 
ammonia and carbon“dioxide asa solvent. It seems to be in an ideal form 
for this purpose, and very few changes from the original method are re- 


quired to obtain the zinc oxide practically C. P., leaving the lead and ~ 


antimony as residues. 
There has been considerable difference of opinion regarding the effect 
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of the carbonate of soda in this process. That it is of material assistance 
is shown by the following experiments: Skimmings mixed with carbon 
alone and heated gave an extraction of about 10 per cent. of the zinc, while 
extractions as high as 92 per cent. were obtained when carbonate of soda 
was added to the mixture. Various explanations of this action have been 
suggested, the most probable one being that the extreme fusibility of the 
soda salt causes it to act as a protective coating, permitting oxidation by 
the air in the furnace; it also gives sufficient mobility to the mass to allow 
of good contact petcccd the carbon and oxides. 

The skimmings from the refining furnaces vary somewhat in zinc 
contents, due to different methods of working at the various plants. 

At the National plant of the American Smelting & Refining Co., ‘the 
zinc will average from 12 to 14 per cent., while at Omaha it is somewhat 
lower. In the first experiments the crushed skimmings were treated in 
the furnace without a bath of lead, the reduced lead forming the bath. 
The analysis of this lead showed it to contain 8.70 per cent. antimony, 
91.25 per cent. lead, and less than 0.05 per cent. zinc. The soda skim 
resulting from these operations amounted to about 15 per cent. of the 
original charge. The resulting zinc collected in bags gave an extraction 
of between 80 per cent. and 85 per cent. of the zine contents, and the 
analysis showed it to contain: Zn, 60 to 65; Pb, 12 to 18; Sb, 1.00 per cent. 
It was a light, fluffy, yellowish product, which when first collected con- 
tained some COs. 

The. present practice of treating the skimmings is as follows: After 
the furnace has been skimmed, the skimmings are cooled and put through 
a crusher set to about 4 in. The material is then mixed with finely 
crushed oil coke and sodium carbonate. The charge is made up approxi- 
mately of 1 ton skim, 175 lb. soda ash, and 400 Ib. coke. It is charged 
into a reverberatory furnace on a bath of molten lead. After the charge 
is started it is necessary to maintain the heat at the same point, as any 
cooling will stop the reaction, and to start it again requires much time 
and trouble. For this reason it has been found advisable to use oil as a 
fuel in place of coal. 

It would undoubtedly be possible to use producer gas for fuel, or 
possibly powdered coal. The success of the process depends upon the 
maintenance of a steady, uniform heat. The charge is stirred or puddled 
’ at regular intervals, only one working door being opened at a time to 
avoid cooling the furnace unnecessarily. After the zinc has burned off, 
which can easily be determined by the absence of any bluish flame, the 
oil is shut off and the furnace immediately skimmed. The resulting 
“soda skim”? amounts to about 10 to 15 per cent. of the original charge. 
The furnace is then ready to be recharged. The antimonial lead is tapped 
from a lead well as often as necessary and taken to a refining furnace for 


the removal of the antimony. 
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The analysis of the “soda skim” shows it to contain a somewhat 
higher percentage of zinc than the original skim, but we hope in time to 
improve on this. It was thought that it might be possible to save the 
expense of crushing and charging the skims, by simply adding the mix- 
ture of soda and carbon to the molten skim in the refining furnace itself, 
and although the percentage of extraction was good it was found that the 
repairs to the furnace were excessive, the lining being very quickly eaten 
out. The opposite is true: when the skim is charged cold the repairs to 
the furnace are very small. 

Heretofore the zine oxide in the skimmings has been lost, as there 
has been no way of separating it from the oxides of lead and antimony 
and saving it. The presence of zinc has also been a nuisance in clogging 
the smelting furnace by forming deposits on the sides, which retain 

‘other metals, fluxes, etc., and gradually make the furnace smaller and 
curtail the output. 

At the National plant we have obtained a higher extraction of the 
zinc by skimming in two stages. Air is blown through the molten lead 
until the zinc is all oxidized and rises to the top. It is then skimmed off 
and kept by itself. The temperature of the furnace is then raised, air 
is blown through the bath again, and a second skim is removed, consisting 

largely of antimony with very little zinc. This is sent direct to the anti- 
monial furnace to be treated. 

The first skim requires less soda and carbon per ton treated, works 
better in the furnace, the zine extraction is higher, and the soda skim is 
less. 

We found that by making two skims we were able to raise the per- 
centage of zinc from 12 to 14 per cent. to about 17 or 18 per cent. The 
antimony is oxidized after the zinc and most of it remains with the lead 
after the first skimming is taken off. The second, or antimonial, skim 
contains but a very small percentage of the original zine contents. The 
loss of zine being so small it is good practice to follow this method. 

It requires about 24 hr. to work a charge of 18 tons. It is necessary 
to shake the collecting bags after each charge; unless this is done they 
become clogged, causing back pressure, which slows the operation and 
injuriously affects both recovery and costs. 

A report of one of the early operations at the National plant will 
give an idea of the work accomplished. I may state, however, that the 
work at the present day is much better. 
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Assay Skim Contents 
Pounds Pounds 
Zn Pb + 8b 
Zn, 16.50; Ph, 63.50; Sb, 6.00 per cent................... 3,300 138,700 + 1,200 
Produced 14,990 
Anenrisavayainil lonvs bso dnd ie hal = oe tees 13,360 
NO MU Cena Pa eee PA te a ere 3,825 
Assay 
iowa E pwtaGo= 9b; LOO per Camber ss vats ek ela lk ee. ok 2,486 598 
Residue (Soda Skim), 3,320 lb. 
Zn 24:50; Pb2s--Sb, 918. per cents oir gsans Poo. ees ee eee 813 325 
38,299 14,283 


Some lead of course remained in the furnace. 

While this process has not as yet been tried on a large scale with 
complex lead-zine ores, I can see no reason why it should not prove 
successful in that field. 

The additional cost of roasting would not be a serious matter. Most 
of the values would be taken up by the lead bath, and there would be 
only the residue or ‘‘soda skim” (amounting to from 10 to 15 per cent. 
of the original weight) to be sent to the blast furnace. 

Experiments made in a small way gave returns that indicate a suc- 
cessful solution of the problem. The silica and sulphur in the roasted 
product do not seem to affect the zinc recovery. The silica would inter- 
fere only so far as it increased the amount of soda skim to be treated. 


VOL, XLIX.—52 


818 THE METALLURGY OF ZINC 


The Metallurgy of Zinc 


Discussion of the papers of Dorsry A. Lyon and Samuet S. ARENTZ, p. 789; 
S. E. Breruerton, p. 802; H. A. Wenrwortg, p. 809; and Ricuarp D. Divine, 
p. 814. 


GrorGE W. Rites, Salt Lake City, Utah—We have every reason to 
believe that oil flotation will soon come into general use as a final guard 
against slime losses in concentrating mills, not only in the case of zine 
ores, but also in the case of other semi-precious ores. It also promises 


much as a primary process for the concentration of minerals that are 


not adapted to gravity methods. Moreover, modifications of the proc- 
ess involving selective or preferential flotation are gradually becom- 
ing understood, and will make it possible to eliminate pyrite and other 
minerals occurring as undesirable impurities in zine concentrates. And 
what perhaps is of equal importance, further modifications promise an 
effective method of separating zinc blende from ores that are chiefly 
valuable for copper, lead, and precious metals, thereby making an asset 
out of zine which has heretofore been a liability. 

The tendency of certain pulverized minerals to float on water, espe- 
cially after having been in contact with grease, has been known to mill- 
men for a long time, and was formerly something to be deplored and to 
be striven against. All at once, this tendency has become a saving grace; 
and now, like tardy converts to a new faith, we are zealous advocates of 
something we once despised. 


I was once employed at a mine in the Tintic mining district of Utah— ~ 


the old Eureka Hill property—where ores that were too low in value to 
warrant being sent to copper or lead smelters were treated in a com- 
bination mill. The ores contained gold, silver, lead, copper, zinc, man- 
ganese, arsenic, etc., in varying quantities and in varying mineral forms, 
mingled in a quartz and calcite gangue. The material was stamped fine 
and then concentrated on Frue vanners so as to make a smelting concen- 
trate, after which the tailings were thickened and treated in amalgamating 
pans for the recovery of non-concentratable precious metals. 

In the amalgamating pans, under the influence of heat and agita- 
tion, a dark greasy froth or scum sometimes formed on the surface of the 
ore mixture. This froth or scum was composed mainly of mineral sul- 
phides, and its occurrence might have meant only casual losses in the 
previous concentration, except that the phenomenon was accompanied 
by faulty amalgamation of the precious metals and by excessive losses 
in the mill tailings. Grease and oil, present by accident, were the cause 
of the trouble. 


Whether the intense vibration in the mill, due to the pounding of the. 


heavy stamps, had caused small particles of grease to be shaken loose 
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from the heavy machinery, or whether the oil was merely lubricant that 
had passed through rock drills used in mining the ore, a single drop would 
spread over a large expanse of water and smear up a lot of pulverized 
ore. Having an experimental unit in our mill, we undertook to find 
out how to make the pulverized ore behave to our liking in spite of 
stray grease; and before we got through, we discovered a lot of facts con- 
cerning the behavior of greasy minerals under varying conditions as 
to heat, agitation, and weak chemical solutions. These facts ought to 
have pointed our way toward flotation as an economic process. They 
should have pointed further, toward the separation of flotative minerals 
from one another; because we observed that all minerals did not be- 
have alike, and that sulphides of zinc were the most erratic of all. At 
that time, however, our results did not seem particularly significant, 
because zinc was then a liability rather than an asset, and what we were 
then trying to do was to prevent all forms of flotation; and our energies 
were directed toward finding lubricants that would be harmless and in- 
active in contact with ores, or which could be made harmless and in- 
active by means of reagents. 

Zinc blende, when found in minute crystals mingled with pyrite and 
other sulphide minerals, eludes the simpler methods of mineral separa- 
tion because itis notin itself unique as to density, crystallization, fracture, 
or behavior with chemicals. Its one distinctive difference seems to be 
in its behavior toward electricity. All of the other sulphides are good 
conductors; but zinc blende, except when contaminated with iron as an 
impurity, is a non-conductor. Upon this property rests the electro- 
static concentration of zinc ores. A paragraph from Henry A. Went- 
worth’s paper on Electrostatic Concentration or Separation of Ores! is 
worth repeating: 

“‘There is an old experiment in physics where an electrified rod is brought close 
to a suspended pith ball. The pith ball is first attracted, clings for a moment to the 
rod, and is then vigorously repelled. As the rubber rod approaches the pith ball, 
a charge of opposite kind, so called, is induced on the side of the pith ball nearest to 
the charged rod, and as unlike charges of electricity attract one another and as the 
pith ballis very light, it moves to therubberrod. But pith, though not a good conductor 
of electricity, does, because of the moisture contained, conduct electricity appreciably, 
and it soon becomes, as a whole, charged similarly to the rubber rod, and away it 
flies. This is the principle which is utilized in electrostatic separation, and to ac- 
complish separation the differential property is the conductivity of the minerals 
involved.” 

In the same paper, Wentworth gives a list of more than 50 important 
conductive minerals; but zinc blende is placed in a list of non-conductors, 
along with quartz, feldspar, silicates, carbonates, sulphates, etc. 

Whether or not it is anything more than a coincidence, experiment 
indicates that electrically non-conductive minerals are nearly neutral 


1 Trans., xliii, 412 (1912). 
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toward oils and gases in the flotation process, and that minerals having 
the highest electric conductivity are most amenable to oil flotation. 
Mercury, galena, graphite, nickel ore, pyrrhotite, etc.—this list of 
conductive minerals,? in descending order, is the list of minerals most 
easily recovered as a flotation concentrate when in finely pulverized state. 
Using the coincidence as a working hypothesis and carrying the experi- 
ments further, we find that oil flotation is not restricted to sulphide 
minerals, but that tellurides, chlorides, oxides, native metals, and other 
native compounds, can be brought into the flotation class under the right 
conditions. Impure zine blende, because of its iron impurity, also 
comes into this class. The flotation class is enlarged still further if useful 
carbonates be first converted into oxides by means of calcination. For 
example, zinc oxide derived in this way from smithsonite can be re- 
covered by oil flotation if a proper oil is used. This bit of research is 
one that I have not yet carried to a final conclusion; but a mixture of 
linseed oil and turpentine is one combination that seems to be effective; 
and whether we say that we are floating the material as a froth or as a 
. paint, the important point is to do the trick economically and to over- 
come interfering agents that occur in the worthless gangue. 

It is my impression that before we finally get to the underlying 
principles of oil flotation, including the separation of flotative minerals 
from one another, the depths of electro-chemistry and electrostatics will 
have to be sounded pretty thoroughly. In commentating on the migra- 
tion of particles suspended in liquids under the influence of electric cur- 
rents, LeBlanc* reviews the work of Helmholtz and others, tending to 
. show that the migration is due to the presence of an electric charge upon 
the portion of matter in question; that the direction of migration is in- 
fluenced by the addition of small quantities of foreign matter, such as — 
alkali or acid, in solution; that at the surfaces of contact of two dis- 
similar media—for instance, the contact surface of water and glass—an 
electrical charge or double layer must form; that the arrangement is 
entirely analogous to an ordinary electric machine, with only this differ- 
ence, that whereas in one case a liquid rubs past a solid, in the electric 
machine a solid rubs past a solid; and finally Coehn’s answer: 

“If two substances are brought into contact with each other, the one possessing 
the higher dielectric constant will become positively charged.” 

Here again we have a striking parallel between the phenomena of 
electrolytic migration and the phenomena of oil flotation; and a question 
that arises is whether we are not justified in considering a flotation tank 
and its agitating device as a dielectric machine; the solution, with its 


2? Landolt-Bérnstein-Meyerhoffer. Quoted in Bulletin No. 548, U. S. Geological 
Survey, Electric Activity in Ore Deposits, by Roger C. Wells, p. 25 (1914). 

3LeBlanc: Text-book of Hlpo te De ee translation by Whitney and Brown, 
pp. 157 to 160 (1907). 
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dissolved foreign matter, as an electrolyte; and the film of oil surround- 
ing the mineral particle and any attached bubble of air or gas, as an 
insulator that enables the particles to retain their electrostatic charges, 
even in the presence of the liquid. 

As between dry electrostatic separation on the one hand, and selective 
flotation on the other hand, the relative advantages may depend some- 
what on the fineness to hich the ore must be reduced in order to separate 
unlike minerals from one another. Oil flotation has the advantage of 
being adapted to mineral particles in a state of fineness approaching 
colloids, without calling for preliminary drying of the material, and with- 
out excessive installation and operating costs. 


James M. Hypz, San Francisco, Cal.—The flotation process being 
a new one in American ore-dressing practice, it may be well to outline 
briefly some of the factors that have to be taken into account in its ap- 
plication. The process depends upon certain physical phenomena quite 
different from those made use of in the ordinary water-concentration 
practice. Certain minerals having a metallic luster, particularly the 
sulphides, sulpharsenides, sulphantimonides, and tellurides, together 
with native sulphur and graphite, are easily wetted by oil, whereas the 
usual gangue minerals are not. There is an exception to this rule in that 
certain of the carbonates, particularly calcite and siderite, are rather 
easily oiled by the fatty oils, apparently because a certain degree of actual 
saponification of the oil by them takes place.. Both the minerals which 
have been mentioned and oils also exhibit the phenomenon of readily 
attaching themselves to gases even in the presence of water. 

The first successful application of flotation concentration on a large 
scale along anything like the lines now practiced was made in Australia 
by what was called the Potter process, in which the Broken Hill sulphide 
. middlings, consisting of pyrite, blende, galena, garnet, calcite, and certain 
other gangue minerals, were introduced into a hot solution containing 
about 5 per cent. of sulphuric acid. The acid reacted upon the calcite, 
causing the evolution of carbon dioxide gas, to which the sulphide particles 
attached themselves and were thus buoyed to the surface and removed 
as a froth of concentrates. Following upon this work, installations were 
made in which a small amount of oil was added to the pulp, the amount 
of sulphuric acid was lessened, and the gases necessary for flotation were 
in part supplied by air beaten into the pulp by the violent agitation neces- 
sary to distribute evenly throughout the pulp the small amount of oil . 
used and allow of a film coating of the sulphide particles with oil. This 
practice followed very closely along the lines disclosed earlier by Carrie 

J. Everson, and by Alcide Froment. 
The process was first applied in this country on a large scale for the 
treatment of the ores of the Butte & Superior mine, at Butte, Mont. 
The original installation was made in a mill at Basin, Mont., where this 
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company was temporarily milling its ores. It was found both by this 
company and by another company working upon similar material from 
the same vein, that ordinary milling practice, making use of jigs, tables, 
and vanners, could not profitably make a higher recovery from these 
ores than from 50 to 60 per cent. of the zine which they contained. Some 
further recovery might be possible by larger installations of vanners, but 
the product yielded by vanners was so low grade as to be salable at very 
small profit. The ore contains its principal value in zinc in the form of 
zinc blende, the average content of the ore ranging from 18 to 21 per cent. 
zinc. With this occurs a small amount of lead in the form of galena, and 
several ounces of silver—probably in the form of silver sulphide. The 
principal gangue minerals of the ore are quartz, rhodonite and rhodo- 
chrosite, and more or less altered inclusions of granite. The high con- 
tent of zinc of this ore and the low recovery possible by water concentra- 
tion alone made it necessary to find some new method for its treatment. 
Laboratory tests, accompanied by screen analyses and microscopic ex- 
aminations, showed that the material was successfully treatable by flota- 
tion concentration, but that, because of the peculiar nature of the ore 
and the intimate association of the blende with the quartz, a special 
method of treatment would have to be worked out for it. The principal 
modifications that proved necessary were the tube milling of the tailings 
resulting from vanning and table operations; preliminary treatment of 
the slimy portion of the pulp with sulphuric acid and lime or some other 
coagulant; and a novel method of roughing and cleaning by flotation 
concentration. This ore presented a peculiar problem in that even the 
coarse crushing produced a high percentage of slimes which were par- 
ticularly difficult to settle. Tests made upon them have shown that 
after a slimy pulp had remained in a quiescent condition in a Callow cone 
for 3 hr. the solids still in suspension contained as much as 14 per cent. zine. 

The practice that has been adopted by the company makes use of 
jigs and tables for the recovery of as much high-grade concentrate as is 
possible by the use of these machines and involves the treatment by flota- 
_ tion of all the slimes produced incidental to the crushing throughout the 
mill combined with reground tailings from the jigs and vanners. 

The process which was worked out for the ore has been so efficiently 
administered by the staff of the company in their new mill, working at a 


capacity of 1,000 tons per day or more, that in the first six months of 1914, 


193,000 tons of ore were treated with an average recovery of 89.3 per cent. 
of their zinc content, made into a concentrate containing 52.4 per cent. 
zinc. The elasticity of the process is shown by the fact that whereas 
in January this recovery was at the rate of 90.67 per cent. of zine con- 


tained in the ore, the concentrate produced running 51.3 per cent. zinc; | 


in June it had been altered so that the recovery went 88.7 per cent. zinc 
but the product had been raised to a grade of 54.6 per cent. zinc. There 


ob eng Hon may 6 


ae er ee a 


mi ee ee eee 4 ti Se eee era 


THE METALLURGY OF ZINC 823 


is much greater profit in marketing high-grade zine concentrate than 
low-grade material. On the basis that water concentration alone 
would profitably recover but 60 per cent. of the content of zinc in this 
ore, the figures given out by the company indicate that in this mill alone, 
during the first six months of this year, approximately 17, 500,000 lb. be 
zine were recovered which would have been lost, in large part at least, had 
it not been for the use of the flotation concentration process. A further 
advantage to the company has been gained by the ability to market its 
whole product in a higher-grade concentrate than would otherwise be 
possible. 


S. A. Ionipes, Denver, Colo.—The dry chlorination treatment was 
started as a comprehensive scheme for saving zinc in these complex sul- 
phide ores, and it proposes in one building to start with the ore and end 
with metals. The first step is drying, and crushing practically parallel to 
any other kind of drying and crushing, but with this distinction: it is not 
necessary to crush so fine. The only necessity is to expose one surface of 
each metallic particle, and not necessarily to isolate it, and the chlorine 
which comes in the second stage will attack that and be able to pierce it. 
Working at low temperature the sulphur gets no chance to coagulate, but 
the reaction between chlorine and the metallic sulphides, resulting in the 
formation of metallic chlorides, cannot be carried to a conclusion, and so a 
second stageis necessary, which consists of a light chloridizing roast, between 
200° and 400° C. In the first step I should have mentioned that silver 
and probably gold are chloridized in addition to the base metals, copper, 
lead, zinc, andiron. The ferric chloride is not wanted in particular, and 
in ordinary practice it is found better to decompose this by the light roast 
I have mentioned, and the chlorine, freed from the ferric chloride, at- 
tacks the sulphides from the other metals and converts them into chlorides. 
The roasting ends the dry part. 

After roasting, the ore is leached with hot water, and this will dissolve 
all of the metals with the possible exception of the gold. If there is any 
ferrous chloride or other reducing agent present the gold will not be dis- 
solved. It will be carried out. Silver chloride is readily soluble in 
solutions of other chlorides, lead chloride in hot water, and zinc chloride 
and cupric chloride in water of any temperature. After thorough agita- 
tion the gangue is filter-pressed off, and the solution containing the metal- 
lic chlorides then goes to the refinery. The refinery follows the ordinary 
course of wet refining. Metals are precipitated on one another, the gold 
and silver on copper, the copper on iron, the lead on zinc, and the iron 
is removed with zine oxide. This leaves a solution containing pure 
zine chloride, which is then evaporated to dryness, fused, and electro- 
lyzed in a fused condition, giving zinc and chlorine ready for re-use. The 
one point I would make about the process is that the loss should be 
very low. There is just one point in the process where loss can occur in- 
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stead of three, four, or more, as in the ordinary retort and other processes. 
The one point is in the actual chloridizing. If that is not complete some 
zine will go out with the gangue, but with the rest the only chance of 
loss is mechanical, and we hope to be able to keep that low. 


S. S. ArenTz, Salt Lake City, Utah—During the past six months I 
have met a number of men more or less interested in the Rankin-Westling 
process for the wet treatment of all classes of sulphide ore. These men 
appeared to be so enthusiastic about this process that a word here will 
not be out of the way. The process consists in treating the ore with 
nitric acid in a closed retort. Steam is applied under pressure. The 
ore must contain about 7 per cent. sulphide. The gases and vapors driven 
off are caught in various receptacles. The gases caught include NO and 
NO, and contain nearly or all the nitrogen present in the nitric acid used 
in the treatment. The solution will contain, as sulphates, all the metals 
present in the ore. The treatment of zinc is particularly interesting to 
us to-night, and I have copied verbatim an extract from the Rankin 
pamphlet. 


“After silver, bismuth, arsenic, iron, aluminium, copper, cobalt, nickel and 
cadmium have been removed, one can 

“‘(a) if metal is desired, add to the cold sulphate a little less than theoretical 
amount of CA (OH2) necessary to precipitate all zine decant, filter and wash and treat 
the mixed hydroxide of ZN and CA SO, precipitate, electrolytically with an E. M.F. 
of less than three volts in a Rankin-Westling cell, or 

““(b) if the oxide is desired treat the ZN (OH:) and CA SOx, ppt. with SO, in a 
closed tank to get ZN (H SOs)s, decant, filter and treat the acid zine sulphite solution 
as given below for last part of our improved method, 7. e., 

““(¢) to the sulphate solution in a closed tank add the proper amount of CA 
(H SOs3)2 plus some free SOs, to obtain a precipitate of CA SO, and a solution of 
sulphates and ZN (H SOs)2 in dilute H.SOs3; decant, filter, wash under pressure, into 
a closed precipitating vessel. Heat and from this solution release the first molecule 
of SOz, thus obtaining a solution of remaining sulphates and a precipitate of zinc sul- 
phite. Wash with H,0; decant and filter; press the ZN SO;. Remove zine sulphite 
to a Rankin-Westling rotary tant-iron retort and drive off SOs, and obtain technically 
pure zinc oxide. While still hot, drop into cold distilled water to render less crystalline, 
if desired. 


OuiveR C. Ratston,* Salt Lake City, Utah.—I am asked to take up 
in general the hydrometallurgy of zine. I will try to state the situation 
rather briefly. At the present time at least 17 different corporations or 
individuals are conducting experiments larger perhaps than the test tube— 
that is, tests of 100 lb. or more—and doubtless a great many of the large 
zinc corporations are quietly carrying on work, although it_is very hard 
to find out. Of those 17, over half are processes consisting in general of 
leaching with sulphuric acid, with electrolytic precipitation in view, 
and a few are leaching with hydrochloric acid, or metal chlorides, with - 


*Non-member. 
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electrolytic precipitation in view. The other processes, two of which 
_you have heard to-night, the Rankin process, just discussed by Mr. 
Arentz, and the Bretherton process, as well as the dry chloridizing proc- 
esses, are somewhat different. There seems to be no difficulty in getting 
zinc into solution. There is one plant in Russia operating commercially, 
I think, on about 30 tons of ore per day, consisting of a limestone having 
6 per cent. of zinc as carbonate, and they actually leach that out with 
sulphuric acid and make money on it. ‘They have a special method of 
precipitation with a depolarizer of iron. In England is a notable plant, 
the Bruner-Mond Alkali Works, which has been going for years, using up 
a calcium chloride waste as a source of chloride ions, and getting the 
zinc into solution as a chloride from certain roasted zinc ores. They 
have been precipitating electrolytic zinc supposedly 99.6 to 99.96 per 
cent. pure, and I was informed to-day that they get l#c. to 24c. 
per pound extra for that pure zinc. In Germany for years there has been 
one plant, designed by Hoepfner, precipitating zinc electrolytically. 
The exact details of the industrial electrolysis of zinc sulphate, or of zinc 
chloride solutions, have never been published. They are of such a 
nature necessarily that if they were to be published these companies would 
have too much competition, and destroy their own trade—supposedly. 
Very recently work has been going on in California at Bully Hill, in 
which very good cathode deposits of zinc have been made, but we under- 
stand that to precipitate electrolytically requires a great deal of capital, 
and it is practically a rich man’s process; it does not apply to any small 
work in zinc. That I think covers pretty well the present situation in 
regard to zinc hydrometallurgy. Recent work in England has shown 
that zinc can be precipitated in the presence of iron by an application of 
certain retardation and over-voltage phenomena, getting a very good 
deposit of zinc, and, moreover, the over-voltage prevents many bub- 
bles of hydrogen, which formerly caused trouble in the way of trees, 
spongy zinc, and other such deposits of the zinc, which are undesirable. 
D. A. Lyon, Salt Lake City, Utah.—The idea of igneous concentra- 
tion is illustrated by the Fink process, with which some of you who are 
present are familiar. In this process, the furnace is a revolving cylinder 
which somewhat resembles a trough copper converter. After it is 
charged, the furnace is revolved while being heated, and air is blown 
through the charge. In this way, the zinc is oxidized. As before stated, 
this process illustrates what is meant by igneous concentration. This 
manner of recovering zinc from its ore appeals to a great many. They 
believe it is the ultimate solution of the zinc problem. However, one of 
the disadvantages of igneous concentration is that after you get your 
precipitate, or whatever form you get your zinc in, it is liable to be very 
fluffy and hard to handle. 
Mr. Swart.—This morning I was introduced to a gentleman in the 
lobby, and he looked at me and said: “Oh yes, you are the zinc man,” in 
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the same sort of a tone as though I might be the ice man or the milk man. 
I suppose that means that they feel sorry for the man who is in the zinc 


business. We feel sorry for ourselves, and we have good reason to do so. — 


The fact is that no one can predict just what is going to happen in the 
metallurgy of zinc. The losses discussed in the paper just read are 
not all of one kind and cannot all be corrected in the same way. Some 
of them are hopeless losses, I am afraid. The loss of zinc in smelter 
slag is'one decidedly important loss, but in that same slag iron is lost as 
well as zinc. Is it fundamentally any worse to lose the zine than the 
iron? This iron may not be worth as much per pound, but there is more 
of it and it is probably just as hopelessly lost. We ignore this loss because 
our iron supplies so enormously exceed our zinc supplies that the loss 
of the one seems trivial compared with the other, yet it is all a matter 
of degree, not of kind. We have had to make a slag from iron to get our 
lead metal and we have had to use zincky ores for the same reason. 

There are some new things in the metallurgy of zinc, and I was glad 
Mr. Lyon mentioned them. I feel pretty well satisfied, for example, that 
igneous concentration is going to work well, but it is not going to be 
universally applicable. There doesn’t seem to be anything universally 
applicable to zinc ores. Igneous concentration is being tried out now, 
and in my opinion a decided step in advance is being thus taken. 


LAWRENCE Appicks, Chrome, N. J.—I noticed one of the speakers in 


the discussion said that the very pure zinc commanded a premium of 


23c.a pound. I had always understood that the difficulties in the way 
of producing electrolytic zinc were that the cathode was so rough that it 
could not be marketed without remelting, entailing a metal loss almost 
as high as that of the old fire process, and that you couldn’t get any more 
for the product than you could get for ordinary spelter. The price of 
zinc is so low that it is very difficult to justify the cost of an elaborate 
process. I would be interested in knowing for what purpose the zine 
which commanded so high a premium was used. 

Mr. Swart.—There is a limited market for high-grade zinc at an ex- 
cess price, but it is a very limited market. In case any considerable 
amount of spelter were produced and thrown on the market by such proec- 
esses as have been described, the premium would surely disappear. The 


premium is not 2c. unless in exceptional cases in retail or special lots, 


but is considerably less than that on larger contracts, and even these 
contracts do not constitute what may be called the metal trade. There 
is also another thing of interest, and that is, that spelter made by electro- 
lytic processes, while it may be chemically pure, or very nearly chemically 
pure, may still not have all of the necessary physical qualities. If you 
go into the market to-day to buy spelter, for instance, for making a 
special grade of spinning brass, and are willing to pay a premium for 
it, you can get it, but it won’t be an electrolytic spelter. It will be made 
by the New Jersey Zinc Co. from ore found in Virginia or Tennessee, and 
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electrolytic spelter, of which quite a little has been made and tried in 
Europe, does not apparently give the same results, in spite of its greater 
purity. This may be only one of those peculiar trade prejudices based on 
custom and inertia, but it exists and will be difficult to overcome. 


8. E. Breruerton, San Francisco, Cal—In regard to the special 
price of zinc made by the electrolytic process, I was informed by the 
chief chemist at Syracuse, N. Y., two years ago, that parties were mak- 
ing zinc in England by electrolytic precipitation, for which they were 
then getting from 1}c. to 2c a pound premium, which I think verifies, 
or helps to verify, the statement made by Mr. Ralston, and I took his 
statement for granted because such a man could not afford to make a mis- 
statement. At that time I was looking into the recovery of ammonia, 
and the losses of ammonia in the Solvay process, where, as you know, 
they use carbonates of ammonia for making carbonate of soda and chlo- 
ride of lime. The last product is mostly thrown away. I wish to state 
further that to-night I simply described the ammonia-carbon dioxide 
process very briefly, but it is fully described in the Transactions.4 I 
thought I would mention this in case any one wished a detailed descrip- 
tion of it. In that particular article I laid stress on the fact that the 
process I described briefly to-night is not suitable for ores containing 
silicate of zinc, or silicate of copper, or ores-containing an appreciable 
amount of arsenic. 


G. B. Witson, Salt Lake City, Utah.—I would like to ask what this 
particularly high grade of zinc is used for. I presume it is for the manu- 
facture of the salts of zinc. 


Mr. BrerHerton.—That I cannot say. I simply know that the 
gentleman made that statement. 


W. McA. Jounson, Hartford, Conn. (communication to the Secre- 
tary *)—In the production of a metal there is a certain loss. The losses 
of zinc, as scheduled so clearly by Mr. Lyon and Mr. Arentz, are generally 
higher than the losses of other metals, such as gold, silver, copper, and 
lead, for two interdependent reasons: zinc has sold for a 30-year average of 
but 5c. per pound, and is plentiful geologically as compared with the 
other metals. 

The peculiar nature of its reduction necessitates a commercial mini- 
mum of 22 per cent. for such carbonates and of 30 per cent. for such sul- 
phides as go to the retort plant, since the cost of coal and labor per ton 
of ore retorted is high. Accordingly, concentration processes—wasteful 
in metallic values, since blende is hard to concentrate, but cheap in opera- 
tion and in capital cost—must be used to raise the grade of the ore so that 


4Trans., xlvii, 82 (1913). *Received Aug. 20, 1914. 
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it will be rich enough to stand the $20 to $30 aggregate cost of freight, 


metallurgical losses, and treatment charge per ton of ore. Itis a rigid 
principle that it pays to waste mineral to attain the maximum commer- 
cial usufruct. 

In short, we see that if zinc were not so abundantly distributed geo- 
logically that it could stand heavy losses in mining, milling, and retorting, 
and other commercial and adverse factors, it would cease to exist as a 
metal of prime commercial importance; for any increase in price cuts off 
consumption more markedly in the case of zinc than in the case of other 
metals, since, generally speaking, its use is not indispensable. 

At any selling price, however, below 6c. per pound, society can afford 
to use spelter for many purposes, chief of which is galvanizing. There 
are two main reasons for the enormous growth of consumption of spelter 
in galvanizing, for which 60 per cent. of the spelter is used: People are 
building things in more permanent fashion each year and are therefore 
using galvanized iron and steel. Parenthetically, let me state my belief 
that some day steel bridges and structural steel in a large way will be 
galvanized. Also our use of sheet zinc for roofing material will be com- 
parable to foreign consumption. Furthermore, the increase in the selling 
price of lumber has enormously increased the use of galvanized sheets. 
Considering conditions from several angles, we can expect zinc to increase 
in consumption in the future as it has done in the past provided the price 
does not exceed 6c. per pound. Confirmatory of this a priori reasoning, 
we find that if we extrapolate Mr. Siebenthal’s curve of compensated 
spelter consumption,® the consumption of spelter in the United States by 
1924 should equal about 850,000 tons. It would be impossible to pro- 
duce all this amount of metal in the retort furnaces as now operated, 
and besides the ore for this stupendous tonnage can come only by im- 
proved mining and milling and metallurgical practice. 

Let us consider now the influence of the Johnson process in helping 
to furnish this large tonnage. I had best introduce this side of the ques- 
tion by saying that with power conditions and coal conditions as they are 
in North America, the Johnson process will not try to compete with the 
retort process on ores high in zinc and low in other values. The reason 
is plain: the cost of retorting a ton of Joplin ore is $10, and the cost of 
retorting a ton of Leadville or other Western sulphide ore is $12.50. 
In electric smelting the reverse is true and the cost of treatment is less as 
zinc tenor decreases. That is, the cost of treatment increases with 
increasing tenor of zinc. Let us assume as exactly true the probable 
truth that 100 lb. of slag-making materials can be smelted for 5 kw-hr., 
lead for 5 and matte for 10 kw-hr., and that 100 lb. of zine can be smelted 


electrically for 125 kw-hr. Then two typical zinc ores of extreme type 


would show up as follows: 


5 General Report Zinc and Cadmium in 1912, U. S. Geological Survey. 
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Low Zinc-Lead Ore, Roasted 


Zine, 20; lead, 15; matte, 10; slag, 35 per cent. 


LEDER MOTE AI See es RIOTS 400 lb. @ 125 500 
Read tree chs iBia oh nts kek Y ctitieahns bitinins 300 lb. @ 5 15 
[OS SR Saas oso Cee ee A 200 lb. @ 10 20 
No, See EES A ee 700 lb. @ 5 35 
KS Wotit= DEC COM OR GlOu. tp in Mich. « «nae g sta nude beau «680s 570 


High-Grade Zinc Ore, Roasted 


Zine, 70; lead, 2; matte, 1; slag, 7 per cent. 


TEIN ee aonre pert: Cg Ete Eee 1,400 lb. @ 125 1,750 
Weade ake. <. PRI Mex hie hr ite teeth, # Pe 40lb.@ 5 2 
Mia tier lan tasks ceaisde. Sgsktss iether & 20 1b. @ 10 2 
SG CO nett d Ste See Fae oe ee eee 1401lb.@ 5 7 
IC WoIET Se DELELOM OL OLO meer primers ay Wom een sericadoft ies pout SNe os ace 1,761 


To simplify calculation I have assumed 20 per cent. of oxygen in 
each case. 

If we pay 3 mills per kilowatt-hour, energy cost will be in the first case 
$1.70 and in the second $5.28; at 5 mills per kilowatt-hour, in the first 
case $2.85 and in the second $8.80. The prohibitive charge of $8.80 for 
electrical energy in the case of Joplin ore can be seen at a glance. 

I was fairly well convinced of the correctness of my own reasoning as 
exemplified above, but when it was corroborated by C. A. H. deSaulles, 
of the American Smelting & Refining Co., who has extensive practical 
knowledge of the zinc business, I felt absolutely sure that the proper line 
of development of the Johnson electric zinc furnace lay in zinc-lead smelt- 
ing. If we add to the above the fact that there are plenty of zinc 
fluxing ores containing lead, copper, gold, and silver, with lime and occa- 
sionally fluorspar, and consider that ourlead recovery will be higher than 
that of the lead furnace, we see the wisdom of starting zinc-lead smelting 
rather than electric zinc smelting pure and simple. It is indubitable 
logic. The fact that there are possibilities of saving labor in electric 
smelting has also bearing. . 

Exactly how all this electric zinc-lead smelting wil] affect the concen- 
trating of ores is unknown. But it can be prophesied when crude ore is 
not used that the procedure will be to make roughly a zinc-lead middlings 
with considerable included galena, subjecting the tailings to the flotation 
process after grinding, then make other sulphide concentrates, giving 
clean tailings. Any part of the milling process that would naturally give 
a product high in zine would be used, and this would go to the retort 
plant, whereas any stuff high in total zinc plus lead would go to the 
electric furnace plant. The marvelous perfection that the flotation proc- 
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ess has reached at the Butte & Superior mill as a “clean-all”’ on tailings 
inspires belief in its large future sphere of usefulness. The electrostatic 
separator has several avenues of further success, especially when the 
copper sulphate treatment to make zinc sulphide superficially conduc- 
tive is employed. Igneous concentration, as talked about by Mr. Clerc 
and done by the late Mr. Truax, has certain possibilities, but I do not 
look for it to come about at once nor to be of much importance. 

Hydrometallurgical processes will be used some day when zinc ore is 
scarce and chemical knowledge is so far advanced that laborers can make 
a “Group II A and Group II B separation” respectively, but that day 
is far distant, for quantitative analysis writ large does not spell 
metallurgy. 

The improvement in the retort practice will surely become manifest, 
as can be judged by the increased tonnage that the plants in Kansas, 
Oklahoma, Illinois, and elsewhere have attained in the past 10 years. A 
charge of 16,000 lb. of roasted Joplin ore to a 320-retort furnace would 
have been unthinkable in 1903, when 13,000 lb. was the standard charge, 
yet to-day 16,000 lb. is normal. Unquestionably machine charging and 
discharging is about to be practicalized. I have always been inclined to 
larger retorts, but other practical retort men differ with me in this respect. 

Along with this improvement in retorting and the advance in electric 
smelting and inmillingmethods, we can expect a combination of processes, 
each doing its own duty at a maximum efficiency. Considering the 
probable increase in demand in the United States and the fact that the 
Kuropean output, amounting to 600,000 short tons, is produced in 
centers now distressed by war, we can foresee that an enormous produc- 
tion will be in demand in the United States. This can only be met by 
the united effort of all zinc producers on this continent. The paper under 
discussion will contribute to the carrying out of such a task, and as such 
it is worthy of respectful attention and praise. 


he 
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Biographical Notice of Louis Janin 


BY R. W. RAYMOND, NEW YORK, N. Y. 


(Salt Lake Meeting, August, 1914) 


THE death of Louis Janin, which took place Mar. 6, 1914, at Santa 
Barbara, terminated the earthly career of almost the last survivor, and 


Louis JANIN 


one of the most illustrious members, of that group of American mining 
engineers and metallurgists who, in the last quarter of the nineteenth 
century, directed the development of the mineral resources of the Pacific 
Louis Janin was born in 1836 at New Orleans. His grandfather, an 
officer in the French army, had emigrated to this country, with his family, 
at or before the outbreak of the French revolution. His father became an 
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eminent member of the New Orleans bar. He was the eldest of six sons, 
two of whom (Henry and Alexis) became, like him, mining engineers and 
metallurgists.? . 

Of the other three, one, as I am informed, entered the Confederate 
army during the War for the Union, and died in battle; another, following 
his father’s profession, achieved distinction as a lawyer in Washington, 
D.C. The third, Albert, the only survivor, is said to be now the manager 
of the Mammoth Cave property in Kentucky. 

As I have explained more fully in my Biographical Notice of his 
brother, Henry Janin, their father was professionally engaged in the liti- 
gation (preceding the enactment of any U. 8S. laws governing mining titles 
on the Pacific slope) over the New Almaden quicksilver mines of Cali- 
fornia, and had thus become acquainted, on better authority than that 
of general rumor, with the immense immediate and prospective mineral 
wealth of the American West. No doubt he foresaw the opportunities 
of profit and honor which the development of this wealth would offer to 
trained experts; and this explains, in my judgment, the sudden change in 
his plans for the eldest two of his sons, Louis and Henry (only two years 
apart in age), who, in 1856, after completing their Sophomore year at 
Yale University, sailed for Europe, and entered in October, 1857, the 
Mining Academy of Freiberg, Saxony, where they studied for three 
years. That was, perhaps, the period of Freiberg’s greatest glory— 
not because the Academy had not had before, or has not had since, good 
reason to boast of great leaders and teachers; but because the fame of that 
group of men, as scientific investigators, technical authors, skillful and 
thorough instructors, and sympathetic, influential critics and guides 
of practice, was world-wide and well-nigh unrivaled. The mere enumera- 
tion of the names of Weisbach, Breithaupt, Cotta, Gaetschmann, Scheerer 
and Fritsche—not to specify others of that splendid corps, who worthily 
took their places afterward—is enough to explain the pre-eminence which 
Freiberg then enjoyed. 

The Janins utilized thoroughly the benefits of such instruction, be- 
coming in particular intimate associates of the genial and brilliant Cotta, 
with whom, after finishing their course at Freiberg, they took a long pro- 
fessional trip through Bohemia and Hungary, of which Cotta subse- 
quently published a highly interesting account. It was when they re- 
turned from this journey for a farewell visit at Freiberg, in October, 1860, 
that I formed with them the acquaintance which became a life-long 
friendship. ' 

After a brief supplementary course at the Paris Keole des Mines, the 
two brothers sailed for America in 1861. As I have said already, one of 
their younger brothers entered the Confederate army. But, so far as I 
can now recall, neither of them passionately took part in the conflict 


See my obituary notice of Henry Janin, Bulletin No. 53, May, 1911, p. xxviii. 
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of opinion which preceded the conflict of arms. No doubt they sympa- 
thized more or less with the South; but they had been abroad during the 
years of exciting controversy which had developed State pride in the 
South from a traditional sentiment into a fanatical, belligerent religion. 
Moreover, they were not particularly interested in the State of Missis- 
sippi, or the cultivation of cotton and sugar, or the institution of slavery, 
intimately connected therewith. Their thoughts had long been turned 
to the new, wide, free region further West, for the service of which they 
had been preparing themselves by years of study and travel. In fact, 
they were already enlisted for that war which went on pari passu with 
the War for the Union, and was waged by an army of prospectors and 
miners; for the physical conquest of a new Empire, while other hosts were 
battling to determine its political destiny. It is not surprising, there- 
fore, that the two brothers soon found their way to the Pacific slope, 
and into active practice as mining engineers. One of Louis Janin’s 
earliest experiences was an encounter with Apache indians, who attacked 
in Arizona the exploring party of Col. Butterworth, of which Janin was a 
member. The story is told by J. Ross Browne in Harpers’ Magazine, 
vol. xxx (1864-65), p. 287 ff., and in a book by the same author, entitled 
Adventures in the Apache Country. It shows young Janin to have behaved 
with cool and intelligent courage. 

After a brief engagement as Superintendent of the Enriquita quick- 

silver mine in the Coast Range of California—a position in which his 
brother Henry was first his assistant and afterward his successor—Louis 
seems to have turned his attention to the mining and metallurgy of silver 
ores, for which his studies abroad had specially prepared him. The 
pressing problems which called at that time for the aid of trained ex- 
perts were centered around the Comstock lode, the rich bonanzas of which 
were extracted with difficulty and reduced at enormous loss. Such 
superintendents as Deidesheimer invented methods of mining suited to 
local conditions; but the treatment of the peculiar auriferous silver ores 
of the Comstock mines required long and patient experiment, the history 
of which. has been well told by A. D. Hodges, Jr., in his paper, ““Amalga- 
mation at the Comstock I.ode, Nevada,” etc. (Trans., xix, 1890, p. 195), 
and in an article in the Mining and Scientific Press of San Francisco, 
May 21, 1910. 
_ I shall do no more than briefly indicate the nature and value of the 
services of the Janins, and particularly of Louis Janin, to the metallurgy 
of the Comstock and other Pacific districts, not only by their laborious 
investigations and ingenious inventions, but also by their unremitting 
attention to details and discipline in practice, which diminished the 
leakages and losses, even of imperfect processes. 

Already in 1863, according to Mr. Hodges, Louis Janin was metal- 
lurgist of the ‘‘ Mexican” mill, at Empire City, Nev., where the auriferous 
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silver sulphides of the Mexican mine on the Comstock lode were treated. . 


Some three years before, the Washoe process of pan-amalgamation had 
been introduced by Almarin B. Paul, a mill manager of genius and ex- 
perience, who combined in this method the principles of the Mexican 
patio process with the use of pans, such as he had used in the gold mills 
of California. Operated with regard chiefly to mechanical capacity for 
speed, endurance, and large production, the Washoe process showed 
magnificent mills and machinery, and yielded large dividends of profit 
from the simple sulphides of the richest ores. But a large proportion, 
even of this material, was lost as “‘slimes,’’ being ground to crystalline 
powder, the form and fineness of which caused it to float away, escaping 
the pan-amalgamation. To some extent, this loss of slimes was due to 
a chemical cause, namely, the presence, even in the rich ores, of multiple 
sulphides, which were not easily and quickly decomposed under the rude 
and rapid pan-grinding so as to yield amalgamable metal. An additional, 


and perhaps, in the aggregate, a larger loss was incurred in the sands or ~ 


tailings from leaner ores, the valuable portion of which, enveloped in or 
adherent to particles of siliceous gangue, did not float, like the slimes, 
but, escaping the pan-amalgamation, whether for mechanical or for 
chemical reasons, flowed away into the tail-race. And finally, the tail- 
race received also many particles of amalgam already formed, but not 
aggregated so as to be successfully collected in the ordinary settling 
apparatus. Thesevarious sources of loss were not unknown, or totally dis- 
regarded; but the abundance of profits and the pressure for dividends re- 
quired the exhaustive efforts of mine and mill managers, and little was 
done to determine or remedy current leakages, beyond the impounding 
of tailings and (so far as possible) of slimes, in yards and reservoirs. One 
further cause of this neglect was the lack of complete frankness and co- 
operation between the mines and the mills. Even when the same com- 
pany owned both mine and mill, the latter might receive also “custom’’ 
ore for treatment; and it was not regarded as good policy to let customers 
know exactly what the mill extracted. The delivery of a certain per- 
centage of the sample-assay value (and a pretty low percentage, too, 
it used to be!) settled the transaction. Of course, when the mills 
afterward became the property of a separate set of owners, the betrayal 
of their economic efficiency -was still less desirable. And what is not to 
be told to certain other persons had better not be known to anybody. 
At all events, Mr. Hodges says that in his active experience in Nevada, 
he knew of only two silver mills in that State, treating silver ores without 
roasting, which checked their own work so as to know exactly what they 
were doing. 

This was the situation in 1863, when Janin was at the Mexican mill, 
where (upon his initiative, as I naturally presume) the “ Freiberg” system 
of amalgamation in revolving barrels, instead of pans, was tried, first 
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upon raw tailings, with only partial success, and afterward upon dried and 
roasted tailings, with better results. The latter practice became known 
afterward as the Freiberg process, and was widely practiced, for awhile, 
on the Pacific slope in the treatment of “refractory”’ ores (7.e., multiple 
sulphides, antimonides, arsenides, etc.); the trouble of drying the pulp 
being avoided by dry crushing in the mill. But the expense of roasting, 
added to the extra cost of dry crushing, proved fatal in the end to the 
Freiberg process; and, though it died hard, it died. Janin realized its 
economical weakness; and when, in 1864, the technical ability he had 
shown at the Mexican mill led to his appointment as Superintendent of 
the Gould & Curry Co., he gave his attention at once to the devising of a 
practicable humid process which would secure the chemical effects of 
roasting without involving that fatally expensive feature. 

With what indomitable courage, patience and skill he prosecuted this 
inquiry, first for the Gould & Curry Co., and afterward, with greater 
freedom and daring, in a mill of his own, with no Board of Directors to 
prohibit experiments and demand dividends; how he attained technical 
success, only to see his commercial reward swept away by a flood which 
carried off the richer half of the 100,000 tons of tailings and slimes in which 
he had invested his capital; how he bravely overcame this disaster, and 
established, with his brothers, Henry and Alexis, a large and profitable 
business in the treatment of tailings and slimes by a modified Washoe 
process, without roasting, and by the intelligent use of well-known 
chemical reagents in the pan; how this process, not being patentable 
(since mere genius and industry and patience, however unusual, are not 
legally new), was copied by others, at least so far as to make mining com- 
‘panies refuse to sell their tailings and slimes, so that the Janins were at 
last driven out of business—all this is told in detail by Mr. Hodges, in 
the Institute paper already cited. And I might add to his story an ad- 
ditional chapter, telling how the establishment of railroad connections and 
the establishment of great smelting plants, where varied materials from 
many regions could be advantageously collected and mixed for economical 
reduction, has revolutionized many metallurgical situations of 50 years 
ago, and, in many cases, solved by simply erasing the problems over which 
the pioneers of American metallurgy spent their lives and broke their 
hearts.2. But nosuch subsequent obliteration of immediate results should 
be permitted to obscure our grateful recognition of the work of those men 
who were the leaders of their generation. 

I believe that, after leaving Nevada, Louis Janin was for some years 
manager of mines in Mexico; and I know that, somewhere in the ’70’s, 
he was employed for a year by the Japanese government, to make plans 
concerning the operation of certain gold and silver mines in Japan. 


2 See, in this connection, my Biographical Notice of Henry Janin, Builetin No. 53, 
May, 1911, p. xxviii. 
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That was the period of Japanese progress when the two parties were so 
evenly balanced that the party of progress was strong enough to in- — 
augurate new enterprises, and its opponents were strong enough to hinder 
their prosecution. I have often thought that this circumstance explains 
the erroneous notion, entertained in those days by many of us, that the 
Japanese were shallow and fickle. I remember Janin’s humorous ac- 
count of his experience among them—with what overwhelming courtesy, 
amounting to reverence, he was treated; how promptly his handsome 
salary was paid in gold; how freely all facilities for his work were provided; 
with what effusive gratitude and compliment his report and plans were 
received—and how absolutely nothing happened afterward, until, 
ashamed of drawing pay while doing nothing, he resigned and came 
home. Other American engineers had, in those days, a similar experience. 

After his return from Japan, Mr. Janin enjoyed for many years an 
extensive practice as consulting engineer and expert, especially in con-— 
nection with mining lawsuits involving questions of economic geology. 
Being not only a practitioner of long and varied training, but also a 
constant student and critic of technical literature, and characterized by, 
imperturbable good nature and self-control, he was one of those expert 
witnesses whom wise cross-examiners handle with courtesy and caution. 
As an adviser, his clients found him upright, loyal and vigilant. His 
versatility, wit and comprehensive culture made him a fascinating com- 
panion in the old Union (later the Pacific-Union) Club of San Francisco, 
which was for many years his business address; and his generous help- 
fulness to younger mining engineers made a host of them his grateful 
debtors. 

A little more than 20 years ago, Mr. Janin established his residence 
on a ranch at Gaviota, near the Mission of Santa Ynez, in southern Cali- 
fornia, where he lived with his family, except when temporarily called 
away for professional work. I never visited him there; but I had been 
repeatedly a guest in his Nevada home; and I could appreciate the 
desolation which fell upon him with the death of his wife, some years 
ago. Other afflictions he was called, in later days, to bear—including 
partial blindness and physical disability of other kinds, which must have 
made life a burden to him. Yet, if I may judge from his occasional 
letters to me, he carried that burden bravely and patiently to the last, 
crowning an honorable and useful life with a serene old age and a 
victorious death. 

Louis Janin joined the Institute in 1872. He died at Santa Barbara, 
Cal., Mar. 6, 1914, of heart disease, after an illness of about ten days. 
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Smelting, x, 789-801. _ 
Arizona: copper deposits, Ajo district, 593-609. 
Arizona Copper Co., Clifton, Ariz.: construction costs of new smelter, 3-155. 
Arsenic: 
bag-house filtration, 576. 
electrical precipitation, 558, 560. 
Asphalt: water and acid proof tank lining, 625, 643. 
Auriferous gravel channels, California, 238-257. ; 
Austin, L. 8.: Discussions: on The International Lead Refining Plant, 538, 539. 
on Smelting Lead Ores in the Blast Furnace, 520-523. 
Austin, W. L.: Leaching Copper Products at the Steptoe Works, ix, 668-670. 
The Treatment of Copper Ore by Leaching Methods, ix, 659-667. 
Discussion on The Leaching of Copper Ores, 721-723. 


Bacorn, Freperick W.: An Amendment to Sales’s Theory of Ore Deposition, ix, 300- 
306. 

Bag House in Lead Smelting (ALEXANDER), x, 561-569. 
Bag-house practice: United States smelter, Midvale, Utah, 570, 578. 

Globe Smelting & Refining Co., Denver, Colo., 561-569. 

International Smelting Co., Tooele, Utah, 580. 
Bag houses: 

bag-shaking device, 568. 

cotton vs. woolen bags; tests and specifications, 565. 

effect on metallurgy of lead, 570-578. 

lead-smelting practice, 516, 524, 540, 561-578, 580. 

screw conveyors for collecting dust, 571. 

thimble construction, 563. : _ 
Bailey, E. G.: clinkering properties of coal, [748]. - 
Balaklala Consolidated Copper Co., Coram, Cal.: Cottrell precipitating plant, 541. 
Bald Mountain gold mine, Sierra County, Cal., 245. 
Bancrort, How.anp: Dip Chart, ix, 307-309. 
Bard, D. C.: formation of copper carbonate, 291. 
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BarDWELL, Earu 8.: The Annealing of Cold-Rolled Copper, xi, 753-772. 
Barrell, Joseph: geology, Marysville district, Mont., 262. 
Basic-Lined Converter Practice at the Old Dominion Plant (Howarp), xi, 585-591; Dis- 
cussion (MatrHEwson), 591-592. 
Baucke, H.: metallography of copper, [772]. 
Beprorp, Roser H., and Hacur, WituiAM: Tests of Rock Drills at North Star M ine, 
California, xi, 346-355. ; 
Belmont gold mine, Marysville district, Montana, 276. 
Bessler gold mine, Sierra County, Cal., 246. 
Bibliography: ancient drainage system of California, 255. 
Biographical Notice of Louis Janin (RAYMOND), xi, 831-836. 
Bismuth: recovery from lead bullion by the Hulst process, 537. 
Blast-furnace flue dust: nodulizing, 500-506. 
Blast-furnace smelting of lead ore, 507-524, 525-531. 
Blast roasting: 
flue dust, 500-506. 
lead ores, 511, 514, 520, 526. 
Bosch claim (gold), Sierra County, Cal., 246. 
Boston Consolidated copper mine, Bingham, Utah: mining methods, 391. 
Bournonite: occurrence at Park City, Utah, 293. 
Boutwell and Woolsey: geology and ore deposits, Park City district, Utah, [293]. 
Braden copper mine, Chile: development and mining costs, 406. 
Brakpan mine, Johannesburg, South Africa: mining costs, 402. 
BRETHERTON, 8. E.: The Treatment of Complex Ores by the Ammonia-Carbon Dioxide 
Process, x, 802-808. 
Discussion on The Metallurgy of Zinc, 827. 
Brick: acid-resisting, 623, 643. 
Bronze: tests of corrosion by acids, 645. 
Brunton, D. W.: Discussion on Mining Claims within the National Forests, 415. 
slope chart, [309]. 
Brush Creek gold mine, Sierra County, Cal., 247. 
Buddle: development of round table from, 416-420. 
Bunker Hill and Sullivan mine, Coeur d’Aléne, Idaho: development and mining costs, 
_ 402, 406. 
Butter, B.8., and McCasxery, H. D.: Copper Ores of the New London Mine, x, 284— 
291. 
Butte district, Mont.: ore deposits, 301. 
Butters system of aluminum-dust precipitation, [172]. 


Calamine: occurrence at Park City, Utah, 299. 
Calaveras formation, Sierra County, Cal., 243. 
Calcine cooler, Anaconda Copper, Mining Co., Anaconda, Mont., 673. 
California: 
ancient auriferous gravel channels, 238-257. 
gold mines, Sierra County, 245. 
Calumet & Arizona Mining Co.: 
development of copper deposits at Ajo, Ariz., 593-609. 
leaching experiments, 610-658. 
_ Cansy, R. C.: Discussions: on The Leaching of Copper Ores, 713-714. 
on Lead Smelting at East Helena, 531. 
Canvas-deck round table: tests at Great Falls, Mont., 434. 
Carbon dioxide-ammonia reduction process for complex ores, 802-808. 
Carson group gold mines, Sierra County, Cal., 246. 
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Cathode copper: melting in the electric furnace, 724-734. 
Cauca River, Colombia: placer gold mining, 198-201. 
Caustic soda in reduction of gold and silver ores, 163, 167. 
Caving methods of mining, 376. 
Cement-deck round table: tests at Great Falls, Mont., 426, 434. 
Chloridizing Leaching at Park City (Hour), x, 183-192; Discussion (Hour), 196-197; 
(RatstTon), 195-196; (ScumrpT), 192-195. 
Chloridizing of metals: effect of lime, 195. 
Crark, ALLAN J.: Discussion on The Mill and Metallurgical Practice of the Nipissing 
Mining Co., Ltd., Cobalt, Ont., oes 182. 
Classifiers: Dorr, 212. 
CLEVENGER, G. H.: The Mill and Metallurgical Pigeean of the Nipissing Mining Co., 
Ltd., Cobalt, Ont., Canada, xi, 156-182. 
Coal: iris and Ti aan tests, 736. 
Cobalt Comet (Drummond) mine, Cobalt, Ont.: surface drainage operations, 328. 
Cobalt district, Canada: character of silver ore, 157-161. 
Coke consumption in lead-ore smelting, 517. 
Colbath, James: effect of zinc in cyanide solutions, [178]. 
Cold-rolled copper: annealing, 753-7738. 
Collar puller for copper converters, 586. 
Colombia: placer gold mining, Cauca River, 198-201. 
Commercial mine, Bingham, Utah: development costs, [407]. 
Comparison of the Huntington-Heberlein and Dwight-Lloyd Processes (NORTON), Xx, 
485-491; Discussion (Dwiaut), 491-495; (RippELL), 495-499. 
Concentration: see Ore treatment. 
Concentrators: Anaconda 20-deck, 481. 
Concrete: 
acid-resisting paint for, 623, 642. 
waterproofing, 364, 623. f 
Concrete mine bulkheads, Hibernia iron mine, Hibernia, N. J.: design, construction, 
and cost, 358-365. 
Concrete ore pockets, Copper Queen mine, Bisbee, Ariz., 324. 
Consolidated Mercur Gold Mining Co., , Mercur, Utah: mining costs, 406. 
Converter collar puller, 586. 
Converter practice (copper) at Old Dominion plant, 585-592. 
Cooler for calcines, Anaconda Copper Mining Co., Anaconda, Mont., 673. 
Copper: 
annealing: of deldteetiod: 7538-773. 
effect on microstructure, 761. 
effect on physical properked 753. 
cathode: melting in the electric furnace, 724-734. 
effect of cuprous oxide on, 726. i 
precipitating from solatinns: by granulated iron, 654. 
by hydrogen sulphide, 692. 
by iron sulphides, 646. f 
by sponge iron, 648, 694, 707. 
by sulphur dioxide, 701, 715. 
electrolytic, 656, 663. 
recovery from Western zinc mines (1911), 792. 
reverberatory-furnace refining, 725. 
Copper and lead smelting: zinc losses, 798. 
Copper converter practice at the Old Dominion plant, 585-592. 
Copper deposits: Arizona: Ajo district, 593-609. 
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Copper deposits.—Continued. 
Maryland, 284-291. 
mining methods and costs, 390-407. 
Montana: Butte district: amendment to Sales’s theory, 301. 
Virginia, 284. 
Copper mines: New London, near Frederick, Md., 284-291. 
Copper ores: leaching, 610-723. 
Copper Ores of the New London Mine (Buturr and McCaskey), x, 284-291. 
Copper Queen mines, Bisbee, Ariz.: 
mining methods, 316-327. 
production (1913 and total), 325. 
Copper veins, Butte district, Mont., 301. 
Costs: 
concrete mine bulkheads, Hibernia iron mine, Hibernia, N. J., 365 
drilling and blasting, 383. 
method of stating, 209. 
mine lighting, 386. 
mine timbering, 386. 
mining methods, 382-389, 399-407. 
producing copper by leaching methods, 667. 
roasting ore, Park City, Utah, 188. 
rock drilling, North Star mine, California, 347. 
smelter construction, Arizona Copper Co., Clifton, Ariz., 3-155. 
tramming, 389. 
CorrTre.., F. G.: Discussion on Electrical Fume Precipitation at Garfield, 559-560. 
Cottrell fume-precipitation plants: 
Balaklala Consolidated Copper Co., Coram, Cal., 541. 
Garfield Smelting Co., Garfield, Utah, 540—560. 
Cottrell precipitating process: experiments at Anaconda, Mont., [557]. 
experiments at Murray plant, American Smelting & Refining Co., 551. 
CROASDALE, Stuart: Leaching Experiments on the Ajo Ores, ix, 610-658. 
Discussion on The Leaching of Copper Ores, 715-718, 723. 
Crosley, A. B.: dip chart, 309. 
Crowe, Tuomas: Discussion on The Mill and Metallurgical Practice of the Nipissing 
Mining Co., Ltd., Cobalt, Ont., Canada, 179-180. 
Crowroot, ArtHurR: Development of the Round Table at Great Falls, xi, 417-469. 
Crown Reserve mine, Cobalt, Ont.: surface drainage operations, 328. 
Cuprous chloride: reduction methods, 707, 715. 
Cuprous oxide: effect on copper, 726. 
Curves for the Sensible-Heat Capacity of Furnace Gases (Kuzpiu and Wiarton), xi, 
774-788. 
Cyanide practice: aluminum and caustic soda in reduction, 163, 167. 
determining uncombined alkaline cyanides, 174. 
Nipissing Mining Co., Ltd., Cobalt, Ont., Canada, 156-182. 
regeneration of solutions, 173, 176. 


Daly West mine, Park City, Utah: occurrence of bournonite, jamesonite, and cala- 


mine, 293. 
Dead River gold mine, Sierra County, Cal., 246. 
Demonp, C. D.: Economy and Efficiency in Reverberatory Smelting, xi, 735-752. 


Denny, James: analysis of silver ore, Cobalt, Canada, 161. 


desulphurizing silver ores, 168. ; 
Descriptive Technology of Gold and Silver Metallurgy (ALLEN), xi, 202-210. 
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Design, Construction, and Cost of Two Mine Bulkheads (Wise and Smash Sek 
358-365. , 

Desulphurizing of silver ore, 163, 168. 

Development of the Round Table at Great Falls (CRowFoor), xi, 417-469. 

Dip Chart (BANCROFT), ix, 307-309; Discussion (LINFORTH), 312-313; (Simons), 310- 

‘ 312; (Unpzemza), 314. 

Dipometer, 313. 

Driving, Ricuarp D.: Separation of Lead, Zinc, and Antimony Oxides, x, 814-817. 

Donderro claim (gold), Sierra County, Cal., 246. 

Dorr, Joun Van N.: The Dorr Hydrometallurgical Apparatus, xi, 211-237. 

Dorr Hydrometallurgical Apparatus (DorR), xi, 211-237. 

Dorr slime thickeners at Washoe Reduction Works, Anaconda, Mont., 480. 

Draining Kerr Lake (LIVERMORE), xi, 328-342. 

Drargr, R. M.: Discussion on Nodulizing Blast-Furnace Flue Dust, 505-506. 

Drilling and blasting: costs, 383. ; 

Drills (rock): tests at North Star mine, California, 346-357. 

Drill-testing machine, 348. 

Drumlummon Mine, Marysville, Mont. (acta 1x, 258-283. 

Drummond (Cobalt Comet) mine, Cobalt, Ont.: surface drainage operations, 328. 

Duwn, Epa@ar M.: Discussion on Electrical Fume Precipitation at Garfield, 557-559. 

- Duriron (high-silicon iron): tests of corrosion by acids, 645. 

Dwiaut, ArtHuR §.: Discussion on A Comparison of the Huntington-Heberlein and 
Dwight-Lloyd Processes, 491—495. 

Dwight-Lloyd and Huntington-Heberlein processes: comparative tests at Murray, 
Utah, and East Helena, Mont., 485-499. 

Dwight-Lloyd sintering machine: results at East Helena, Mont., 526. 


Economy and Efficiency in Reverberatory Smelting (DmEMonpD), xi, 735-752. 

Effects of the Bag House on the Metallurgy of Lead (ANDERSON), x, 570-578. 

Electric-furnace melting of cathode copper, 724—734. 

Electric water-level signal, 339. 

Electrical Fume Precipitation at Garfield (Howarp), x, 540-557; Discussion (Cot- 
TRELL), 559-560; (Dunn), 557-559. 

Electrolytic precipitation of copper from solutions, 656, 663. 

Electrolytic reduction of cuprous chloride, 710. 

Electro-metallurgy of gold, 163. 

Electrostatic Separation at Midvale (WmNTWoRTH), x, 809-813. 

Electrostatic separation of zinc ores, 796, 819. 

Emmons, W. H.: dynamic metamorphism of ore deposits, 290. 

Empire group gold mines, Stemple district, Montana, 279. 

Erie Consolidated mine: development costs, [407]. 

Evolution of the Round Table (Trans., xlvi, 338); Discussion, (Lours), 416. 

Experimental Leaching at Anaconda (LAist and Aupricu), ix, 671-690. 

Extraction: definitions of the term, 206. 7 


Ferreria mine, Rand, South Africa: mining costs, 402. 
Ferrous sulphate and glue: effect on settlement of slime, 478. 
Fire at Copper Queen mine, Bisbee, Ariz., 324. 
_ FitzGerald, F. A. J.: electric resistance furnace, [729]. 
Flotation concentration of zine ores, 797, 818. 
Flue dust (copper): 
leaching methods, Steptoe works, McGill, Nev., 668. 
electrical precipitation, Garfield, Utah, 540-560. 
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Flue dust (copper).—Continued. 

nodulizing, 500-506. \ 
Forbes, Julian H.: experiments in precipitation of precious metals by aluminum, 171. 
Forest Service, U. S.: practice on locating mining claims in National Forests, 408-415. 
Frick, F. F., and Larst, Freperick: Precipitation of Copper from Stage at Ana- 

conda, ix, 691-712. 

Frost claim (gold), cee County, Cal., 246. 
Fume and flue dust (lead): collection in bag houses, 516, 524, 527, 540, 561- 578, 580. 
Fume precipitation: electrical, at Garfield, Utah, 540-560. 
Furnace gases: 

bag filtration, 516, 524, 527, 540, 561-578. 

electrical precipitation of fume and dust, 540-560. 

sensible-heat capacity, 774-788. 
Furnaces: 

electric, for melting cathode copper, 724-734. 

lead (blast): present construction, 508, 520. 

roasting, 186, 188. 

Anaconda Copper Mining Co., Anaconda, Mont., 676. 
Wedge double-function, 651. 
sponge iron, 695-700. 


Galena: Park City district, Utah: polysynthetic twinning, 294. 
Garpner, HE. D.: Mining Claims within the National Forests, xi, 408-412. 

‘Garfield Smelting Co., Garfield, Utah: electrical fume-precipitation plant, 540-560. 

Gases: . 

furnace: sensible-heat capacity, 774-788. 

i smelter: bag filtration, 516, 524, 527, 540, 561-578. 

: specific heat equations and curves, 775. 

‘ Geology: 

Arizona: Ajo copper-mining district, 593-609. 

California: ancient gravel channels, 238-257. 

Maryland: copper deposits, 284. 

Montana: Butte district, 301. 2 
Marysville district, 262. 

Utah: Park City district, 293. 

F Globe Smelting & Refining Co., Denver, Colo.: bag house, 561-569. 
Glue and ferrous sulphate: effect on settlement of slime, 478, 
Gold: 

electro-metallurgy, 163. 

& recovery from Western zine mines (1911), 792. 

Gold-and silver metallurgy: descriptive technology, 202-210. 
Gold Bluff gold mine, Sierra County, Cal., 247. 
_ Gold mines: 
California: Sierra County: 
Bald Mountain, 245. 
Bessler, [246]. 
Bosch claim, [246]. 
Brush Creek, [247]. 
Carson group, [246]. 
Dead River, [246]. 
Donderro claim, [246]. 
Frost claim, [246]. — 
Gold Bluff, [247]. 
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Gold mines.—Continued. 
California: Sierra County:—Good Hope group, [246]. 
Live Yankee (South Fork), [246], [247]. 
Loosner group, [246]. 
North Fork, [246]. 
Old Ironsides (Sierra Del Oro), [247]. 
Oriental, 247. 
Oxford, [246]. 
Plumbago, [247]. 
Rainbow, [246]. 
Red Star, [246]. 
Ruby, 246. 
Sierra Del Oro (Old Ironsides), [247], 
Sixteen to One, [246]. 
South Fork (Live Yankee), [246], [247]. 
Standard, [246]. - 
Telegraph, [246]. 
Tightner, [246]. 
Triple Pocket group, [246]. 
York, [246]. 
Montana: Marysville district: 
Belmont, 276. 
Drumlummon, 258-283. 
Penobscot, 276. : 
Gold mining: 
California: ancient gravel channels, 238-257. 
Colombia: Cauca River, 198-201. 
GoopaE, CHAarLes W.: The Drumlummon Mine, Marysville, Mont., ix, 258-283. 
Good Hope group gold mines, Sierra County, Cal., [246]. 
Grard, Capt. C.: effect of annealing on brass and copper, [759]. 
Graton, L. C.: Virginia copper deposits, [284]. 
Great Boulder Perseverance mine, Kalgoolie, Western Australia: development and 
mining costs, 404, 407. 
Great Falls slime plant: experimental work, 471. 


Hacunr, Witu1AM, and Brprorp, Rosert H.: Tests of Rock Drills at North Star Mine, 
California, xi, 346-355. 

Hamilton, EH. M.: aluminum precipitation of silver, [169], 173. 

Hampe: effect of cuprous oxide on physical properties of copper, [726]. 

Hansen, C. A.: indirect-are electric melting furnace, [731]. 

Heat capacity of furnace gases, 774-788. 

Hewett, D. F.: dip chart, [309]. 

Hibernia iron mine, Hibernia, N. J.: concrete mine bulkheads, 358-365. 

High and low water signal, 339. 

Hopeson, Josrrn P.: Mining Methods at the Copper Queen Mines, xi, 316-327. 

Hollinger mine, Porcupine, Canada: mining costs, 404. 

Hour, THropore P.: Chloridizing Leaching at Park City, x, 183-192, 196-197. 

Holt-Dern continuous roaster, 188. 

~Howarp, L. O.: Basic-Lined Converter Practice at the Old Dominion Plant, xi, 585-591. 

Howarp, W. H.: Electrical Fume Precipitation at Garfield, x, 540-557. 

Hoyt, T. C.: Discussion on Mining Claims within the N' atconal Forests, 412-415. : 

Huff electrostatic separation plant, United States Smelting Co., Midvale, Utah, — 
809-813. 
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Hutst, G. P.: The International Lead Refining Plant, x, 532-539. 

Hulst crystallizing process of refining lead, 932, 537. 

Hunt-Douglas process for reduction of cuprous chloride, 713. 

Huntington-Heberlein and Dwight-Lloyd processes: comparative tests at Murray, 
Utah, and East Helena, Mont., 485-499. 

Huntington-Heberlein sintering process; results at Hast Helena, Mont., 527. 

Hyps, James M.: Discussion on The Metallurgy of Zinc, 821-823. 

Hydrogen sulphide as a precipitant of copper from solutions, 692. 

Hydrometallurgical apparatus: Dorr, 211-237. 


Inspiration copper mine, Miami, Ariz.: mining methods, 395. 

International Lead Refining Plant (Huts), x, 532-539; Discussion (AusTIN), 538-539. 
International Smelting Co., Tooele, Utah: matte-converting plant, 579-584. 

IontpEs, 8. A.: Discussion on The Metallurgy of Zinc, 823-824. 

Iron: for precipitation of copper from solutions, 646, 654. 

Iron and zine concentrates: electrostatic separation, 809-813. 

Tron oxides: temperatures and reactions in reduction, 649. 

Iron sulphides to precipitate copper from solutions: tests, 646. 

Ivanhoe mine, Kalgoorlie, Western Australia: mining costs, 405. 


Jamesonite: occurrence at Park City, Utah, 297. 

Janin, Louis: biographical notice, 831-836. 

Jounson, W. McA.: Discussion on The Metallurgy of Zinc, 828-830. 

Jonss, E. Horton: Unit Construction Costs from the New Smelter of the Arizona Copper 
Co., Ltd., xi, 3-155. 

JORALEMON, IRA B.: The Ajo Copper-Mining District, xi, 593-609. 


Kalgurli mine, Kalgoorlie Western Australia: mining costs, 405. 

Kerrney, Ropert M., and Lyon, Dorsny A.: Melting of Cathode Copper in the Elec- 
tric Furnace, xi, 724-733. 

Kerr Lake, Cobalt, Ont.: draining operations, 328-342. 

Kirkpatrick, S. F.: experiments in aluminum precipitation, 171. 

Knopf, Adolph: ore deposits, Helena district, Mont., [271]. 

Korea: mining costs, 405. 

Kucus, Oscar M.: Lead-Matte Converting at Tooele, xi, 579-584. 

Kvuzett, C. R., and Wieron, G. H.: Curves for the Sensible-Heat Capacity of Furnace 
Gases, xi, 774-788. 


Last, Frepertck: Discussion on The Leaching of Copper Ores, 718-721. 
Laist, FREDERICK, and Atpricu, Harop W.: Experimental Leaching at Anaconda, ix, 
671-690. 
Last, Freprricx, and Frick, F. F.: Precipitation of Copper from Solution at Anu- 
conda, ix, 691-712. 
Laist, Freprericx, and Wiaern, ArBErT E,: The Slime-Concentrating Plant at Ana- 
conda, ix, 470-484. 
Laney, F. B.: Virginia copper deposits, [284]. 
Leaching Copper Products at the Steptoe Works (AUSTIN), ix, 668-670. 
Leaching Experiments on the Ajo Ores (CROASDALE), ix, 610-658. 
Leaching of Copper Ores (Discussion), 713-723. 
Lead: 
electrical fume precipitation, 540-560. 
recovery from Western zinc mines (1911), 792. 
refining at East Chicago, 582-539. 
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Lead.—Continued. 

smelting at East Helena, 525-531. 

smelting in the blast furnace, 507-524. 
Lead and copper smelting: zinc losses, 798. 
Lead blast-furnace smelting: 

American Smelting & Refining Co., East Helena, Mont., 525-531. 

recent changes in practice, 507-524. f 
Lead fume and dust: 

collection in bag houses, 516, 524, 527, 540, 561-578, 580. 

Cottrell precipitation plant, Garfield, Utah, 540-560. 
Lead-Matte Converting at Tooele (IKkucus), 4 579, 584. 
Lead metallurgy: effect of bag house on, 570-578. 
Lead refining: Hulst crystallizing process, 533, 537. 
Lead refining plants: International Lead Refining Co., East Chicago, Ind., 532-539. 
Lead smelting: 

bag-house practice, 516, 524, 527, 540, 561-578, 580. 

blast-roasting processes, 511, 514, 520, 526. 

in the blast furnace, 507-524. 
Lead Smelting at East Helena (NewnHousr), x, 525-530; Discussion (CANBY), 531; 

(RIDDELL), 530-531. . 

Lead, zinc, and antimony oxides: separation, 814-817. 
Leas, Fred A.: preheating air for reverberatory furnace, [752]. 
Lewis and Randall: specific heats of gases, [775]. 
Lime: : > 

effect in chloridizing metals, 195. 

effect in cyanide solutions, 176. 
Linrortu, Frank A.: Discussion on Dip Chart, 312-313. 
Linoleum-deck round table: tests at Great Falls, Mont., 426. 
Livermore, Rosert: Draining Kerr Lake, xi, 328-342. 
Live Yankee (South Fork) gold mine, Sierra County, Cal., [246], [247]. 
Loosner group gold mines, Sierra County, Cal., [246]. 
Losses of Zinc in Mining, Milling, and Smelting (Lyon and ArENTz), x, 789-801. 
Louis, Henry: Discussion on The Evolution of the Round Table (Trans., xlvi, 338) ; 416. 
Lyon, Dorsny A.: Discussions: on The Leaching of Copper Ores, 718. 

on The Metallurgy of Zinc, 825. 
Lyon, Dorsny A., and Armntz, Samurt §.: Losses of Zinc in Mining, Milling and 
a Smelting, x, 789-801. 
Lyon, Dorsry A., and Kenney, Ropertr M.: Melting of Cathode Copper in the Elec- + 
tric Riemnate, xi, 724— 733. 


McCasxey, H. D., and Burier, B. 8.: Copper Ores of the New London Mine, x, 284-_ 
291. “ 
McDermort, Waurrr: The Penobscot and Belmont Gold Mines, Marysville District, 
Mont., 276-279. 
MacGregor, Fyank S.: electrostatic ore dressing, [797]. 
Magnetic separation of zine ores, 796. 
Maps: 
Arizona (southern), 594. 
mine: platting of sections, 308. 
Maryland: copper deposits, near Frederick, 284-291. 
Marurwson, E. P.: Discussion on Basic-Lined Converter Practice at the Old Dominion- i 
Plant, 591-592. 
Matte: lead: rate of elimination of lead, zine, and sulphur, 583. 
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Matte-converting plant, International Smelting Co., Tooele, Utah, 579-584. 
Meetings of the Institute: Salt Lake City, August, 1914, vu. 
Melting of Cathode Copper in the Electric Furnace (Lyon and Krmnny), xi, 724-733; 
Discussion (AppicKs), 733-734. 
Merrill, C. W.: reduction of refractory ores, 168. 
Metallurgy: 
gold and silver: descriptive technology, 202-210. 
lead: effect of the bag house, 570-578. 
Metallurgy of Zinc (Discussion), 818-830. 
Metals: acid-resisting: tests, 645. 
Methods and Economies in Mining (ALLEN), xi, 366-407. 
Miami copper mine, Miami, Ariz.: mining methods, 392. 
Microstructure of copper: effect of annealing on, 761. ; 
Mill and Metallurgical Practice of the Nipissing Mining Co., Ltd., Cobalt, Ont., Canada 
(CLEVENGER), xi, 156-179; Discussion (CLark), 182; (CLEVENGER), 180- 
182; (Crown), 179-180. 
Mine fire: Copper Queen mine, Bisbee, Ariz., 324. 
Mine lighting: costs, 386. 
Mine maps: platting of sections, 308. ~ 
Mine timbering: costs, 386. 
Mines: see name of product, mine, or mining company. 
Mines Operating Co., Park City, Utah: reduction plant, 183-197. 
Mining Claims within the National Forests (GARDNER), xi, 408-412; Discussion (BRUN- 
Ton), 415; (Hoyt), 412-415; (WiINCHELL), 412, 413. 
Mining costs: see Costs. 
Mining methods: 
Boston Consolidated copper mine, Bingham, Utah, 391. 
caving methods: back caving into chutes, 381. 
block, 380. 
sublevel, 377. 
top slicing, 321, 376. 
concrete bulkheads: Hibernia iron mine, Hibernia, N. J.: design, construction, 
and cost, 358-365. 
concrete pockets and raises, 324. 
Copper Queen mines, Bisbee, Ariz., 316-327. 
factors affecting choice of methods, 367. 
Inspiraticn copper mine, Miami, Ariz., 395. 
Massive porphyry copper deposits, 390. 
Miami copper mine, Miami, Ariz., 394. 
Ohio copper mine, Bingham, Utah, 395. 
Ray Consolidated copper mine, Ray, Ariz., 392. 
stoping methods: breast, 374. 
combination, 373. 
filling methods, 319, 376. 
longitudinal, or flat back, 371. 
overhand, 370. 
rill cut, 372. 
saw-tooth back, 372. 
shrinkage, 321, 372. 
side, 374. 
square-set, 317, 376. 
sublevel, 374. 
underhand, 368. 
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Mining methods.—Continued. 
Utah copper mine, Bingham, Utah, 391. 
ventilation, 324. 
Mining Methods at the Copper Queen Mines (Hopeson), xi, 316-327. 
Moldenhauer, Carl: originator of aluminum precipitation, 171. 
Monel metal: tests of corrosion by acids, 645. 
Montana: 
Butte district: ore deposits, 301. 
gold mines, 258-283. 
Marysville district: geology, 262 
Montana Co., Ltd.: Drumlummon mine, Marysville, Mont., 258-283. 
Montana-Tonopah Mining Co., Tonopah, Nev.: development and mining costs, 399, 
407. ; 


National Forests: mining claims within, 409-415. 
Nevada Hills mine, Fairview Nev.: development costs, [407]. 
New Cornelia copper deposits, Ajo, Ariz.: development by Calumet & Arizona Mining 
Co., 593-609. 
New Kleinfontein mine, Rand, South Africa: mining costs, 403. 
New London copper mine, near Frederick, Md., 284-291. 
Newuovse, Epnear L., Jr.: Lead Smelting at East Helena, x, 525-530. 
Nipissing Mining Co., Ltd., Cobalt, Ont., Canada: 
High-Grade mill, [161]. 
mill and metallurgical practice, 156-182. 
Nodulizing Blast-Furnace Flue Dust (AppicKs), x, 500-503; Discussion (DRAPER), 
505-506; (Payne), 504-505. 
North Fork gold mine, Sierra County, Cal., 246, 
North Star mine, California: tests of rock drills, 8346-357. 
Norton, W. W.: A Comparison of the Huntington-Heberlein and Dwight-Lloyd Processes, 
x, 485-491. 


Occurrence of Bournonite, Jamesonite, and Calamine at Park City, Utah (VAN Horn), xi, 
292-299. 
Ohio Copper Co., Bingham, Utah: 
daily labor report, 397. 
mining methods, 395. 
Oil (petroleum): to render concrete waterproof, 623, 642. 
Old Dominion Copper Mining & Smelting Co., Globe, Ariz.: converter practice, 
585-592. 
Old Ironsides (Sierra Del Oro) gold mine, Sierra County, Cal., 247. 
Ore deposits, Butte district, Mont.: amendment to Sales’s theory, 301. 
Ore treatment: 
ammonia-carbon dioxide reduction process, 802-808. 
copper: chloridizing roasting with salt, 614. 
leaching, 610-723. 
oxide-chloride roasting at Anaconda: tests, 676, 687, 690. 
oxidizing roasting at Anaconda, 678, 688. 
cyanidation vs. concentration, 158, 179. 
Dorr hydrometallurgical apparatus, 211-237. 
electrostatic separation, U. 8. Smelting Co., Midvale, Utah, 809-813. 
gold: aluminum and caustic soda in redoition: 163, 167. 
lead: blast-furnace smelting, 507-524. 
reduction of complex ores, 814-817, 824. 
roasting: comparative costs, 188. 


Huntington-Heberlein and Dwight-Lyoyd processes, 485-499, 526. 
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Ore treatment.—Continued. 
Huntington-Heberlein and Dwight-Lloyd processes, 485-499, 526. 
silver: chloridizing leaching, Park City, Utah, 183-197. 
desulphurizing with aluminum, 163, 168. 
Nipissing Mining Co., Cobalt, Ganadat 156-182. 
sulphides: Virginia City, Nev., 165. 
tellurides: Cripple Creek, Colo., 166. 
slime-plant practice at Great Falls, Mont., 463. 
sulphide ores: Rankin-Westling process, 824. 
zine: chloridizing, 823. 
concentration processes, 795. 
electrostatic separation, 796, 819. 
Ores: see names of metals. 
Oriental Consolidated mine, Unsan, Korea: mining costs, 405. 
Oriental gold mine, Sierra County, Cal., 247. 
Oxford gold mine, Sierra County, Cal., [246]. 
Oxygen: effect on physical properties of copper, 726. 


Packarp, GrorceE A.: Rope Idlers in the Raven Shaft, x, 343-345. 
Paint: Pe tersistini, for concrete, 622. 
PauMeER, Irvine A.: Smelting Lead Ores in the Blast Furnace, x, 507— 520. 
Parkes process lead refinery, East Chicago, Ind., 532-539. 
Parsons, C. L.: mineral wastes, [789]. 
Payne, JAMES H.: Discussion on Nodulizing Blast-Furnace Flue Dust, 504-505. 
Paynter, W. D.: rock-drill testing machine, 348. 
Pearceite (arsenical polybasite): analysis, 267. 
Penfield, S. L.: pearceite, 267. 
Penobscot gold mine, Marysville district, Mont., 276. 
Peters, E. D.: effect of oxygen on conductivity of copper, [726]. 
Petroleum: to render concrete waterproof, 623, 642. 
Placer gold mines, Sierra County, Cal., 245. 
Placer gold mining: 
California: ancient gravel channels, 238-257. 
Colombia, 198-201. 
“Playa”? Panning on the Cauca River (Warp), xi, 198-201. s 
Plumbago gold mine, Sierra County, Cal., [247]. 
Pohle air-lift pump, 191. 
Portland Gold Mining Co., Cripple Creek, Colo.: development and mining costs, 
403, 407. 
Precipitation of Copper from Solution at Anaconda (Laist and Frick), ix, 691-712. 
Pumping plant for surface drainage, Cobalt, Ont., 333. 
Pumps: Pohle air-lift, 191. 


Quincy mine, Park City, Utah: occurrence of calamine, 299, 


Rainbow gold mine, Sierra County, Cal., 246. 

Rauston, Ortver C.: Discussions: on Chloridizing Leaching at Park City, 195-196. 
~ on The Metallurgy of Zinc, 824-825. 

Rand, South Africa: mining costs, 402. 

Rankin-Westling process for sulphide ores, 824. 

Raven mine, Butte, Mont.: rope idlers in shaft, 343. 

Ray Consolidated copper mine, Bingham, Utah: mining methods, 392. 

Raymonp, R. W.; Biographical Notice of Louis Janin, xi, 831-826. 
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Read, T. T.: estimation of tonnage, [204]. 
Recovery: definition of the term, 206. 
Red Star gold mine, Sierra County, Cal., 246. 
Reed, C. J.: reduction of metals, [164]. 
Rendall Ore Reduction Co. (Ajo Copper Co.), 595. 
Reverberatory smelting: tests at Anaconda, 735-752. 
Rive, G. C.: Discussions: on A Comparison of the Huntington-Heberlein and — 
Dwight-Lloyd Processes, 495-499. 
on Lead Smelting at East Helena, 530-531. 
Rrrer, Grorce W.: Discussion on The Metallurgy of Zinc, 818-821. 
Roasting: lead ores, 511, 514, 520, 526. 
Roasting furnaces: 
shaft roaster, 186. 
Holt-Dern continuous, 188. ‘ 
Roasting processes: 
Huntington-Heberlein and Dwight-Lloyd: comparative tests, 485-499. 
nodulizing flue dust, 500-506. 
Rock-drill testing machine, 348. 
Rock drills: tests at North Star mine, California, 346-357. 
Rope Idlers in the Raven Shaft (PACKARD), x, 343-345. 
Round table: 
deck: conical vs. conoidal, 440, 446. 
tests of wood, canvas, cement, and linoleum, -) 434, 
development at Great Falls, 417-469. 
development from buddle, 416-420. 
early use in Butte district, 421. 
evolution, 416. 
Lake Superior practice, 420. 
steel frame, 433. 
tests at Washoe Reduction Works, Anaconda, Mont., 476. 
Ruby gold mine, Sierra County, Cal., 246. 


Sales’s theory of ore deposition: amendment to, 301. 

Salt: effect on settlement of slime, 478. 

Salt Lake meeting of the Institute, vii. 

Sampling: lead bullion, 539. 

Saunpers, W. L.: Discussion on Tests of Rock Drills at North Star Mine, California, — 
355-357. 

Scumipt, I. §.: Discussion on Chloridizing Leaching at Park City, 192-195. 

Sensible-heat capacity of furnace gases, 774-788. 

Separation of Lead, Zinc, and Antimony Oxides (Divine), x, 814-817. ca 

Sharwood, W. J.: potassium and sodium zine cyanides, [176]. 

Sierra County, Cal.: 

economic geology, 243. 
gold mines, 246. 

Sierra Del Oro (Old Ironsides) gold mine, Sierra County, Cal., [247]. 

Silex lining for tube mills: advantages, 157. 

Silver: recovery from Western zine mines (1911), 792. 

Silver and gold metallurgy: descriptive technology, 202-210. . 

Silver King Coalition mine, Park City district, Utah: oceurrence of bournonite, 
jamesonite, and calamine, 293. . 

Silver-lead ores, Park City district, Utah, 293. 
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Silver metallurgy: cyanide practice of Nipissing Mining Co., Ltd., Cobalt, Canada, 
156-182. 
Silver mining: Canada: mining costs, 404. 
Silver ore: 
chloridizing leaching, Park City, Utah, 183-197. 
Cobalt district, Canada: character, 157-161. 
desulphurizing with aluminum, 163. 
Silver veins: Butte district, Mont., 301. 
Srmons, THEopors: Discussion on Dip Chart, 310-312. 
Sintering: 
lead ores, 511, 514, 520, 526. 
nodulizing flue dust, 500-506. 
Sintering processes: 
Huntington-Heberlein and Dwight-Lloyd: comparative tests, 485-499, 526. 


_ Sixteen to One gold mine, Sierra County, Cal., 246. 


Sizmr, F. L.: Hmpire Gold Mine, Stemple District, Mont., 279-283. 
Slags: lead, 515, 521, 528. 
Slime: 
conditions for round-table treatment, 430. 
effect of salt, glue, ferrous sulphate, and temperature on settling, 478. 
Slime concentrates: dewatering, 477. 
Slime-Concentrating Plant at Anaconda (Laist and Wiaern), ix, 470-484. 
Slime concentrators: 
Anaconda 20-deck, 481. 
tests at Washoe Reduction Works, Anaconda, Mont., 475. 
Slime-plant practice at’ Great Falls, Mont., 463. 
Slime pulp: conversion charts and formulas, 468. 
Slime-thickening devices: 
Dorr, 220. 
experiments at Washoe Reduction Works, Anaconda, Mont., 474. 
Smelter construction costs: Arizona Copper Co., Clifton, Ariz., 3-155. 
Smelting: 
lead, East Helena, Mont., 526-531. 
reverberatory: tests at Anaconda, 735-752. 
Smelting Lead Ores in the Blast Furnace (Paumur), x, 507-520; Discussion (ANDERSON), 
523-524; (Austin), 520-523. 
Smelting plants: 
American Smelting & Refining Co., East Helena, Mont., 525-531. 
Arizona Copper Co., Clifton, Ariz., 3-155. 
International Smelting Co., Tooele, Utah, 579-584. 
South Fork (Live Yankee) gold mine, Sierra County, Cal., [246], [247]. 
Spelter production (1912), 790. 
Spencer, A. C.: precipitation of copper from cupric and ferrous sulphate solutions, 
[291]. 
Sponge iron: production from calcines, 649, 694, 718. 
Sponge iron as a precipitant of copper: tests, 648, 694, 707. 
Standard gold mine, Sierra County, Cal., [246]. 
Standard mine, Bodie, Cal.: development costs, [407]. 
Steptoe Works, McGill, Nev.: leaching copper products, 668-670. 
Stewart Mining Co., Coeur d’Aléne, Idaho: mining costs, [402]. 
St. Louis Mining & Milling Co.: Drumlummon mine, Marysville, Mont., 258-283. 
Stoping methods of mining, 368. 
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Srracup, WautTwr, and Wiss, Sipney L.: The Design, Construction and Cost of Two 
Mine Bulkheads, xi, 358-865. 
Strike of veins: diagram and formula to determine, 315. 
Sulphide ores: 
amenable to cyanide treatment, 165. 
Rankin-Westling process for, 824. 
reduction. in the blast furnace, 512-522. 
Sulphur dioxide as a precipitant of copper from solutions, 701, 715. 
Swart, Mr.: Discussion on The Metallurgy of Zinc, 825-826. 
Symmes, Whitman: silver-ore treatment at Virginia City, Nev., [165]. 


Tanks (concrete): lining to resist acids, 622, 642. 

Telegraph gold mine, Sierra County, Cal., [246]. 

Telluride gold and silver ores: reduction, 166. 

Temiskaming Mining Co., Cobalt, Canada: mining costs, 404. 

Tests of Rock Drills at North Star Mine, California (Beprorp and HaGue), x1, 346-355; 
Discussion (SAUNDERS), 355-357. 

Thickeners: Dorr, 219, 225, 229. 

Tightner gold mine, Sierra County, Cal., 246. 

Tonopah-Belmont mine, Tonopah, Nev.: mining costs, 400. 

Toxement (waterproofing material for concrete), 623. 

Tramming in mines: costs, 389. 

Treatment of Complex Ores by the Ammonia-Carbon Dioxide Process (BRETHERTON), X, 
802-808. 

Treatment of Copper Ore by Leaching Methods (AusTIN), ix, 659-667. 

Triple Pocket group gold mines, Sierra County, Cal., [246]. 

Tube-mill linings: advantages of silex, 157. 


UNDERHILL, JAMES: Discussion on Dip Charl, 314. 
Unit Construction Costs from the New Smelter of the Arizona Copper Co., Lid. (JONES), xi, 
3-155. 
United States Forest Service: practice on locating mining claims in National Forests, 
408-415. 
United States Metals Refining Co., Chrome, N. J.: nodulizing flue dust, 500. 
United States Smelting Co., Midvale, Utah: 
bag house, 570-578. 
electrostatic ore separation, 809-813. 
Utah: occurtence of rare minerals, Park City district, 293. 
Utah copper mine, Bingham, Utah: mining methods, 391. 


“Van Horn, Frank Ropertson: The Occurrence of Bournonite, Jamesonite, and Cala- 
mine at Park City, Utah, xi, 292-299. 

Vanners: tests at Great Falls, Mont., 425. 

Virgoe, Walter H.: extractive power of cyanide solutions, [176]. 


Walker, W. H.: electro-metallurgy of gold, [163], [168]. 
Warp, Wii11aM F.: “Playa” Panning on the Cauca River, xi, 198-201. 
Washoe Reduction Works, Anaconda, Mont.: slime-Soncentrating plant, 470-484. 
Water-level signal: electric, 339. 
Watson, R. B.: Nipissing High-Grade mill, Cobalt, Canada, [161], [170]. 
Wedge donbtooaiebion roasting furnace, 651. 
Weed, W. H.: Drumlummon vein, Marysville district, Mont., [263]. 
occurrence of chalcopyrite in Maryland copper deposits, [286]. 
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Wentworts, H. A.: Electrostatic Separation at Midvale, x, 809-813. 

West End mine, Tonopah, Nev.: mining costs, 401. 

Wieern, Arpert E., and Latst, Frepericx: The Slime-Concentrating Plant at Ana- 
conda, ix, 470-484. 

Wiarton, G. H., and Kuze.n, C. R.: Curves for the Sensible-Heat Capacity of Furnace 

Gases, xi, 774-788. 

Williams, Gerard: determination of constants in working cyanide solutions, [176]. 

Witson, G. B.: Discussion on The Metallurgy of Zinc, 827. 

WincHELL, H. V.: Discussion on Mining Claims within the National Forests, 412, 413. 

Wise, Srpney L., and Srracue, Water: The Design, Construction and Cost of Two 
Mine Bulkheads, xi, 358-365, 

Wood-deck round table: tests at Great Falls, Mont., 426. 


York gold mine, Sierra County, Cal., [246]. 


Zine: 
losses in mining, milling, and smelting, 789-801. 
metallurgy, 818-830. 
production, Western States (1911), 792. 
recovery by concentration processes, 799. 
recovery from complex ores by ammonia-carbon dioxide process, 802-808. 
spelter production (1912), 790. 
Zine and iron concentrates: electrostatic separation, 809-813. 
Zinc, lead, and antimony oxides: separation, 814-817. 
Zine ore: 
chloridizing, 823. 
concentration by flotation, 797, 818. 
Zine oxide pigment, [804]. 
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